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1987-1988  ANTHROPOMETRIC  SURVEY  OP  U.S.  ARMY  PERSONNEL: 
SUMMARY  STATISTICS  INTERIM  REPORT 

CHAPTER  I 

INTRODUCTION 


All  U.S.  military  and  many  foreign  services  compile  and  maintain  extensive  collections  of 
body-size  information  used  primarily  to  guide  the  design  and  sizing  of  clothing,  personal  protective 
equipment,  work  stations,  and  computer-generated  human  models.  In  order  to  be  effective,  such 
a  data  base  must  be  updated  periodically  to  accurately  reflect  the  body  sizes  and  proportions  of  the 
military  population  it  purports  to  represent. 

The  last  anthropometric  survey  of  U.S.  Army  men  was  conducted  in  1966,1  some  22  years 
or  the  equivalent  of  a  military  generation  ago.  A  substantial  proportion  of  the  sample  was  young 
(88%  were  under  25  years  old),  and  some  78%  of  the  subjects  were  White.  By  comparison,  only 
44%  of  today’s  male  soldiers  are  under  25,  and  66%  are  White.2  Blacks  represent  25%  of  Army 
men  today,2  as  compared  to  15%  in  the  1966  survey. 

The  most  recent  body  size  survey  of  U.S.  Army  women  was  conducted  in  19773  and,  while 
more  current  than  the  male  survey,  is  characterized  by  considerably  greater  differences  in  racial 
composition.  Three-quarters  of  the  1977  survey  subjects  were  White,  and  slightly  less  than  one 
quarter  were  Black.  Black  women  comprise  more  than  40%  of  today’s  Army.  Whites  slightly  more 
than  half.2  The  majority  of  today’s  Army  women  are  aged  25  and  over;2  in  the  1977  survey  more 
than  half  were  25  and  under. 

Between  1970  and  1980,  the  percentage  of  women  in  the  Army  increased  nearly  sevenfold 
from  1.46%  to  9.85%.  Today,  women  make  up  10.88%  of  Army  personnel,2  and  with  each  passing 
year,  more  jobs  are  filled  by  women.  This  means  that  clothing,  protective  equipment,  and 
workspaces,  originally  sized  and  designed  to  accommodate  males  only,  must  be  modified  and 
redesigned  to  accommodate  the  larger  variations  represented  by  an  integrated  male/female 
population. 

It  was  apparent  in  the  mid-BOs  that  the  Array’s  anthropometric  data  base  had  serious 
deficiencies  that  limited  its  applicability  for  current  and  future  sizing,  design,  and  procurement.4 
A  comprehensive  body-size  study  of  U.S.  Army  men  and  women  was  undertaken  in  1987-1988  to 
correct  these  deficiencies.  The  goals  of  the  survey  were  to  acquire  a  large  body  of  data  from 
comparably  measured  males  and  females  to  serve  the  Army’s  current  design  and  engineering  needs, 
as  well  as  those  anticipated  for  several  decades  into  the  future. 

A  number  of  new  and  improved  methodologies  in  the  areas  of  sampling,  instrumentation, 
and  verification  were  utilized  These  included:  a  complex  sampling  plan  designed  to  produce  a 
data  base  that  can  be  adapted  to  changing  population  demographies;  simultaneous  collection  and 
processing  of  male  and  female  data  for  the  creation  of  an  integrated  data  base;  the  use  of  portable 
computers  for  data  entry  and  first-level  editing  in  the  field;5  and  the  development  and  use  of  new 
measuring  devices  tor  the  collection  of  head  and  hand  data.6'7 
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A  year  of  planning  preceded  the  survey.  During  this  time,  hundreds  of  candidate 
dimensions  were  sifted  to  arrive  at  the  final  selection8'9  which  included  132  directly  measured 
dimensions,  and  three-dimensional  coordinates  on  26  points  of  the  head  and  face.  Summary 
statistics  for  these  dimensions,  as  well  as  an  additional  60  derived  dimensions,  arc.  reported  in  this 
volume.  Over  8,000  hand  photos  were  also  taken  as  a  permanent  resource  for  future  needs. 

Although  nearly  9,000  subjects  were  fully  measured,  several  age  and  race  categories  were 
deliberately  oversampled  as  a  bankable  resource  to  draw  upon,  should  the  proportion  of  these 
groups  change  in  future  years.  Thus,  the  fully  measured  survey  sample  was  further  winnowed  to 
carve  out  a  working  data  base  which  reflects  the  proportions  of  men  and  women  in  various 
racial/ethnic  and  age  groups  found  in  today’s  Army.2  It  is  this  set  of  1,774  men  and  2,208  women- 
the  working  data  base-whose  measurement  data  appear  in  this  interim  report. 

Tables  1,  2,  and  3  outline  the  age  and  racial/ethnic  distributions  of  male  and  female  subjects 
in  the  working  data  base.  Some  66.1%  of  the  men  in  the  working  data  base  are  White,  25.8%  are 
Black,  3.8%  are  Hispanic,  and  the  remaining  4.3%  represent  other  racial/ethnic  groups  including 
Asians,  Pacific  Islanders,  Native  Americans,  and  otners.  Older  subjects  outnumber  younger  ones 
amODg  the  men,  with  540  (30.4%)  aged  31  and  over,  448  (25.2%)  between  25  and  30,  474  (26.6%) 
between  21  and  24,  and  312  (17.6%)  aged  20  and  under. 

Among  the  women,  51.6%  of  the  subjects  are  White,  41.8%  are  Black,  2.6%  are  Hispanic, 
and  3.9%  are  divided  among  the  other  racial/ethnx  groups.  Some  480  (21.7%)  female  subjects  are 
aged  31  and  over,  706  (32.0%)  are  between  25  and  30,  659  (29.8%)  are  between  21  and  24,  and 
363  (16.4%)  arc  aged  20  and  under. 

Included  in  this  report  are  landmark  and  measurement  descriptions,  summary  statistics  and 
percentiles,  and  visual  indices  designed  to  help  the  user  identify  and  locate  diraeasions  of  interest. 
A  final  report,  currently  in  preparation,  will  provide  additional  information  on:  the  sampling 
strategy;  selection  and  use  of  survey  dimensions;  survey  procedures;  descriptions  of  instruments; 
illustrations  of  all  landmarks,  measurements,  and  instruments;  and  additional  data,  including 
frequency  distributions  of  the  measurement  data  and  tabular  demographic  statistics  describing  the 
survey  sample. 

The  working  data  in  this  report  are  given  in  Chapters  III,  IV,  and  V  devoted  to  summaiy 
statistics  and  descriptions  of  the  standard  dimensions,  the  derived  dimensions,  and  the  headboard 
measurements,  respectively.  The  landmarks  used  to  define  the  origin  and  termination  of  the 
measurements  made  in  this  survey  are  listed  and  briefly  described  in  Chapter  II. 
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TABLE  1.  Age  Distribution  of  Subjects 
in  the  Working  Data  Base. 


Females 

Cumulative 


Age 

Frequency 

Percent 

Perce  n  i 

17 

0 

.0 

.0 

18 

47 

2.1 

2,1 

19 

132 

6.0 

8.1 

20 

184 

8.3 

16.4 

21 

155 

7.0 

23.5 

22 

149 

6.7 

30.2 

23 

176 

8.0 

38.2 

24 

179 

8.1 

46.3 

25 

151 

6.8 

53.1 

26 

142 

6.4 

59.6 

27 

135. 

6.0 

65.6 

28 

103 

4.7 

70.2 

29 

103 

4.7 

74.9 

30 

74 

3.4 

78.3 

31 

64 

2.9 

81.2 

32 

82 

3.7 

84.9 

33 

64 

2.9 

87.8 

34 

62 

2.8 

90.6 

35 

41 

1.9 

92.4 

36 

43 

1.9 

94.4 

37 

33 

1.5 

95.9 

38 

19 

.9 

96.7 

39 

13 

.6 

97.3 

40 

19 

.9 

98.2 

41 

13 

.6 

98.8 

42 

5 

.2 

99.0 

43 

4 

.2 

99.2 

44 

5 

.2 

99.4 

45 

4 

.2 

99.6 

46 

4 

.2 

99.8 

47 

2 

.1 

99.9 

48 

1 

.0 

99.9 

49 

1 

.0 

100.0 

50 

1 

.0 

100.0 

51 

0 

100.0 

TOTALS 

2,208 

99.9 

100.0 

Males 

Cumulative 


Age 

Frequency 

Percent 

Percent 

17 

1 

.1 

.1 

18 

27 

1.5 

1.6 

19 

128 

7.2 

8.8 

20 

156 

8.8 

17.6 

21 

133 

7.5 

25.1 

22 

141 

7.9 

33.0 

23 

98 

5.5 

38.6 

24 

102 

5.7 

44.3 

25 

100 

5.6 

49.9 

26 

94 

5.3 

55.2 

27 

65 

3.7 

58.9 

28 

70 

3.9 

62.9 

29 

59 

3.3 

66.2 

30 

60 

3.4 

69.6 

31 

61 

3.4 

73.0 

32 

56 

3.2 

76.2 

33 

62 

3.5 

79.7 

34 

42 

2.4 

82.0 

35 

51 

2.9 

84.9 

36 

44 

2.5 

87.4 

37 

42 

2.4 

89.7 

38 

42 

2.4 

92.1 

39 

36 

2.0 

94.1 

40 

29 

1.6 

95.8 

41 

28 

1.6 

97.4 

42 

15 

.8 

98.2 

43 

9 

.5 

98.7 

44 

8 

.5 

99.2 

45 

4 

.2 

99.4 

46 

4 

.2 

99.6 

47 

2 

.1 

99.7 

48 

4 

.2 

99.9 

49 

0 

.0 

99.9 

50 

0 

.0 

99.9 

51 

1 

.1 

100.0 

1,774  99.9  100.0 
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TABLE  2.  Racial/Ethnic  Distribution  of  Subjects 

/ 

in 

the  Working  Data  Base. 

4  ' 

Females 

Males 

Cumulative 

Cumulative 

V 

Race  Frequency 

Percent 

Percent 

Race 

Percent 

Percent 

White  1140 

51.6 

51.6 

White 

1172 

66.1 

66.1 

Black  922 

41.8 

93.4 

Black 

458 

25.8 

91.9 

*  ■■ 

Hispanic  58 

2.6 

96.0 

Hispanic 

68 

3.8 

95.7 

Asian/Pacific  32 

L4 

97.5 

Asian/Pacific 

28 

1.6 

97.3 

American  Indian  14 

.6 

98.1 

American  Indian  12 

.7 

98.0 

Mixed/Cther  42 

L9 

100.0 

Mixed/Other 

36 

100.0 

-\ 

TOTALS  2,208 

99.9 

100.0 

1,774 

100.0 

100.0 

TABLE  3.  Percentage  of  Working  Data  Base  Subjects 

■  v 

by  Age  and  Racial/Ethnic  Category. 

VC  AT  RQ 

American 

\ 

Asian/ 

Indian/ 

Pacific 

Alaskan 

Apre  fyrsl 

White 

Black 

Hispanic 

Island 

Native 

Other 

<  20 

12.63 

3.78 

G.56 

0.23 

0.11 

0.28 

21-24 

17.93 

6.93 

0.90 

0.34 

0.11 

0.51 

25-30 

15.39 

7.67 

1.07 

0.39 

0.11 

0.62 

>  31 

20.12 

7.44 

1.30 

0.62 

0.34 

0.62 

• 

FEMALES 

<  20 

9.47 

5.89 

0.45 

0.23 

0.14 

0.27 

21-24 

15.44 

12.50 

0.72 

0.36 

0.23 

0.59 

. 

.  f  •. ' 

25-30 

15.04 

14.99 

0.82 

0.41 

0.14 

0.59 

*  i 

>  31 

11.68 

8.38 

0.63 

0.45 

0.14 

0.45 

-  ; 

■■X 
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CHAPTER  II 


THE  LANDMARKS 


Dimensions  are  measured  from  one  point  on  the  body  (or  a  Gxod  surface  such  as  the  floor) 
to  another  or,  in  the  case  of  circumferences,  around  a  part  of  the  body  at  a  specified  level.  To 
ensure  that  each  dimension  is  measured  accurately  and  consistently  from  subject  to  subject, 
dimensions  are  defined  in  terms  of  body  landmarks,  which  serve  as  the  origin,  termination,  or  level 
of  measurement  of  a  dimension. 

Two  men  and  two  women  were  trained  in  locating  many  of  these  points  by  palpation  or 
by  sight,  and  placing  actual  drawn  marks  on  the  bodies  of  all  subjects  in  this  survey.  Measurers 
were  also  trained  to  recognize  other  easily  located  landmarks  such  as  Dactylion  II,  the  tip  of  the 
index  finger,  for  which  marking  was  not  necessary. 

The  landmarks  used  to  define  the  measurements  in  the  survey  are  listed  and  briefly 
described  below.  Detailed  illustrated  instructions  for  locating  these  landmarks  can  be  found  m 
the  Measurer’s  Handbook.10 


Abdominal  point,  anterior 

The  most  protruding  point  of  the  relaxed  abdomen  of  a  seated  subject. 


Acromion,  right  and  left 

The  point  of  intersection  of  the  lateral  border  of  the  acromial  process  and  a  line  running  down 
the  middle  of  the  shoulder  from  the  neck  to  the  tip  of  the  shoulder. 


Acropodion 

The  tip  of  the  first  or  second  toe,  whichever  is  longer. 


/dare,  right  and  left 

The  lateral  point  on  the  flare  or  wing  of  the  nose. 


Anterior  superior  iliac  spine,  right  and  left 

The  anterior  points  of  the  right  and  left  iliac  crests. 

Axillary  fold,  posterior  right  and  left 

The  highest  points  of  the  right  and  left  axillary  folds  on  the  back. 


Biceps  point 

The  highest  point  of  the  right  flexed  biceps  as  viewed  from  the  subject’s  right  side. 
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Bustpoint,  right  and  left 

The  anterior  points  of  the  bra  cups. 


Buttock  point,  posterior 

Point  of  maximum  protrusion  of  the  right  buttock  of  a  standing  subject. 


Buttock  point,  right  lateral  and  left  lateral 

Points  on  the  thigh  or  hip  at  the  level  of  the  maximum  protrusion  of  the  right  buttock. 


Calf 

A  point  on  the  side  of  the  calf  at  the  level  of  the  maximum  circumference  of  the  right  calf. 


Cervicale 

The  superior  palpable  point  of  the  spine  of  the  seventh  cervical  vertebra. 


CbeHion,  right  and  left 

The  lateral  point  of  the  juncture  of  the  fleshy  tissue  of  the  lips  with  the  facial  skin  at  the  comer 
of  the  mouth. 


Chin 

The  most  protruding  point  on  the  bottom  edge  of  the  chin  along  the  jawline. 


Clavicle  point,  right  and  left 

The  superior  points  of  the  lateral  ends  of  tbc  clavicles. 


CrinioH 

The  lowest  point  of  the  hairline  on  the  forehead  in  the  midsagittal  plane. 


Dactylioo  II 

The  tip  of  the  index  finger. 

Dactylion  IH,  right  and  left 
The  tip  of  the  middle  finger. 


Deltoid  point,  right  and  left 

The  lateral  point  of  the  right  deltoid  muscle  and  the  margin  of  the  left  deltoid  muscle  at  the  level 
of  the  right  deltoid  point. 


Dorsal  juncture  of  the  calf  and  thigh 

The  juncture  between  the  right  calf  and  thigh  behind  the  knee  of  a  subject  sitting  with  the  knee 
flexed  90  degrees. 


Dorsal  juncture  of  the  foot  and  leg 

The  top  of  a  skin  crease  between  the  foot  and  the  front  of  the  ankle  when  the  knees  and  ankles 
are  flexed  about  30  degiees. 


Ear,  bottom 

The  lowest  point  of  the  ear  on  its  long  axis. 


Ear  point 

The  lateral  point  (farthest  from  the  head)  of  the  right  ear. 


Ear,  top 

The  highest  point  of  the  ear  on  its  long  axis. 


Ectocanfhus 

The  outside  comer  of  the  right  eye  formed  by  the  meeting  of  the  upper  and  lower  eyelids. 
Ectoorbitale 

The  posterior  point  on  the  frontal  process  of  the  zygomatic  bone  at  the  level  of  the  outer  comer 
of  the  eye. 


Elbow  crease 

The  skin  crease  on  the  inside  of  the  elbow  joint  when  the  elbow  is  flexed  90  degrees. 


Fifth  metatarsophalangeal  protrusion 

The  lateral  protrusion  of  the  right  foot  in  the  region  of  the  fifth  metatarsophalangeal  joint. 


First  metatarsophalangeal  protrusion  , 

The  medial  protrusion  of  the  right  foot  in  the  region  of  the  first  metatarsophalangeal  joint 


Frontotemporale,  right  and  left 

The  point  of  deepest  indentation  of  the  temporal  crest  of  the  frontal  bone  above  the  browridges. 


Glabella 

The  anterior  point  on  the  frontal  bone  midway  between  the  bony  browridges. 
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Gluteal  furrow  point 

The  lowest  point  of  the  lowest  furrow  or  crease  at  the  juncture  of  the  right  buttock  and  the  thigh. 


Gonion 

The  lateral  point  on  the  posterior  angle  of  the  mandible  (jawbone). 


Heel  point,  lateral  and  medial 

The  lateral  and  medial  points  of  the  right  heel  located  at  or  behind  the  most  protruding  point  of 
the  lateral  malleolus  (outside  ankle  bone). 


fhociistale 

The  highest  palpable  point  of  the  right  iliac  crest  of  the  pelvis,  one  half  the  distance  between  the 
anterior  superior  iliac  and  posterior  superior  iliac  spines. 


Inferior  breast  point 

The  inferior  point  of  the  juncture  of  the  lower  of  the  two  breasts  with  the  torso. 


Inffaorbitale 

The  lowest  point  on  the  anterior  border  of  the  bony  eye  socket 


Infrathyroid 

The  inferior  point  in  the  midsagittal  plane  of  the  thyroid  cartilage  (Adam’s  apple). 

Inner  thigh 

A  vertical  line  halfway  between  the  front  and  back  of  the  right  inner  thigh,  and  extending 
downward  from  the  level  of  the  gluteal  furrow. 


Knee  point,  anterior 

The  most  protruding  point  of  the  right  kneecap  of  a  seated  subject. 

Lateral  fcmo«nl  epicondylc,  standing  and  sitting 

Lateral  point  of  the  right  femoral  epicondyle  (knee  pivot  point). 


Lateral  malleolus 

The  lateral  point  of  the  right  lateral  malleolus  (outside  ankle  bone). 
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Medial  malleolus 

The  medial  point  of  the  medial  malleolus  (inside  ankle  bone). 


Menton 

The  inferior  point  of  the  mandible  in  the  midsagittal  plane  (bottom  of  the  chin). 


Metacarpalc  II 

The  lateral  point  of  the  right  metacarpophalangeal  joint  II  (at  the  base  of  the  index  Anger  on  the 
outer  edge  of  the  hand). 


Metacarpale  V 

The  medial  point  of  the  right  metacarpophalangeal  joint  V  (at  the  base  of  the  little  finger  on  the 
outer  edge  of  the  hand). 


Midpatclla 

The  anterior  point  halfway  between  the  top  and  bottom  of  the  right  patella  (the  kneecap). 


Midshouldcr 

The  point  on  top  of  the  right  shoulder  midway  between  the  neck  (right  trapezius  point)  and  the 
tip  of  the  shoulder  (acromion,  right). 

Msdspinc 

A  line  down  the  center  of  the  back. 


Neck:  anterior,  right  lateral,  and  left  lateral 
Anterior  and  lateral  points  at  the  base  of  the  neck. 


Olecranon,  bottom  and  rear 

The  lowest  and  rearmost  points  of  the  elbow  with  the  elbow  flexed  90  degrees. 


Olecranon,  center 

A  point  on  the  center  of  the  curvature  of  the  right  olecranon  process  with  the  elbow  flexed  about 
115  degrees. 


Otobasion  superior 

The  anterior  superior  point  of  the  juncture  between  the  right  ear  and  the  head. 
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Posterior  superior  iliac  spine 

The  posterior  point  of  the  crest  of  the  right  ilium.  A  dimple  normally  overlies  this  point. 


Promentou 

The  anterior  projection  of  the  soft  tissue  of  the  chin. 


Pronasale 

The  point  of  the  anterior  projection  of  the  tip  of  the  nose. 


Ptemion 

The  posterior  point  of  the  right  heel 


Radiate 

The  highest  point  on  the  outside  edge  of  the  radius. 


Scye 

Points  on  the  upper  arm  and  torso  associated  with  the  armhole  of  a  garment.  These  landmarks 
were  drawn  with  the  subject  standing  erect  and  the  arms  relaxed  at  the  sides: 

Anterior  scye  on  the  torso:  A  short  horizontal  line  on  the  torso  originating  at  the  apex 
of  the  anterior  axillary  fold. 

Anterior  scye  on  the  upper  arm:  A  short  horizontal  line  on  the  upper  arm  originating 
at  the  apex  of  the  anterior  axillary  fold. 

Posterior  horizontal  scye,  right  and  left:  A  short  horizontal  line  on  the  back  originating 
at  the  apex  of  the  posterior  axillary  fold. 

Posterior  vertical  scye,  right  and  left:  A  short  vertical  line  originating  at  the  apex  of  the 
posterior  axillary  fold. 

Posterior  diagonal  scye,  right  and  left:  A  diagonal  line  connecting  the  apex  of  the 
posterior  axillary  fold  with  the  acromion  landmarks  on  the  tip  of  the  shoulder. 

Midscyc,  right  and  left:  A  short  horizontal  line  bisecting  the  posterior  diagonal  scye 
landmark. 

Scye  level  at  midspine:  A  short  horizontal  line  across  the  spine  at  the  level  of  the 
posterior  horizontal  scye  landmarks. 


Sellion 

The  point  of  the  deepest  depression  of  the  nasal  bones  at  the  top  of  the  nose. 
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Stomion 

The  point  of  intersection  of  the  upper  and  lower  lip  in  the  midsagittal  plane  when  the  mouth  is 
closed. 


Stylion 

The  lowest  point  of  the  bottom  of  the  radius. 


Submandibular 

The  juncture,  in  the  midsagittal  plane,  of  the  lower  jaw  (mandible)  and  the  neck. 


Subnasale 

The  point  of  intersection  of  the  philtrum  (groove  of  the  upper  lip)  with  the  inferior  surface  of 
the  nose  in  the  midsagittal  plane. 


Suprapatella 

The  superior  point  of  the  patella  (kneecap). 


Suprastemaie 

The  inferior  point  of  the  jugular  notch  of  the  sternum  (top  of  the  breastbone). 

Tenth  rib 

The  inferior  point  of  the  right  tenth  rib  (bottom  of  the  rib  cage). 


Tbelion,  right  and  left 
Center  of  the  nipple  (on  males). 


Thigh  point,  top 

The  highest  point  of  the  top  of  the  right  thigh  of  a  seated  subject  (in  measuring  THIGH 
CLEARANCE). 


Thumbtip 

The  tip  of  the  right  thumb. 


Top  of  head 

The  highest  point  on  the  head  when  the  head  is  in  the  Frankfort  plane. 


Tragion,  right  and  left 

The  superior  point  on  the  juncture  of  the  caitilaginous  flap  (tragus)  of  the  ear  with  the  head. 
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Trapezius  point,  right  and  left 

The  point  at  which  the  anterior  border  of  the  trapezius  muscle  crosses  the  lateral  neck  landmark. 

Trochanter 

A  point  at  the  center  of  the  lateral  surface  of  the  greater  trochanter  of  the  right  femur  of  a  sitting 
-  subject. 


Trochanterion 

The  superior  point  of  the  greater  trochanter  of  the  right  femur  of  a  standing  subject. 

Waist  (natural  indentation):  right  and  left;  anterior  and  posterior 

The  point  of  greatest  indentation  on  the  profile  of  the  right  side  of  the  torso  as  viewed  from  the 
front  of  the  subject,  or  one-half  the  distance  between  the  tenth  rib  and  the  fliocristale  landmarks 
if  no  indentation  is  present. 


Waist  (omphalion):  right  and  left;  anterior  and  posterior 
Level  of  the  center  of  the  navel. 


WrisL  dorsal 

A  line  across  the  back  of  the  wrist  originating  at  the  stylion  landmark  and  perpendicular  to  the 
long  axis  of  the  arm. 

Zygion,  right  and  left 

The  lateral  point  on  the  zygomatic  arch. 


Zygofrontale,  right  and  left 

The  lateral  point  of  the  frontal  bone  on  its  zygomatic  process. 
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CHATTER  III 


THE  STANDARD  MEASUREMENTS 


One  hund.ed  thirty-two  directly  measured  dimensions  were  obtained  in  this  survey  using 
traditional  measuring  instruments  and  methods.  Where  there  was  a  choice  of  right  or  left,  all 
measurements  were  taken  on  the  right  side  unless  otherwise  specified  or  in  the  rare  cases  where 
an  injury  or  anatomical  abnormality  made  it  necessary  to  measure  on  the  left  side.  All 
measurements  were  made  to  the  nearest  millimeter.  Weight  was  taken  to  the  nearest  0.1  kilogram. 
Detailed  illusttated  instructions  for  making  these  measurements  can  be  found  in  the  Measurer’s 
Handbook.10 

Summary  statistics,  including  means,  standard  deviations,  and  percentile  values  for  male 
and  female  subjects  are  tabulated  on  the  ensuing  pages.  Users  of  these  data  will  note  .00  standard 
error  (SE)  values  for  some  means  and  standard  deviations.  This  occurs  because  values  in  these 
tables  are  not  listed  beyond  two  decimal  places.  It  will  also  be  noted  that  for  crinion  and 
interpupillary  measurements  the  numbers  of  subjects  are  slightly  below  2,208  females  and  1,774 
males.  Crinion  (the  widow’s  peak)  cannot  be  located  on  bald  subjects  or  those  with  receding 
hairlines;  thus  measurements  involving  this  landmark  were  not  taken  on  some  subjects. 

In  the  case  of  INTERPUPILLARY  BREADTH,  the  eyes  of  a  few  subjects  were  too  close 
together  or  too  far  apart  to  be  accommodated  by  the  device  used  to  measure  this  variable.  There 
are  four  missing  values  (three  male  and  one  female)  for  INTERPUPILLARY  BREADTH.  These 
result  from  a  limitation  in  the  range  of  the  pupillometer,  which  was  capable  of  measuring  from  52 
mm  to  76  mm.  Two  additional  females  have  missing  data  due  to  medical  conditions  which 
prevented  the  measurement  of  INTERPUP  ILLARY  BREADTH.  The  three  males  had  an 
INTERPUPILLARY  BREADTH  which  was  larger  than  76  mm,  and  the  female  had  a  value  which 
was  smaller  than  52  mm.  One  male  had  a  measured  value  of  78  mm,  but  this  was  measured  in  the 
traditional  way,  using  a  sliding  caliper.  This  subject’s  value  is  recorded  as  78  mm  and  is  not 
considered  missing.  Nonmeasurahle  (i.e.  missing)  values  at  the  ends  of  the  distribution  have  a 
predictable  effect  on  the  summary  statistics.  The  calculated  female  mean  will  be  larger  than  the 
true  mean,  while  the  calculated  male  mean  will  be  smaller  than  the  true  mean.  The  calculated 
standard  deviation  and  variance  for  both  sexes  will  be  smaller  than  the  true  standard  deviation  and 
variance.  The  calculated  female  1st  percentile  will  be  greater  than  the  true  1st  percentile,  and  the 
calculated  male  99th  percentile  will  be  smaller  than  the  true  99th  percentile.  Because  the  number 
of  those  missing  is  so  small,  however,  the  magnitude  of  these  differences  is  quite  small.  In  order 
to  get  an  estimate  of  the  magnitude,  we  recalculated  the  summary  statistics  after  substituting  80  mm 
(the  upper  limit  of  the  instrument  plus  one  standard  deviation)  for  t  he  male  missing  values  and  48 
mm  (the  lower  limit  of  the  instrument  minus  one  standard  deviation)  for  the  female  missing  value. 
The  male  mean  increased  by  0.02  mm,  and  the  standard  deviation  by  0.05  mra.  The  percentiles 
were  unchanged.  The  female  mean  decreased  by  0.01  mm,  while  the  standard  deviation  increased 
by  0.01  mm.  The  1st  percentile  was  decreased  by  1  mm,  but  the  remaining  percentiles  were 
unchanged.  The  practical  effects  of  the  limited  range  of  the  pupillometer  are  thus  inconsequential. 

A  visual  index,  designed  to  assist  the  reader  in  locating  particular  dimensions  whose  names 
may  be  unfamiliar,  appears  on  the  following  pages.  Completing  this  section  are  brief  measurement 
descriptions  (page  24)  and  the  summary  statistics  (page  47). 
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VISUAL  INDEX  -  THE  STANDARD  MEASUREMENTS 


(1)  ABDOMINAL  EXTENSION  DEPTH, 
SITTING 

(3)  ACROMIAL  HEIGHT,  SITTING 
(10)  BIACROMIAL  BREADTH 
(12)  BIDELTOID  BREADTH 

(26)  BUTrOCK -KNEE  LENGTH 

(27)  BUTTOCK-POPLrrEAL  LENGTH 
(31)  CERVICALE  HEIGHT,  SITTING 

(48)  ELBOW  REST  HEIGHT 

(49)  EYE  HEIGHT,  SITTING 

(53)  FOREARM-FOREARM  BREADTH 


(66)  HIP  BREADTH,  SITTING 
(73)  KNEE  HEIGHT,  SITTING 
(78)  MIDSHOULDER  HEIGHT,  SITTING 
(86)  POPLITEAL  HEIGHT 
(93)  SITTING  HEIGHT 
(104)  THIGH  CLEARANCE 

(120)  WAIST  HEIGHT,  SITTING 
(NATURAL  JNDENTATIO.N) 

(121)  WAIS  T  HEIGHT,  SH 'TING 
(OMPHALION) 
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VISUAL  INDEX  -  THE  STANDARD  MEASUREMENTS  (Continued) 


(6)  AXILLA  HEIGHT 

(22)  BUSTPOINT/THELION-BUSTPOINTTHELION  BREADTH 

(83)  OVERHEAD  FINGERTIP  REACH 

(84)  OVERHEAD  FINGERTIP  REACH,  EXTENDED 

(85)  OVERHEAD  FINGERTIP  REACH,  SITTING 
(101)  SUPRASTERNALE  HEIGHT 

(1 18)  WAIST  HEIGHT  (NA1TJRAL  INDENTATION) 

(1 19)  WAIST  HEIGHT  (OMPHALION) 

(128;  W  RIST  HEIGHT,  SITTING 
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VISUAL  INDEX  -  THE  STANDARD  MEASUREMENTS  (Continued) 


(2)  ACROMIAL  HEIGHT 
(14)  BISPINOUS  BREADTH 
(37)  CHEST  HEIGHT 

(39)  CROTCH  LENGTH  (NATURAL  INDENTATION) 

(40)  CROTCH  LENGTH  (OMPHALION) 

(67)  ILIOCRISTALE  HEIGHT 

(74)  LATERAL  FEMORAL  EPICONDYLE  HEIGHT 
(79)  NECK-BUSTPOINT/THELION  LENGTH 
(89)  SCYE  DEPTH 
(99)  STATURE 
(102)  TENTH  RIB  HEIGHT 
(112)  WAIST  BREADTH 


* 
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VISUAL  INDEX  -  THL  STANDARD  MEASUREMENTS  (Coniinucd) 


(24)  BUTTOCK DEFrH 

(29)  CALF  HEIGHT 

(30)  CERVICALE  HEIGHT 
(32)  CHEST  BREADTH 


(36)  CHEST  DEPTH 
(70)  INTERSCYEn 
(72)  KNEE  HEIGHT,  MIDPATELLA 
(92)  SHOULDER  LENGTH 
(100)  STRAP  LENGTH 

(110)  WAIST  BACK  LENGTH  (NATURAL,  INDENTATION) 

(111)  WAIST  BACK  LENGTH  (OMPIIALION) 

(115)  WAIST  DEPTH 

(1 16)  WAIST  FRONT  LENGTH  (NATURAL  INDENTATION) 

(117)  WAIST  FRONT  LENGTH  (OMPIIALION) 

(123)  WAIST  (NATURAL  INDENTATION)  TO  WAIST 
(OMPHALION)  LENGTH 
(127)  WRIST  HEIGHT 
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VISUAL  INDEX  -  THE  STANDARD  MEASUREMENTS  (Continued) 


(7)  AXILLARY  ARM  CIRCUMFERENCE 
(23)  BUTTOCK  CIRCUMFERENCE 
(28)  CALF  CIRCUMFERENCE 

(34)  CHEST  CIRCUMFERENCE  AT  SCYE 
(33)  CHEST  CIRCUMFERENCE 

(35)  CHEST  CIRCUMFERENCE  BELOW  BREAST 
(47)  ELBOW  CIRCUMFE.RENCE 


(71)  KNEE  CIRCUMFERENCE 

(76)  LOWER  THIGH  CIRCUMFERENCE 

(80)  NECK  CIRCUMFERENCE 

(81)  NECK  CIRCUMFERENCE,  BASE 

(87)  RADIALE-STYLION  LENGTH 

(88)  SCYE  CIRCUMFERENCE 

(90)  SHOULDER  CIRCUMFERENCE 
(97)  SLEEVE  OUTSEAM 
(103)  THIGH  CIRCUMFERENCE 

(113)  WAIST  CIRCUMFERENCE 
(NATURAL  INDENTATION) 

(114)  WAIST  CIRCUMFERENCE 
(OMPHALION) 

(126)  WRIST  CIRCUMFERENCE 


VISUAL  INDEX  -  THE  S'l'ANDARD  MEASUREMENTS  (Continued) 


(II)  BICEPS  CIRCUMFERENCE,  FLEXED 

(25)  BUTfOCK  HEIGHT 

(38)  CROTCH  HEIGHT 

(52)  FOREARM  CIRCUMFERENCE,  FLEXED 

(54)  FOREARM-HAND  LENGTH 

(56)  GLUrEAL  FURROW  HEIGHr 

(69)  INTERSCYE  I 

(82)  NECK  HEIGHT,  LATERAL 

(91)  SHOULDER-ELBOW  LENGTH 

(107)  TROCHANTERIC  HEIGHT 

(108)  VERTICAL  TRUNK  CIRCUMFERENCE  (ASCC) 

(109)  VERTICAL  TRUNK  CIRCUMFERENCE  (USA) 

(122)  WAIST-HIP  LENGTH 
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VISUAL  INDEX  -  THE  STANDARD  MEASUREMENTS  (Continued) 


(4)  ACROMION-RADIALE  LENGTH 

(41)  CROTCH  LENGTH,  POSTERIOR 
(NATURAL  INDENTATION) 

(42)  CROTCH  LENGTH,  POS'i  ERIOR  (OMPHALION) 
(55)  FUNCTIONAL  LEG  LENGTH 

(65)  HIP  BREADTH 
(98)  SPAN 

(106)  THUMBTIP  REACH 

(131)  WRIST-WALL  LENGTH 

(132)  WRIST-WALL  LENGTH,  EXTENDED 
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VISUAL  INDEX  -  THE  STANDARD  MEASUREMENTS  (Continued) 


(44)  EAR  LENGTH 

(45)  EAR  LENGTH  ABOVE  TRAGION 

(46)  EAR  PROTRUSION 

(94)  SLEEVE  LENC1H:  SPINE-ELBOW 

(95)  SLEEVE  LENGTH:  SPINE-SCYE 

(96)  SLEEVE  LENGTH:  SPINE- WRIST 
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VISUAL  INDEX  -  THE  STANDARD  MEASUREMENTS  (Continued) 


(15)  BITRAGION  CHIN  ARC 

(16)  BITRAGION  CORONAL  ARC 

(17)  BITRAGION  CRINION  ARC 

(18)  BITRAGION  FRONTAL  ARC 

(19)  BI7RAGION  SUBMANDIBULAR  ARC 

(20)  BITRAGION  SUBNASALE  ARC 

(21)  BIZYGOMATIC  BREADTH 
(43)  EAR  BREADIH 

(60)  HEAD  BREADTH 

(61)  HEAD  CIRCUMFERENCE 

(62)  HEAD  LENGTH 

(68)  INTERPUPILLARY  BREADTH 
(77)  MENTON  SELLION  LENGTH 
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VISUAL  INDEX  -  THE  STANDARD  MEASUREMENTS  (Continued) 


(5)  ANKLE  CIRCUMFERENCE 

(8)  BALL  OF  FOOT  CIRCUMFERENCE 

(9)  BALL  OF  FOOT  LENGTH 
(13)  BIMALLEOLAR  BREADTH 

(50)  FOOT  BREADTH,  HORIZONTAL 

(51)  FOOT  LENGTH 


(57)  HAND  BREADTH 

(58)  HAND  CIRCUMFERENCE 

(59)  HAND  LENGTH 

(63)  HEEL  ANKLE  CIRCUMFERENCE 

(64)  HEEL  BREADTH 

(75)  LATERAL  MALLEOLUS  HEIGHT 
(105)  THUMB  BREADTH 
(125)  WRIST-CENTER  OF  GRIP  LENGTH 

(129)  WRIST-INDEX  FINGER  LENGTH 

(130)  WRIST-THUMBTIP  LENGTH 


STANDARD  MEASUREMENT  DESCRIPTIONS 


ABDOMINAL  EXTENSION  DEPTH,  SITTING 

The  horizontal  distance  between  the  anterior  point  of  the  abdomen  and  the  back  at  the 
same  level  is  measured  with  a  beam  caliper.  The  subject  sits  erect  looking  straight  ahead. 
The  measurement  is  made  at  the  maximum  point  of  quiet  respiration. 


ACROMIAL  HEIGHT 

The  vertical  distance  between  a  standing  surface  and  the  acromion  landmark  on  the  tip 
of  the  right  shoulder  is  measured  with  an  anthropometer.  The  subject  stands  erect  looking 
straight  ahead.  The  heels  are  together  with  the  weight  distributed  equally  on  both  feet. 
The  shoulders  and  upper  extremities  are  relaxed.  The  measurement  is  made  at  the 
maximum  point  of  quiet  respiration. 


ACROMIAL  HEIGHT,  SITTING 

The  vertical  distance  between  a  sitting  surface  and  the  acromion  landmark  on  the  tip  of 
the  right  shoulder  is  measured  with  an  anthropometer.  The  subject  sits  erect  looking 
straight  ahead.  The  shoulders  and  upper  arms  are  relaxed  and  the  forearms  and  hands 
are  extended  forward  horizontally  with  the  palms  facing  each  other.  The  measurement 
is  made  at  the  maximum  point  of  quiet  respiration. 


ACROMION -RADIALE  LENGTH 

The  distance  between  the  acromion  landmark  on  the  tip  of  the  right  shoulder  and  the 
radiale  landmark  on  the  right  elbow  is  measured  with  a  beam  caliper  held  parallel  to  the 
long  axis  of  the  arm.  The  subject  stands  erect  The  shoulders  and  upper  extremities  are 
relaxed  with  the  palms  facing  the  thighs. 


ANKLE  CIRCUMFERENCE 

The  minimum  horizontal  circumference  of  the  right  ankle  is  measured  with  a  tape.  The 
subject  stands  with  the  feet  about  10  cm  apart  and  the  weight  distributed  equally  on  both 
feet. 


AXILLA  HEIGHT 

The  vertical  distance  between  a  standing  surface  and  the  right  axillary  fold,  as  designated 
by  the  anterior-scye-on-the-torso  landmark,  is  measured  with  an  anthropometer.  The 
subject  stands  erect  looking  straight  ahead.  The  heels  are  together  with  the  weight 


distributed  equally  on  both  feet.  The  shoulders  and  upper  extremities  are  relaxed  with  the 
palms  facing  the  thighs.  The  measurement  is  taken  at  the  maximum  point  of  quiet 
respiration. 


AXILLARY  ARM  CIRCUMFERENCE 

The  circumference  of  the  right  upper  arm  peipendicular  to  its  long  axis  at  the  level  of  the 
anterior-scyc-on-the-upper-  arm  landmark  is  measured  with  a  tape.  The  subject  stands  erect 
looking  straight  ahead  with  shoulders  and  upper  extremities  relaxed  and  the  palms  facing 
the  sides. 


BALL  OF  FOOT  CIRCUMFERENCE 

The  circumference  of  the  foot  at  the  first  and  fifth  metatarsophalangeal  landmarks  on  the 
ball  of  the  right  foot  is  measured  with  a  tape.  The  subject  stands  with  the  feet  about  10 
cm  apart  and  the  weight  distribi  ted  equally  on  both  feet. 


BALL  OF  FOOT  LENGTH 


The  distance  from  the  back  of  the  heel  to  the  landmark  at  the  first  metatarsophalangeal 
protrusion  on  the  bail  of  the  right  foot  is  measuieu  in  a  fooibox.  The  subject  stands  erect 
with  each  foot  in  a  footbox.  The  weight  is  distributed  equally  on  both  feet  The  medial 
side  of  the  right  foot  is  parallel  with  the  long  axis  of  the  box. 


BIACROMIAL  BREADTH 

The  distance  between  the  right  and  left  acromion  landmarks  at  the  tips  of  the  shoulders 
is  measured  with  a  beam  caliper.  The  subject  sits  erect.  The  shoulders  and  upper  arms 
are  relaxed  and  the  forearms  and  hands  are  extended  forward  horizontally  with  the  palms 
facing  each  other.  The  measurement  is  taken  at  the  maximum  point  of  quiet  respiration. 


BICEPS  CIRCUMFERENCE,  FLEXED 

The  circumference  of  the  right  upper  arm  around  the  flexed  biceps  muscle  is  measured 
with  a  tape  held  perpendicular  to  the  long  axis  of  the  upper  arm.  The  subject  stands  with 
the  upper  arm  extended  horizontally  and  the  elbow  flexed  90  degrees.  The  fist  is  clenched 
and  held  facing  the  head,  and  the  subject  exerts  maximum  effort  in  "making  a  muscle." 


BIDELTOID  BREADTH 

The  maximum  horizontal  distance  between  the  lateral  margins  of  the  upper  arms  on  the 
deltoid  muscles  is  measured  with  a  beam  caliper.  The  subject  sits  erect  looking  straight 
ahead.  Th  shoulders  and  upper  arms  are  relaxed  and  the  forearms  and  hands  are 


extended  forward  horizontally  with  the  palms  facing  each  other.  The  measurement  is  made 
at  the  maximum  point  of  quiet  respiration. 


(13)  BIMALLEOLAR  BREADTH 

The  horizontal  distance  between  the  maximum  protrusions  of  the  ankle  bones  (lateral  and 
medial  malleoli)  of  the  right  foot  is  measured  with  a  Holtain  caliper.  The  subject  stands 
with  the  weight  equally  distributed  on  both  feet 

(14)  BISPINOUS  BREADTH 

The  straight-line  distance  between  the  right  and  left  anterior  superior  iliac  spine  landmarks 
is  measured  with  a  beam  caliper.  The  subject  stands  looking  straight  ahead  with  the  heels 
together  and  the  weight  distributed  equally  on  both  feet  Note:  The  possibility  of  slight 
variations  in  measuring  techniques  between  male  and  female  measurers  should  be  noted 
when  combining  male  and  female  data  for  this  dimension.  (See  Chapter  VIL) 

(15)  BITRAGION  CHIN  ARC 

The  surface  distance  between  the  right  and  left  tragion  landmarks  across  the  chin  landmark 
ai  the  tip  of  the  chin  is  measured  with  a  tape.  The  teeth  are  lightly  occiuded. 

(16)  BITRAGION  CORONAL  ARC 

The  surface  distance  between  the  right  and  left  tragion  landmarks  across  the  top  of  the 
head  is  measured  with  a  tape.  The  head  is  in  the  Frankfort  plane. 

(17)  BITRAGION  CRINION  ARC 

The  surf*  e  distance  between  the  right  vnd  left  tragion  landmarks  across  the  top  of  the 
forehead  at  the  lowest  point  of  the  hairline  (crinion)  is  measured  with  a  tape. 

(18)  BITRAGION  FRONTAL  ARC 

The  surface  distance  between  the  right  and  left  tragion  landmarks  across  the  forehead  just 
above  the  ridges  of  the  eyebrow  is  measured  with  a  tape. 

(19)  BITRAGION  SUBMANDIBULAR  ARC 

The  surface  distance  between  the  right  and  left  tragion  landmarks  across  the  submandibular 
landmark  at  the  juncture  of  the  jaw  and  the  neck  is  measured  with  a  tape.  The  head  is 
in  the  Frankfort  plane  and  the  teeth  are  lightly  occluded. 
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BITRAGION  SUBNASALE  ARC 


The  surface  distance  between  the  right  and  left  tragion  landmarks  across  the  subnasale 
landmark  just  under  the  nose  is  measured  with  a  tape. 


BIZYGOMATIC  BREADTH 

The  maximum  horizontal  breadth  of  the  face  (between  the  zygomatic  arches)  is  measured 
with  a  spreading  caliper. 


BUSTPOINT/THELION-BUSTPOINT/THELION  BREADTH 

The  distance  between  the  right  and  left  bustpoint  landmarks  on  women  and  the  center  of 
the  nipples  (thelion)  on  men  is  measured  with  a  beam  caliper.  The  subject  stands  erect 
looking  straight  ahead.  The  shoulders  and  upper  extremities  are  relaxed.  The 
measurement  is  made  at  the  maximum  point  of  quiet  respiration. 


BUTTOCK  CIRCUMFERENCE 

The  horizontal  circumference  of  the  trunk  at  the  level  of  the  maximum  protrusion  of  the 
right  buttock  is  measured  with  a  tape.  The  subject  stands  erect  with  the  heels  together 
and  the  weight  equally  distributed  on  both  feet. 


BUTTOCK  DEPTH 

The  horizontal  depth  of  the  torso  at  the  level  of  the  maximum  protrusion  of  the  right 
buttock  is  measured  using  a  beam  caliper  with  a  fixed  paddle  blade.  The  subject  stands 
erect  with  the  heels  together  and  the  weight  distributed  equally  on  both  feet. 


BUTTOCK  HEIGHT 

The  vertical  distance  between  a  standing  surface  and  the  level  of  the  maximum  ^cT-usion 
of  the  right  buttock  is  measured  with  an  anthropometer  at  the  right  side  of  the  thigh.  The 
subject  stands  erect  with  the  heels  together  and  the  weight  distributed  equally  on  both 
feet. 


BUTTOCK-KNEE  LENGTH 

The  horizontal  distance  between  a  buttock  plate  placed  at  the  most  posterior  point  on 
either  buttock  and  the  anterior  point  of  the  right  knee  is  measured  with  an  anthropometer. 
The  subject  sits  erect.  The  thighs  are  parallel  and  the  knees  flexed  90  degrees  with  the 
feet  in  line  with  the  thighs. 


(27)  BUTTOCK-POPLITEAL  LENGTH 


The  horizontal  distance  between  a  buttock  plate  placed  at  the  most  posterior  point  on 
cither  buttock  and  the  back  of  the  right  knee  (the  popliteal  fossa  al  the  dorsal  juncture 
of  the  calf  and  thigh)  is  measured  with  an  anthropometer.  The  subject  sits  erect  The 
thighs  are  parallel  and  the  knees  flexed  90  degrees  with  the  feet  in  line  with  the  thighs. 

(28)  CALF  CIRCUMFERENCE 

The  maximum  horizontal  circumference  of  the  right  calf  is  measured  with  a  tape.  The 
subject  stands  erect  with  the  heels  approximately  10  cm  apart  and  the  weight  distributed 
equally  on  both  feet. 

(29)  CALF  HEIGHT 

The  vertical  distance  between  a  standing  surface  and  the  level  of  the  maximum 
circumference  of  the  right  calf  Ls  measured  with  an  anthropometer.  The  subject  stands 
erect  with  the  heels  together  and  the  weight  distributed  equally  on  both  feet. 

(30)  CER.VTCALE  HEIGHT 

The  vertical  distance  between  a  standing  surface  and  the  cervicale  landmark  on  the  spine 
at  the  base  of  the  neck  is  measured  with  an  anthropometer.  The  subject  stands  erect  with 
the  head  in  the  Frankfort  plane.  The  heels  are  together  with  the  weight  distributed 
equally  on  loth  feet.  The  shoulders  and  upper  extremities  are  relaxed.  The  measurement 
is  taken  at  the  maximum  point  of  quiet  respiration. 

(31)  CERVICALE  HEIGHT,  SITTING 

The  vertical  distance  between  a  sitting  surface  and  the  cervicale  landmark  on  the  spine 
at  the  base  of  the  neck  is  measured  with  an  anthropometer.  The  subject  sits  erect  looking 
straight  ahead.  The  shoulders  and  upper  arms  are  relaxed  and  the  forearms  and  hands 
are  extended  forwaid  horizontally  with  the  palms  facing  each  other.  The  thighs  are 
parallel  and  the  knees  are  flexed  90  degrees.  The  measurement  is  taken  at  the  maximum 
point  of  quiet  respiration. 

(32)  CHEST  BREADTH 

The  maximum  horizontal  breadth  of  the  chest  at  the  level  of  the  right  bustpoint  on  women 
or  the  nipple  on  men  is  measured  with  a  beam  caliper.  The  subject  stands  erect  looking 
straight  ahead  with  the  heels  together,  the  weight  distributed  equally  on  both  feet.  The 
measurement  is  taken  at  the  maximum  point  of  quiet  respiration.  Note:  Breast  tissue  and 
latissimus  dorsi  muscle  tissue  are  NOT  included  in  this  measurement  if  they  extend  beyond 
the  rib  cage. 
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CHEST  CIRCUMFERENCE 


The  maximum  horizontal  circumference  of  the.  chest  at  the  fullest  part  of  the  breast  is 
measured  with  a  tape.  The  subject  stands  erect  looking  straight  ahead.  The  shoulders 
and  upper  extremities  are  relaxed.  The  measurement  is  taken  at  the  maximum  point  of 
quiet  respiration. 


CHEST  CIRCUMFERENCE  AT  SCYE 

The  horizontal  circumference  of  the  chest  at  the  level  of  the  scye-at-midspine  landmark 
is  measured  with  a  tape.  The  subject  stands  erect  looking  straight  ahead.  The  shoulders 
and  upper  extremities  are  relaxed.  The  measurement  is  taken  at  the  maximum  point  of 
quiet  respiration. 


CHEST  CIRCUMFERENCE  BELOW  BREAST 

The  horizontal  circumference  of  the  chest  at  the  level  of  the  inferior  juncture  of  the 
lowest  breast  with  the  rib  cage  is  measured  with  a  tape.  On  women,  the  tape  may  lie  on 
the  bra.  The  subject  stands  erect  looking  straight  ahead.  The  shoulders  and  upper 
extremities  are  relaxed.  The  measurement  is  taken  at  the  maximum  point  of  quiet 
respiration. 


CHEST  DEPTH 

The  horizontal  distance  between  the  chest,  at  the  level  of  the  right  bustpoint  on  women 
or  the  nipple  on  men,  and  the  back  at  the  same  level  is  measured  with  a  beam  caliper. 
The  subject  stands  erect  looking  straight  ahead.  The  shoulders  and  upper  extremities  are 
relaxed.  The  measurement  is  taken  at  the  n  aximum  point  of  quiet  respiration. 


CHEST  HEIGHT 

The  vertical  distance  between  a  standing  surface  and  the  right  bustpoint  on  women  or  the 
nipple  on  men  is  measured  with  an  anthropometer.  The  subject  stands  erect  looking 
straight  ahead.  The  heels  are  together  with  the  weight  distributed  equally  on  both  feet. 
The  shoulders  and  upper  extremities  are  relaxed.  The  measurement  is  taken  at  the 
maximum  point  of  quiet  respiration. 


CROTCH  HEIGHT 

The  vertical  distance  between  the  standing  surface  and  the  crotch  is  measured  with  **n 
anthropometer.  The  subject  stands  erect  looking  straight  ahead.  The  heels  are  together 
and  the  weight  is  distributed  equaLly  on  both  feet. 


CROTCH  LENGTH  (NATURAL  INDENTATION) 


The  distance  between  the  abdomen  at  the  level  of  the  natural  indentation  of  the  waist  to 
the  same  level  on  the  back  is  measured  with  a  tape  passing  through  the  crotch  to  the  right 
of  the  genitalia.  The  tape  is  held  vertically  both  in  front  and  in  back.  The  subject  stands 
erect  looking  straight  ahead.  The  heels  are  together  with  the  weight  distributed  equally 
on  both  feet.  The  measurement  is  taken  at  the  maximum  point  of  quiet  respiration. 


CROTCH  LENGTH  (OMPHALION) 

The  distance  between  the  abdomen  at  the  level  of  the  center  of  the  navel  (oraphalion) 
to  the  same  level  on  the  back  is  measured  with  a  tape  passing  through  the  crotch  to  the 
right  of  the  genitalia.  The  tape  is  held  vertically  both  in  front  and  in  back.  The  subject 
stands  erect  looking  straight  ahead.  The  heels  are  together  with  the  weight  distributed 
equally  on  both  feet.  The  measurement  is  taken  at  the  maximum  point  of  quiet 
respiration. 


CROTCH  LENGTH,  POSTERIOR  (NATURAL  INDENTATION) 

The  surface  distance  from  the  crotch  at  the  inner  thigh  landmark  to  the  back  of  the  waist 
at  the  posterior  natural-indentation  landmark  is  measured  with  a  tape.  The  tape  passes 
between  the  buttocks  to  the  back  of  the  waist.  The  subject  stands  with  the  left  foot  on 
a  platform  so  that  the  knee  is  flexed. 

CROTCH  LENGTH,  POSTERIOR  (OMPHALION) 

The  surface  distance  from  the  crotch  at  the  inner  thigh  landmark  to  the  back  of  the  waist 
at  the  level  of  the  center  of  the  navel  (omphalion)  is  measured  with  a  tape.  The  tape 
passes  between  the  buttocks  to  the  back  of  the  waist.  The  subject  stands  with  the  left  foot 
on  a  platform  so  that  the  knee  is  flexed. 


EAR  BREADTH 

The  maximum  breadth  of  the  right  ear  perpendicular  to  its  long  axis  is  measured  with  a 
sliding  caliper. 


EAR  LENGTH 

The  length  of  the  right  car  from  its  highest  to  lowest  points  on  a  line  parallel  to  the  long 
axis  of  the  ear  is  measured  with  a  sliding  caliper. 


(45)  EAR  LENGTH  ABOVE  TRAGION 


The  distance  from  the  right  tragion  landmark  to  the  top  of  the  right  ear  on  a  line  parallel 
to  the  long  axis  of  the  ear  is  measured  with  a  sliding  caliper. 


(46)  EAR  PROTRUSION 

The  horizontal  distance  between  the  mastoid  process  (the  bony  area  behind  the  bottom 
of  the  ear)  and  the  outside  edge  of  the  right  ear  at  its  most  lateral  point  is  measured  using 
a  sliding  caliper  with  its  slide  reversed. 

(47)  ELBOW  CIRCUMFERENCE 

The  circumference  of  the  right  elbow  in  a  plane  perpendicular  to  the  long  axis  of  the  arm 
is  measured  with  a  tape  passing  around  the  elbow  at  the  level  of  the  olecranon-center 
landmark.  The  subject  stands  with  the  ann  straight  and  slightly  away  from  the  side. 

(48)  ELBOW  REST  HEIGHT 

The  vertical  distance  between  a  sitting  surface  and  the  olecranon  landmark  on  the  bottom 
of  the  flexed  right  elbow  is  measured  with  an  anthropometer.  The  subject  sits  erect 
looking  straight  ahead.  The  shoulders  and  upper  arms  are  relaxed  and  the  forearms  and 
hands  are  extended  forward  horizontally  with  the  palms  facing  each  other.  The 
measurement  is  taken  at  the  maximum  point  of  quiet  respiration. 

(49)  EYE  HEIGHT,  SITTING 

The  vertical  distance  between  a  sitting  surface  and  the  ectocanthus  landmark  on  the  outer 
comer  of  the  right  eye  is  measured  with  an  anthropometer.  The  subject  sits  erect  with 
the  head  in  the  Frankfort  plane.  The  shoulders  and  upper  aims  are  relaxed  and  the 
forearms  and  hands  are  extended  forward  horizontally  with  the  palms  facing  each  other. 
The  thighs  are  parallel  and  the  knees  are  flexed  90  degrees  with  the  feet  in  line  with  the 
thighs.  The  measurement  is  taken  at  the  maximum  point  of  quiet  respiration. 

(50)  FOOT  BREADTH,  HORIZONTAL 

The  maximum  breadth  of  the  right  foot  is  measured  on  a  footbox  scale.  The  subject 
stands  with  each  foot  in  a  footbox  and  the  weight  distributed  equally  on  both  feet.  The 
heel  of  the  right  foot  lightly  touches  the  back  of  the  box,  and  the  side  of  the  foot  at  the 
fiftb-metatarsoplialangeal-protrusion  landmark  lightly  touches  the  side  of  the  box.  The 
medial  side  of  the  foot  is  pai  lilel  to  the  long  axis  of  the  box.  A  block  is  placed  against 
the  landmark  at  the  first  moi  tarsophalangeal  protrusion  to  establish  the  measurement  on 
the  scale. 
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(51)  FOOT  LENGTH 


The  maximum  length  of  the  right  foot  is  measured  on  a  footbox  scale.  The  subject  stands 
with  each  foot  in  a  footbox  and  the  weight  distributed  equally  on  both  feet.  The  heel  of 
the  right  foot  lightly  touches  the  back  of  the  box,  and  the  side  of  the  foot  at  the  fifth- 
mctatarsophalangeal-protrusion  landmark  lightly  touches  the  side  of  the  box.  The  medial 
side  of  the  foot  is  parallel  to  the  long  axis  of  the  box.  A  block  is  placed  against  the  tip 
of  the  longest  toe  to  establish  the  measurement  on  the  scale. 


(52)  FOREARM  CIRCUMFERENCE,  FLEXED 

The  circumference  of  the  flexed  right  forearm  is  measured  with  a  tape  passing  across  the 
crease  at  the  juncture  between  the  upper  arm  and  the  forearm.  The  measurement  is  made 
in  a  plane  perpendicular  to  the  long  axis  of  the  forearm.  The  subject  stands  with  the 
upper  arm  extended  forward  horizontally,  the  elbow  flexed  90  degrees,  and  the  fist  tightly 
clenched  and  held  facing  the  head. 

(53)  FOREARM-FOREARM  BREADTH 

The  maximum  horizontal  distance  across  the  upper  body  between  the  outer  sides  of  the 
forearms  is  measured  with  a  beam  caliper.  The  subject  sits  erect  looking  straight  ahead. 
The  shoulders  and  upper  arms  are  relaxed  and  the  forearms  and  hands  are  extended 
forward  horizontally  with  the  palms  facing  each  other.  The  measurement  is  taken  at  the 
maximum  point  of  quiet  respiration. 

(54)  FOREARM-HAND  LENGTH 

The  horizontal  distance  between  the  back  of  the  tip  of  the  right  elbow  to  the  tip  of  the 
right  middle  finger  is  measured  with  a  beam  caliper.  The  subject  stands  erect  with  the 
upper  arms  hanging  at  the  sides  and  the  right  elbow  flexed  90  degrees.  The  hand  is  held 
out  straight  with  the  palm  facing  inward. 

(55)  FUNCTIONAL  LEG  LENGTH 

The  straight-line  distance  between  the  plane  of  the  bottom  of  the  right  foot  with  the  leg 
extended  and  the  back  of  the  body  of  a  seated  subject  is  measured  with  an  anthropometer 
passing  over  the  trochanter  landmark  on  the  side  of  the  hip.  The  subject  sits  erect  on  a 
stool  40.8  cm  high.  The  right  leg  is  extended  and  the  foot  is  on  the  base  plate  of  the 
anthropometer,  which  rests  on  the  floor.  'Hie  measurement  is  made  from  the  footrest 
surface  of  the  base  plate. 
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GLUTEAL  FURROW  HEIGHT 


The  vertical  distance  between  a  standing  surface  and  the  lowest  point  of  the  gluteal 
furrow(s)  under  the  right  buttock  is  measured  with  an  anthropometer.  The  subject  stands 
erect  with  the  heels  together  and  the  weight  distributed  equally  on  both  feet. 


HAND  BREADTH 

The  breadth  of  the  right  hand  between  the  landmarks  at  metacarpale  El  and  metacarpale 
V  is  measured  with  a  sliding  caliper.  The  subject  places  the  palm  on  a  table,  the  fingers 
together  and  the  thumb  abducted.  The  middle  finger  is  parallel  to  the  long  axis  of  the 
forearm.  The  two  distal  phalanges  of  the  fingers  lie  on  a  flat  surface  8  mm  higher  than 
the  table. 


HAND  CIRCUMFERENCE 

The  circumference  of  the  right  hand  is  measured  with  a  tape  passing  over  the  landmarks 
at  metacarpale  II  and  metacarpale  V.  The  subject  places  the  palm  on  a  table,  the  fingers 
together,  and  the  thumb  abducted.  The  middle  finger  is  parallel  to  the  long  axis  of  the 
forearm.  The  two  distal  phalanges  of  the  fingers  lie  on  a  flat  surface  8  mm  higher  than 
the  table. 


HAND  LENGTH 

The  length  of  the  right  hand  between  the  stylion  landmark  on  the  wrist  and  the  tip  of  the 
middle  finger  is  measured  with  a  Poech  sliding  caliper.  The  subject  places  the  palm  on 
a  table,  the  fingers  together,  and  the  thumb  abducted.  The  middle  finger  is  parallel  to  the 
long  axis  of  the  forearm.  The  two  distal  phalanges  of  the  fingers  lie  on  a  flat  surface  8 
mm  higher  than  the  table. 


HEAD  BREADTH 

The  maximum  horizontal  breadth  of  the  head  above  the  attachment  of  the  ears  is 
measured  with  a  spreading  caliper. 


HEAD  CIRCUMFERENCE 

The  maximum  circumference  of  the  head  above  the  attachment  of  the  ears  to  the  head 
is  measured  with  a  tape  passing  just  above  the  ridges  of  the  eyebrows  and  around  the  back 
of  the  head. 


HEAD  LENGTH 


The  distance  from  the  glabella  landmark  between  the  browridges  lo  the  posterior  point 
on  the  back  of  the  head  is  measured  with  a  spreading  caliper. 


HEEL  ANKLE  CIRCUMFERENCE 

The  circumference  of  the  right  foot  at  the  ankle  and  base  of  the  heel  is  measured  with 
a  tape  passing  over  the  point  at  which  the  heel  first  contacts  the  table  and  over  the  dorsal- 
juncture-of-the-foot-and-leg  landmark  at  the  front  of  the  ankle.  The  subject  stands  with 
the  feet  about  10  cm  apart  and  the  weight  distributed  equally  on  both  feet 


HEEL  BREADTH 

The  maximum  horizontal  distance  betwf  en  the  medial  aid  lateral  points  on  the  inside  and 
outside  of  the  right  heel,  at  or  posterior  the  lateral  malleolus  landmark,  is  measured 
with  a  Holtain  caliper.  The  measurement  is  taken  yist  above  the  level  of  the  standing 
surface  at  the  most  protruding  points  of  the  curvature  of  the  heel.  The  subject  stands  with 
the  feet  about  10  cm  apart  and  the  weight  distributed  equally  on  both  feet. 


HIP  BREADTH 

The  horizontal  distance  between  the  lateral  buttock  landmarks  on  the  sides  of  the  hips  is 
measured  with  a  beam  caliper.  The  subject  stands  erect  with  the  heels  together  and  the 
weight  distributed  equally  on  both  feet 


HIP  BREADTH,  SITTING 

The  distance  between  the  lateral  points  of  the  hips  or  thighs  (whichever  are  broader)  is 
measured  with  a  beam  caliper.  The  subject  sits  erect  with  the  feet  and  knees  together , 


ILIOCRISTALE  HEIGHT 

The  vertical  distance  between  a  standing  surface  and  the  iliocristale  landmark  on  the  top 
of  the  right  side  of  the  pelvis  is  measured  with  an  anthropometer.  The  subject  stands 
erect  with  the  heels  together  and  the  weight  distributed  equally  on  both  feet.  The 
shoulders  and  upper  extremities  are  relaxed. 


INTERPUPILLARY  BREADTH 

The  distance  between  the  two  pupils  is  measured  with  a  pupillometer. 


(69)  INTERSCYE  I 

The  distance  across  the  back  between  the  right  and  left  posterior-axillary-fold  landmarks 
is  measured  with  a  tape.  The  tape  is  held  on  the  skin  surface  except  where  the  tape  spans 
the  hollow  of  the  back.  The  subject  stands  erect  looking  straight  ahead.  The  heels  are 
together  with  the  weight  distributed  equally  on  both  feet.  The  shoulders  and  upper 
extremities  are  relaxed.  The  measurement  is  taken  at  the  maximum  point  of  quiet 
respiration. 


(70)  INTERSCYE  II 

The  distance  across  the  back  between  the  right  and  left  midscye  landmarks  is  measured 
with  a  tape.  The  tape  is  held  on  the  skin  surface  except  where  it  spans  the  hollow  of  the 
back.  The  subject  stands  erect  looking  straight  ahead.  The  heels  are  together  with  the 
weight  distributed  equally  on  both  feet  The  shoulders  and  upper  extremities  are  relaxed. 
The  measurement  is  taken  at  the  maximum  point  of  quiet  respiration. 

(71)  KNEE  CIRCUMFERENCE 

The  horizontal  circumference  of  the  right  knee  at  the  level  of  the  midpatella  landmark  at 
the  center  of  the  knee  is  measured  with  a  tape.  The  subject  stands  erect  with  the  feet 
about  10  cm  apart  and  the  weight  distributed  equally  on  both  feet. 

(72)  KNEE  HEIGHT,  MIDPATELLA 

The  vertical  distance  between  a  standing  surface  and  the  midpatella  landmark  at  the  center 
of  the  right  knee  is  measured  with  an  anthropometer.  The  subject  stands  erect  with  the 
heels  together  and  the  weight  distributed  equally  on  both  feet. 

(73)  KNEE  HEIGHT,  SITTING 

The  vertical  distance  between  a  footrest  surface  and  the  suprapatella  landmark  at  the  top 
of  the  right  knee  (located  and  drawn  while  the  subject  stands)  is  measured  with  an 
anthropometer.  The  subject  sit s  with  the  thighs  parallel,  the  knees  flexed  90  degrees,  and 
the  feet  in  line  witn  the  thighs. 

(74)  LATERAL  FEMORAL  EPICONDYLE  HEIGHT 

The  vertical  distance  between  a  standing  surface  and  the  standing  lateral-femoral- 
epicondyle  landmark  on  the  outside  of  the  right  knee  is  measured  with  an  anthropometer. 
The  subject  stands  erect  with  the  heels  together  and  the  weight  distributed  equally  on  both 
feet. 
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(75)  LATERAL  MALLEOLUS  HEIGHT 

The  vertical  distance  between  a  standing  surface  and  the  lateral  malleolus  landmark  on  the 
outside  of  the  right  ankle  is  measured  with  a  modified  sliding  caliper.  The  subject  stands 
erect  with  the  heels  together  and  the  weight  distributed  equally  on  both  feet. 

(76)  LOWER  THIGH  CIRCUMFERENCE 

The  horizontal  circumference  of  the  right  thigh  at  the  level  of  the  suprapatella  landmark 
at  the  top  of  the  knee  is  measured  with  a  tape.  The  subject  stands  erect  with  the  feet 
about  10  cm  apart  and  the  weight  distributed  equally  on  both  feet. 

(77)  MENTON-SELLION  LENGTH 

The  distance  between  the  menton  landmark  at  the  bottom  of  the  chin  and  the  sellion 
landmark  at  the  deepest  point  of  the  nasal  root  depression  is  measured  with  a  sliding 
caliper.  The  teeth  are  lightly  occluded. 

(78)  MIDSHOULDER  HEIGHT,  SITTING 

The  vertical  distance  between  a  sitting  surface  and  the  midshouider  landmark  at  the  top 
of  the  right  shoulder  is  measured  with  an  anthropometer.  The  subject  sits  erect  looking 
straight  ahead.  The  shoulders  and  upper  arms  are  relaxed  and  the  forearms  and  hands 
are  extended  forward  horizontally  with  the  palms  facing  each  other.  The  measurement 
is  taken  at  the  maximum  point  of  quiet  respiration. 

(79)  NECK-BUSTPOINT/THELION  LENGTH 

The  distance  between  the  trapezius  landmark  at  the  right  side  of  the  neck  and  the  right 
bustpoint  landmark  on  women  or  the  right  nipple  (thelion)  on  men  is  measured  with  a 
tape.  The  subject  stands  erect  looking  straight  ahead.  The  shoulders  and  upper 
extremities  are  relaxed.  The  measurement  is  taken  at  the  maximum  point  of  quiet 
respiration. 

(80)  NECK  CIRCUMFERENCE 

The  circumference  of  the  neck  at  the  level  of  the  infrathyroid  landmark  (Adam’s  apple) 
is  measured  with  a  tape.  The  plane  of  the  measurement  is  perpendicular  to  the  long  axis 
of  the  neck.  The  subject  stands  erect  with  the  head  in  the  Frankfort  plane.  The 
shoulders  and  upper  extremities  are  relaxed. 
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(81)  NECK  CIRCUMFERENCE,  BASE 

The  circumference  of  the  base  of  the  neck  is  measured  by  a  tape  passing  over  the  drawn 
lateral  and  anterior  neck  landmarks.  The  subject  stands  erect  with  the  head  in  the 
Frankfort  plane.  The  shoulders  and  upper  extremities  are  relaxed. 

(82)  NECK  HEIGHT',  LATERAL 

The  vertical  distance  between  a  standing  surface  and  the  trapezius  landmark  on  the  right 
side  of  the  neck  is  measured  with  an  anthropometer.  The  subject  stands  erect  with  the 
head  in  the  Frankfort  plane.  The  heels  are  together  with  the  weight  distributed  equally 
on  both  feet.  The  shoulders  and  upper  extremities  are  relaxed.  The  measurement  is 
taken  at  the  maximum  point  of  quiet  respiration. 

(83)  OVERHEAD  FINGERTIP  REACH 

The  vertical  distance  between  a  standing  surface  and  the  tip  of  the  right  middte  finger 
when  the  arm  is  extended  overhead  is  measured  on  a  wali  scale.  The  subject  stands  facing 
a  wall-mounted  scale  with  both  arms  extended  overhead  parallel  to  each  other.  The  toes 
are  20  cm  from  the  wall  and  the  feet  are  about  10  era  apart.  The  palms  of  the  hands  rest 
on  the  scale.  A  block  is  nlaced  aoainst  the  tin  of  the  finder  to  establish  the  measurement. 

i  '  c?  *"  r  o 

The  measurement  is  taken  at  the  maximum  point  of  quiet  respiration. 

(84)  OVERHEAD  FINGERTIP  REACH,  EXTENDED 

The  vertical  distance  between  a  standing  surface  and  the  tip  of  the  right  middle  finger 
when  the  arm  is  extended  overhead  as  high  as  possible  is  measured  on  a  wall  scale.  The 
subject  stands  on  his/her  toes  facing  a  wall-mounted  scale  with  both  arms  parallel  and 
extended  overhead  as  high  as  possible.  The  toes  are  20  cm  from  the  wall  and  the  feet  are 
about  10  cm  apart.  The  palms  of  the  hands  rest  on  the  scale.  A  block  is  placed  against 
the  tip  of  the  finger  to  establish  the  measurement.  The  measurement  is  taken  at  the 
maximum  point  of  quiet  respiration, 

(85)  OVERHEAD  FINGERTIP  REACH,  SITTING 

The  vertical  distance  between  a  sitting  surface  and  the  tip  of  the  right  middle  finger  of 
a  seated  subject  whose  arm  is  extended  overhead  is  measured  on  a  wall  scale.  The  subject 
sits  erect  on  a  flat  surface  40.8  cm  high  with  the  right  arm  and  hand  extended  vertically 
overhead  as  far  as  possible  and  the  palm  of  the  hand  facing  forward.  Neither  the  back 
nor  the  arm  touches  a  wall.  A  block  placed  at  the  tip  of  the  middle  finger  spans  the 
distance  between  the  finger  and  the  wall  and  establishes  the  measurement  on  the  wall 
scale.  The  measurement  is  made  at  the  maximum  point  of  quiet  respiration. 
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(86)  POPLITEAL  HEIGHT 

The  vertical  distance  from  a  footrest  surface  to  the  back  of  the  right  knee  (the  popliteal 
fossa  at  the  dorsal  juncture  of  the  right  calf  and  thigh)  is  measured  with  an  anthropometer. 
The  subject  sits  with  the  thighs  parallel,  the  feet  in  line  with  the  thighs,  and  the  knees 
flexed  90  degrees. 


(87)  RADIALE-STYLION  LENGTH 

The  distance  between  the  radiale  landmark  on  the  right  elbow  and  the  stylion  landmark 
on  the  right  wrist  is  measured  with  a  beam  caliper  held  parallel  to  the  long  axis  of  the 
forearm.  The  subject  stands  with  the  arms  relaxed  at  the  sides.  The  hand  and  fingers  are 
held  straight  in  line  with  the  long  axis  of  the  forearm. 


(88)  SCYE  CIRCUMFERENCE 

The  vertical  circumference  of  the  right  upper  arm  (scye)  is  measured  with  a  tape  passing 
through  the  armpit  and  over  the  acromion  landmark  on  the  tip  of  the  shoulder.  The 
subject  stands  erect  looking  straight  ahead.  The  shoulders  and  upper  extremities  are 
relaxed  with  the  palms  facing  the  thighs. 

(89)  SCYE  DEPTH 

The  surface  distance  along  the  spine  between  the  cervicde  landmark  on  the  base  of  the 
back  of  the  neck  and  the  scye-level-at-midspine  landmark  is  measured  with  a  tape.  The 
subject  stands  erect  with  the  head  in  the  Frankfort  plane.  The  shoulders  and  upper 
extremities  are  relaxed. 


(90)  SHOULDER  CIRCUMFERENCE 

The  horizontal  circumference  of  the  shoulders  at  the  level  of  the  maximum  protrusion  of 
the  right  deltoid  muscle  is  measured  with  a  tape.  The  subject  stands  erect  looking  straight 
ahead.  The  shoulders  and  upper  extremities  are  relaxed  with  the  palms  facing  the  thighs. 
The  measurement  is  taken  at  the  maximum  point  of  quiet  respiration. 

(91)  SHOULDER-ELBOW  LENGTH 

The  distance  between  the  acromion  landmark  on  the  tip  of  the  right  shoulder  and  the 
olecranon  landmark  on  the  bottom  of  the  right  elbow  is  measured  with  a  beam  caliper 
parallel  to  the  long  axis  of  the  upper  arm.  The  subject  stands  with  the  right  upper  arm 
hanging  at  the  side  and  the  elbow  flexed  90  degrees.  The  hand  is  straight,  and  the  palm 
faces  inward. 
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(92)  SHOULDER  LENGTH 

The  surface  distance  between  the  trapezius  landmark  at  the  base  of  the  side  of  the  neck 
and  the  acromion  landmark  on  the  tip  of  the  right  shoulder  is  measured  with  a  tape.  The 
subject  stands  looking  straight  ahead.  The  shoulders  and  upper  extremities  are  relaxed. 

(93)  SITTING  HEIGHT 

The  vertical  distance  between  a  sitting  surface  and  the  top  of  the  head  is  measured  with 
an  anthropometer.  Tne  subject  sits  erect  with  the  head  in  the  Frankfort  plane.  The 
shoulders  and  upper  arms  are  relaxed  and  the  forearms  and  hands  are  extended  forward 
horizontally  with  the  palms  facing  each  other.  The  thighs  are  parallel  and  the  knees  are 
flexed  90  degrees  with  the  feet  in  line  with  the  thighs.  The  measurement  is  made  at  the 
maximum  point  of  quiet  respiration. 

(94)  SLEEVE  LENGTH:  SPINE-ELBOW 

The  horizontal  surface  distance  between  the  midspine  landmark  and  the  olecranon-center 
landmark  on  the  tip  of  the  raised  elbow  is  measured  with  a  tape.  The  measurement  is 
made  while  the  subject  holds  his/her  arms  up  in  a  horizontal  position  parallel  to  the 
standing  surface  and  joins  them  by  bringing  the  fists  together  at  the  metacarpophalangeal 
and  proximal  interphaiangeal  knuckies.  The  forearms  and  fists  are  in  a  straight  line. 

(95)  SLEEVE  LENGTH:  SPINE-SCYE 

The  horizontal  surface  distance  between  the  midspine  landmark  and  the  right  posterior- 
diagonal-scye  landmark  at  the  back  of  the  raised  right  arm  near  the  armpit  is  measured 
with  a  tape.  The  measurement  is  made  while  the  subject  holds  his/her  arms  up  in  a 
horizontal  position  parallel  to  the  standing  surface  and  joins  them  by  bringing  the  fists 
together  at  the  metacarpophalangeal  and  proximal  interphaiangeal  knuckles.  The  forearms 
and  fists  are  in  a  straight  fine, 

(96)  SLEEVE  LENGTH:  SPINE- WRIST 

The  horizontal  surface  distance  from  the  midspine  landmark,  across  the  clecranon-center 
landmark  at  the  tip  of  the  raised  right  elbow,  to  the  dorsal  wrist  landmark  is  measured  with 
a  tape.  The  measurement  is  made  while  the  subject  holds  his/her  arms  up  in  a  horizontal 
position  parallel  to  the  standing  surface  and  joins  them  by  bringing  the  fists  together  at 
the  metacarpophalangeal  and  proximal  interphaiangeal  knuckles.  The  forearms  and  fists 
are  in  a  straight  line. 
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(97)  SLEEVE  OUTSEAM 

The  straight-line  distance  between  the  acromion  landmark  on  the  tip  of  the  right  shoulder 
and  the  stylion  landmark  on  the  right  wrist  is  measured  with  a  tape.  The  subject  stands 
erect  with  both  arms  straight  at  the  sides  and  the  palms  facing  forward. 

(98)  SPAN 

The  distance  between  the  tips  of  the  middle  fingers  of  the  horizontally  outstretched  arms 
is  measured  on  a  wall  chart  The  subject  stands  erect  with  the  back  against  a  wall- 
mounted  scale  and  the  heels  together.  Both  arms  and  hands  are  stretched  horizontally 
against  a  back  wall  with  the  tip  of  the  middle  finger  of  one  hand  just  touching  a  side  wall. 
A  block  is  placed  at  the  tip  of  the  middle  finger  of  the  other  hand  to  establish  the 
measurement  on  the  scale.  The  measurement  is  taken  at  the  maximum  point  of  quiet 
respiration. 

(99)  STATURE 

The  vertical  distance  from  a  standing  surface  to  the  top  of  the  head  is  measured  with  an 
anthropometer.  The  subject  stands  erect  with  the  head  in  the  Frankfort  plane.  The  heels 
are  together  with  the  weight  distributed  equally  on  both  feet  The  shoulders  and  upper 
extremities  are  relaxed.  The  measurement  is  taken  at  the  maximum  point  of  quiet 
respiration. 

(100)  STRAP  LENGTH 

The  surface  distance  from  the  right  bustpoint  landmark  on  women  or  the  right  nipple 
(thelion)  on  men  across  the  back  of  the  neck  to  the  left  bustpoint  or  nipple  is  measured 
with  a  tape  passing  over  the  left  and  right  lateral  neck  landmarks.  The  subject  stands 
erect  with  the  head  in  the  Frankfort  plane.  The  shoulders  and  upper  extremities  are 
relaxed.  The  measurement  is  made  at  the  maximum  point  of  quiet  respiration. 

(101)  SUPRASTERNALE  HEIGHT 

The  vertical  distance  between  a  standing  surface  and  the  suprastemale  landmark  on  the 
notch  at  the  top  of  the  breastbone  is  measured  with  an  anthropometer.  The  subject  stands 
erect  looking  straight  ahead.  The  heels  are  together  with  the  weight  distributed  equally 
on  both  feet.  The  shoulders  and  upper  extremities  are  relaxed.  The  measurement  is  made 
at  the  maximum  point  of  quiet  respiration. 

(102)  TENTH  RIB  HEIGHT 

The  vertical  distance  between  a  standing  surface  and  the  tenth  rib  landmark  at  the  bottom 
of  the  right  side  of  the  rib  cage  is  measured  with  an  anthropometer.  The  subjects  stands 
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erect  leaking  straight  ahead.  The  heels  are  together  with  the  weight  distributed  equally 
on  both  feet.  The  shoulders  and  upper  extremities  arc  relaxed.  The  measurement  is  made 
at  the  maximum  point  of  quiet  respiration. 


(103)  THIGH  CIRCUMFERENCE 

The  circumference  of  the  right  thigh  at  its  juncture  with  the  buttock  is  measured  with  a 
tape.  The  measurement  is  made  perpendicular  to  the  long  axis  of  the  thigh.  The  subject 
stands  erect  with  the  weight  distributed  equally  on  both  feet  The  legs  are  spread  apart 
just  enough  so  that  the  thighs  do  not  touch. 


(104)  THIGH  CLEARANCE 

The  vertical  distance  between  a  sitting  surface  and  the  highest  point  on  the  top  of  the 
right  thigh  is  measured  with  an  anthropometer.  The  subject  sits  with  the  thighs  parallel, 
knees  flexed  90  degrees,  and  the  feet  in  line  with  the  thighs. 

(105)  THUMB  BREADTH 

The  maximum  breadth  of  the  right  thumb  perpendicular  to  its  long  axis  is  measured  with 
a  Holtain  caliper.  The  thumb  is  straight  and  held  away  from  the  hand  at  about  a  45- 
degree  angle. 

(106)  THUMBTIP  REACH 

The  horizontal  distance  from  a  back  wall  to  the  tip  of  the  right  thumb  is  measured  on  a 
wall  scale.  The  subject  stands  erect  in  a  comer  looking  straight  ahead  with  the  feet 
together  and  the  heels  20  cm  from  the  back  wall.  The  buttocks  and  shoulders  are  against 
the  wall.  The  right  arm  and  hand,  palm  down,  are  stretched  forward  horizontally  along 
a  scale  on  the  side  wall.  The  thumb  continues  the  horizontal  line  of  the  arm  and  the 
index  finger  curves  around  to  touch  the  pad  at  the  end  of  the  thumb.  The  subject’s  right 
shoulder  is  held  against  the  rear  wall. 

(107)  TROCHANTERIC  HEIGHT 

The  vertical  distance  between  a  standing  surface  and  the  trochanterion  landmark  on  the 
upper  side  of  the  right  thigh  is  measured  with  an  anthropometer.  The  subject  stands  erect 
looking  straight  ahead.  The  heels  are  together  with  the  weight  distributed  equally  on  both 
feet. 
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(108)  VERTICAL  TRUNK  CIRCUMFERENCE  (ASCC)* 

The  vertical  circumference  of  the  torso  is  measured  with  a  tape  passing  between  the 
buttocks,  to  the  right  of  the  genitalia,  over  the  right  bustpoint  landmark  on  women  or  the 
nipple  (thelion)  on  men,  and  across  the  midshoulder  landmark.  The  subject  stands  erect 
looking  straight  ahead  with  the  right  arm  hanging  relaxed  at  the  side.  The  heels  are 
together  with  the  weight  distributed  equally  on  both  feet.  The  measurement  is  taken  at 
the  midpoint  of  quiet  respiration. 

*  Aircrew  Standardization  Coordinating  Committee 


(109)  VERTICAL  TRUNK  CIRCUMFERENCE  (USA)* 

The  vertical  circumference  of  the  torso  is  measured  with  a  tape  passing  over  the  maximum 
protrusion  of  the  right  buttock,  to  the  right  of  the  genitalia,  over  the  right  bustpoint 
landmark  on  women  or  the  nipple  (thelion)  on  men,  and  across  the  midshoulder  landmark. 
The  subject  stands  erect  looking  straight  ahead  with  the  right  arm  hanging  relaxed  at  the 
side.  The  heels  are  together  with  the  weight  distributed  equally  on  both  feet  The 
measurement  is  taken  at  the  maximum  point  of  quiet  respiration. 

*U.S.  Army 


(110)  WAIST  BACK  LENGTH  (NATURAL  INDENTATION) 

The  surface  distance  between  the  cervicale  landmark  on  the  back  of  the  neck  and  the 
posterior-waist  (natural  indentation)  landmark  is  measured  with  a  tape.  The  subject  stands 
erect  with  the  head  in  the  Frankfort  plane.  The  shoulders  and  upper  extremities  are 
relaxed.  The  measurement  is  taken  at  the  maximum  point  of  quiet  respiration. 


(111)  WAIST  BACK  LENGTH  (OMPHALION) 

The  surface  distance  between  the  cervicale  landmark  at  the  back  of  the  neck  and  the 
posterior-waist  (omphalion)  landmark  at  the  level  of  the  navel  is  measured  with  a  tape. 
The  subject  stands  erect  with  the  head  in  the  Frankfort  plane.  The  shoulders  and  upper 
extremities  are  relaxed.  The  measurement  is  taken  at  the  maximum  point  of  quiet 
respiration. 

(112)  WAIST  BREADTH 

The  horizontal  breadth  of  the  waist  at  the  level  of  omphalion  is  measured  with  a  beam 
caliper.  The  subject  stands  erect  looking  straight  ahead.  The  heels  are  together  with  the 
weight  distributed  equally  on  both  feet.  The  measurement  is  taken  at  the  maximum  point 
of  quiet  respiration. 
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(113)  WAIST  CIRCUMFERENCE  (NATURAL  INDENTATION) 

The  horizontal  circumference  of  the  waist  at  the  level  of  its  natural  indentation  is 
measured  with  a  tape  passing  over  right  and  left  waist  (natural  indentation)  landmarks. 
The  subject  stands  erect  looking  straight  ahead.  The  heels  are  together  with  the  weight 
distributed  equally  on  both  feet.  The  measurement  is  made  at  the  maximum  point  of  quiet 
respiration. 


(114)  WAIST  CIRCUMFERENCE  (OMPHALION) 

The  horizontal  circumference  of  the  waist  at  the  level  of  the  center  of  the  navel 
(omphalion)  is  measured  with  a  tape.  The  subject  stands  erect  looking  straight  ahead. 
The  heels  are  together  with  the  weight  distributed  equally  on  both  feet.  The  measurement 
is  made  at  the  maximum  point  of  quiet  respiration. 

(115)  WAIST  DEPTH 

The  horizontal  distance  between  the  front  and  back  of  the  waist  at  the  level  of  the  center 
of  the  navel  (omphalion)  Is  measured  with  a  beam  caliper.  The  subject  stands  erect 
looking  straight  ahead.  The  heels  are  together  with  the  weight  distributed  equally  on  both 
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(116)  WAIST  FRONT  LENGTH  (NATURAL  INDENTATION) 

The  surface  distance  between  the  anterior-neck  landmark  and  the  anterior-waist  (natural 
indentation)  landmark  is  measured  with  a  tape.  The  subject  stands  erect  with  the  head 
in  the  Frankfort  plane.  The  measurement  is  made  at  the  maximum  point  of  quiet 
respiration. 

(117)  WAIST  FRONT  LENGTH  (OMPHALION) 

The  surface  distance  between  the  anterior-neck  landmark  and  the  center  of  the  navel 
(omphalion)  is  measured  with  a  tape.  The  subject  stands  erect  with  the  head  in  the 
Frankfort  plane.  The  measurement  is  made  at  the  maximum  point  of  quiet  respiration. 

(118)  WAIST  HEIGHT  (NATURAL  INDENTATION) 

The  vertical  distance  between  a  standing  surface  and  the  landmark  at  the  natural 
indentation  of  the  right  waist  is  measured  with  an  anthropometer.  The  subject  stands  erect 
looking  straight  ahead.  The  heels  are  together  with  the  weight  distributed  equally  on  both 
feet.  The  shoulders  and  upper  extremities  are  relaxed.  The  measurement  is  made  at  the 
maximum  point  of  quiet  respiration. 
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(119)  WAIST  HEIGHT  (OMPHAUON) 


The  vertical  distance  between  a  standing  surface  and  the  center  of  the  navel  (omphalion) 
is  measured  with  an  antbropomeler.  The  subject  stands  erect  looking  straight  ahead.  The 
heels  are  together  with  the  weight  distributed  equally  on  both  feei  The  shoulders  and 
upper  extremities  are  relaxed.  The  measurement  is  made  at  the  maximum  point  of  quiet 
respiration. 


(120)  WAIST  HEIGHT,  SITTING  (NATURAL  INDENTATION) 

The  vertical  distance  from  a  sitting  surface  to  the  landmark  at  the  natural  indentation  of 
the  right  waist  Is  measured  with  an  anthropometer.  The  subject  sits  erect  looking  straight 
ahead.  The  knees  are  flexed  90  degrees.  The  measurement  is  made  at  the  maximum 
point  of  quiet  respiration. 

(121)  WAIST  HEIGHT,  SITTING  (OMPHALION) 

The  vertical  distance  from  a  sitting  surface  to  the  center  of  the  navel  (omphalion)  is 
measured  with  an  anthropometer.  The  subject  sits  erect  looking  straight  ahead.  The 
knees  are  flexed  90  degrees.  The  measurement  is  made  at  the  maximum  point  of  quiet 
respiration. 

(122)  WAIST-HIP  LENGTH 

The  surface  distance  between  the  right  waist  (omphalion)  landmark  and  the  right  lateral- 
buttock-point  landmark  on  the  side  of  the  hip  is  measured  with  a  tape.  The  subject  stands 
erect  looking  straight  ahead.  The  heels  are  together  with  the  weight  distributed  equally 
on  both  feet 


(123)  WAIST  (NATURAL  INDENTATION) -WAIST  (OMPHALION)  LENGTH 

The  surface  distance  between  the  right  waist  (natural  indentation)  and  right  waist 
(omphalion)  landmarks  is  measured  with  a  tape.  The  subject  stands  erect  looking  straight 
ahead.  The  heels  are  together  with  the  weight  distributed  equally  on  both  feet. 

(124)  WEIGHT 

The  weight  of  the  subject  is  taken  to  the  nearest  tenth  of  a  kilogram.  The  subject  stands 
on  the  platform  of  a  scale. 
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(125)  WRIST-CENTER  OF  GRIP  LENGTH 

The  horizontal  distance  between  the  stylion  landmark  on  the  right  wrist  and  the  center 
of  a  dowel  (1-1/4"  diameter)  gripped  in  the  right  hand  is  measured  with  a  Poech  caliper. 
The  subject  sits  grasping  a  dowel  in  the  right  hand.  The  base  of  the  dowel  is  flush  Mth 
the  bottom  of  the  fist.  The  subject  puts  the  bottom  of  the  fist  on  a  flat  surface  in  such 
a  way  that  the  base  of  the  dowel  rests  on  the  surface.  The  fist  is  in  line  with  the  long  axis 
of  the  forearm. 


(126)  WRIST  CIRCUMFERENCE 

The  circumference  of  the  wrist  perpendicular  to  the  long  axis  of  the  forearm  is  measured 
with  a  tape  passing  over  the  stylion  landmark  on  the  wrist.  The  subject  extends  the  right 
arm  forward  with  the  palm  up. 


(127)  WRIST  HEIGHT 


The  vertical  distance  between  a  standing  surface  and  the  stylion  landmark  on  the  right 
wrist  is  measured  with  an  anthropometer.  Ihe  subject  stands  erect  looking  straight  ahead 
with  the  heels  together  and  the  weight  distributed  equally  on  both  feet.  The  shoulders 
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rigidly  straight.  The  arms  lightly  touch  the  sides.  The  measurement  is  taken  at  the 
maximum  point  of  quiet  respiration. 


(128)  WRIST  HEIGHT,  SITTING 

The  vertical  distance  between  the  floor  and  the  stylion  landmark  on  the  right  wrist  of  a 
seated  subject  is  measured  with  an  anthropometer.  The  subject  sits  erect  with  the 
trochanter  landmark  on  the  hip  lined  up  with  a  marker  placed  about  7  cm  from  the  front 
edge  of  the  seat.  The  subject  looks  straight  ahead.  The  shoulders  are  relaxed  and  the 
arms  are  extended  downwards  with  the  elbow,  wrist,  and  fingers  held  rigidly  straight.  The 
arms  lightly  touch  the  sides.  The  measurement  is  taken  at  the  maximum  point  of  quiet 
respiration  with  the  subject  holding  his/her  breath.  Note:  The  height  of  the  seat  used 
in  this  measurement  was  45.5  cm. 


(129)  WRIST-INDEX  FINGER  LENGTH 

The  distance  between  the  stylion  landmark  on  the  right  wrist  and  the  tip  of  the  right  index 
finger  is  measured  with  a  Poech  caliper.  The  subject  places  the  palm  cn  a  table,  the 
fingers  together,  and  the  thumb  abducted.  The  middle  finger  is  parallel  to  the  long  axis 
of  the  forearm.  The  two  distal  phalanges  of  the  fingers  lie  on  a  flat  surface  8  mm  higher 
than  the  table. 
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(130)  WRIST -THUMBT1P  LENGTH 


The  horizontal  distance  between  the  stylion  landmark  on  the  right  wrist  and  the  tip  of  the 
right  thumb  is  measured  with  a  Poech  caliper.  The  subject  rests  the  little  finger  side  of 
the  hand  on  a  flat  surface.  The  thumb  is  held  straight  and  in  line  with  the  long  axis  of 
the  forearm.  The  thumb  rests  on  the  first  knuckle  of  the  curved  index  finger. 


(131)  WRIST-WALL  LENGTH 

The  horizontal  distance  between  a  back  wall  and  the  stylion  landmark  on  the  right  wrist 
of  the  outstretched  arm  is  measured  on  a  wall  scale.  The  subject  stands  erect  in  a  comer 
looking  straight  ahead  with  the  feet  together  and  the  heels  20  cm  from  the  back  wall.  The 
buttocks  and  shoulders  are  against  the  wall.  The  right  arm  and  hand  with  the  palm  down 
are  stretched  forward  horizontally  against  a  scale  on  the  side  wall  The  thumb  continues 
the  horizontal  line  of  the  arm  and  the  index  finger  curves  around  to  touch  the  pad  at  the 
end  of  the  thumb.  The  subject’s  right  shoulder  is  held  against  the  rear  wall. 


(132)  WRIST-WALL  IJENGTH,  EXTENDED 


The  horizontal  distance  between  a  back  wall  and  the  stylion  landmark  on  the  right  wrist 
of  the  maximally  outstretched  arm  is  measured  on  a  wall  scale.  The  subject  stands  erect 
in  a  comer  looking  straight  ahead  with  the  feet  together  anu  the  heels  20  cm  from  the 
back  wall.  The  buttocks  and  left  shoulder  are  against  the  wall.  The  right  arm  and  hand 
with  the  palm  down  are  stretched  forward  horizontally  as  far  as  possible  against  the  side 
wall.  The  thumb  continues  the  horizontal  line  of  the  arm  and  the  index  finger  curves 
around  to  touch  the  pad  at  the  end  of  the  thumb.  The  subject’s  left  shoulder  is  held 
against  the  rear  wall. 
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(1)  ABDOMINAL  EXTENSION  DEPTH,  SITTING 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

22.23 

MEAN  VALUE 

8.75 

23.91 

MEAN  VALUE 

9.41 

.06 

SE (MEAN) 

.02 

.07 

SE (MEAN) 

.03 

2.63 

STD  DEVIATION 

1.04 

2.83 

STD  DEVIATION 

1.11 

,04 

SE ( STD  DEV) 

.02 

.05 

SE ( STD  DEV) 

.02 

31.60 

MAXIMUM 

12.44 

35.00 

MAXIMUM 

13.78 

15.30 

MINIMUM 

6.02 

16.80 

MINIMUM 

6.61 

SYMMETRY- 

— VETA  I  =  .61 

SYMMETRY- 

--VETA  I  = 

.57 

KURTOSIS- 

— VETA  II  -  3.32 

KURTOSIS- 

— VETA  II  = 

3.23 

COEF.  OF 

VARIATION  =  11.9% 

COEF.  OF 

VARIATION  = 

11.8% 

NUMBER  OF 

SUBJECTS  “  2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

17.31 

1ST 

6.82 

18.63 

1ST 

7.33 

17.78 

2ND 

7.00 

19.12 

2ND 

7.53 

18.07 

3RD 

7.11 

19.43 

3RD 

7.65 

18.47 

5TH 

7.27 

19.85 

5TH 

7.82 

19.11 

I0TH 

7.52 

20.54 

10TH 

8.09 

19.58 

15TH 

7.71 

21.03 

15TH 

8.28 

19.96 

20TH 

7.86 

21.45 

20TH 

8.45 

20.32 

25TH 

8.00 

21.83 

25TH 

8.60 

20.65 

30TH 

8.13 

22.19 

30TH 

8.74 

20.97 

35TH 

8.26 

22.54 

35TH 

8.87 

21.28 

40TH 

8.38 

22,88 

40TH 

9.01 

21.60 

45TH 

8.50 

23.23 

45TH 

9.14 

21.92 

50TH 

8.63 

23.58 

50TH 

9.28 

22.26 

55TH 

8.76 

23.94 

55TH 

9.43 

22.61 

60TH 

8.90 

24.33 

60TH 

9.58 

22.98 

65TH 

9.05 

24.73 

65TH 

9.74 

23.39 

70TH 

9.21 

25.18 

70TH 

9.91 

23.85 

75TH 

9.39 

25.67 

75TH 

10.10 

24.37 

80TH 

9.59 

26*23 

80TH 

10.33 

25.00 

85TH 

9.84 

26.90 

B5TH 

10.59 

25.81 

90TH 

10.16 

27.76 

90TH 

10.93 

27.07 

95TH 

10.66 

29.06 

95TH 

11.44 

27.89 

97TH 

10.98 

29.88 

97TH 

11  o  77 

28.50 

98TH 

11.22 

30.48 

98TH 

12,00 

29.45 

99TH 

11.59 

31.37 

99TH 

12.35 
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(2)  ACROMIAL  HEIGHT 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

133.36 

MEAN  VALUE 

52.50 

144.25 

MEAN  VALUE 

56.79 

- 12 

SE(MEAN) 

.05 

.15 

SE (MEAN) 

.06 

5.79 

STD  DEVIATION 

2.28 

6.20 

STD  DEVIATION 

2.44 

.09 

SE ( STD  DEV) 

.03 

.10 

SE ( STD  DEV) 

.04 

156.50 

MAXIMUM 

61.61 

170.40 

MAXIMUM 

67.09 

113.90 

MINIMUM 

44.84 

118,20 

MINIMUM 

46.54 

SYMMETRY - VETA  I  -• 

KURTOtSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.11 

3.01 

4.3% 

2208 

SYMMETRY-  — VETA  I  = 

KURTOSIS - VETA  II  ~ 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.04 

3.23 

4.3% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

119.82 

1ST 

47.17 

129.86 

1ST 

51.13 

121.63 

2ND 

47.89 

131.62 

2ND 

51.82 

122.70 

3RD 

48.31 

132.71 

3RD 

52.25 

124.09 

5TH 

48.85 

134.16 

5TH 

52.82 

126.12 

10TH 

49.65 

136.35 

loan 

53.68 

127.45 

15TH 

50.18 

137.83 

15TH 

54.26 

128.49 

20TH 

50.59 

139.00 

20TH 

54.72 

129.40 

25TH 

50.95 

140.02 

25TH 

55.13 

130.22 

30TH 

51.27 

140.93 

30TH 

55,49 

130.99 

35TH 

51.57 

141.78 

35TH 

55.82 

131.72 

40TH 

51.86 

142.60 

40TH 

56.14 

132.44 

45TH. 

52.14 

143.39 

45TH 

56.45 

133.16 

50TH 

52.43 

144.18 

50TH 

56.76 

133.90 

55TH 

52.72 

144.97 

55TH 

57.07 

134.65 

60TH 

53.01 

145.77 

60TH 

57.39 

135.43 

65TH 

53.32 

146.61 

65TH 

57.72 

136.27 

7  0TH 

53.65 

147.50 

70TH 

58.07 

137.19 

75TF 

54.01 

148.46 

75TH 

58.45 

138.23 

80TH 

54.42 

149.53 

80TH 

58.87 

139.44 

85TH 

54.90 

150.77 

85TH 

59.36 

140.97 

90TH 

55.50 

152.32 

90TH 

59.97 

143.20 

95TH 

56.38 

154 „ 56 

95TH 

60.85 

144.59 

Q7TH 

56.93 

155.95 

97TH 

61.40 

145.57 

9dTH 

57.31 

156.93 

98TH 

61.79 

146.99 

99TH 

57.87 

158.38 

99TH 

62.35 
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(3)  ACROMIAL  HEIGHT,  SITTING 


FEMALE 


CENTIMETERS  INCHES 


55.55 

MEAN  VALUE 

21.87 

.06 

SE (MEAN) 

.  C2 

2.86 

STD  DEVIATION 

1.13 

.04 

SE ( STD  DEV) 

.02 

66.40 

MAXIMUM 

26.14 

46.40 

MINIMUM 

18.27 

SYMMETRY- 

— VETA  I  = 

.07 

KURTOSXS- 

— VETA  II  = 

2.86 

COEF.  OF 

VARIATION  = 

5.2' 

NUMBER  OF 

SUBJECTS  = 

2208 

THE  PERCENTILES 


CENTIMETERS  INCHES 


49.24 

1ST 

19.38 

49.88 

2ND 

19.64 

50.31 

3RD 

19.81 

50.91 

5TH 

20,04 

51.87 

10TH 

20.42 

52.54 

15TH 

20.69 

53.09 

20TH 

20.90 

53.56 

25TH 

21.09 

53.99 

30TH 

21.26 

54.39 

35TH 

21.41 

54.77 

40TH 

21.56 

55.14 

45TH 

21.71 

55.51 

50TH 

21.85 

55.88 

55TH 

22.00 

56.25 

60TH 

22.15 

56.64 

65TK 

22.30 

57.05 

70TH 

22.46 

57.50 

75TH 

22.64 

57.99 

80TH 

22.83 

58.57 

85TH 

23.06 

59.29 

90TH 

23.34 

60.36 

95TH 

23.76 

61.05 

97TH 

24.03 

61.55 

9  era 

24.23 

62.33 

99TH 

24.54 

MALE 


CENTIMETERS 

INCHES 

59.78 

MEAN  VALUE 

23.53 

.07 

SE (MEAN) 

.03 

2.96 

STD  DEVIATION 

1.16 

.05 

SE ( STD  DEV) 

.02 

69.50 

MAXIMUM 

27.36 

50.10 

MINIMUM 

19.72 

SYMMETRY- 

—VETA  I  •*= 

-.06 

KURTOSIS- 

— VETA  II  = 

2.91 

COEF.  OF 

VARIATION  = 

4.9% 

NUMBER  OF 

SUBJECTS  ~ 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

52.52 

1ST 

20.68 

53.49 

2ND 

21.06 

54.08 

3RD 

21.29 

54.85 

5TH 

21.59 

55.98 

10TH 

22.04 

56.73 

15TH 

22.33 

57.31 

20TH 

22.56 

57.81 

25TH 

22.76 

58.25 

30TH 

22.93 

58.66 

33TH 

23.10 

59.05 

40TH 

23.25 

59.43 

45TH 

23,40 

59.80 

50TH 

23.54 

60.17 

55TH 

23.69 

60.55 

GOTH 

23.94 

60.94 

65TH 

23.99 

61.35 

70TH 

24.15 

61.79 

75TH 

24.33 

62.29 

80TH 

24.52 

62.86 

85TH 

24.75 

63.58 

90TH 

25 . 03 

64.63 

95TH 

25.44 

65.28 

97TH 

25.70 

65.75 

98TH 

25.89 

66.45 

99TH 

26.16 
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( 4 )  ACROMION-RADIALE  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

31.19 

MEAN  VALUE 

12.28 

.04 

SE(MEAN) 

.01 

1.67 

STD  DEVIATION 

.66 

.03 

SE ( STD  DEV) 

.01 

37.00 

MAXIMUM 

14.57 

26.20 

MINIMUM 

10.31 

SYMMETRY - VET  A  I  = 

KURTOSIS - 7ETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.14 

3.02 

5.3% 

2208 

THE 

PFRCF.NTTT.F.c; 

CENTIMETERS 

INCHES 

27.37 

1ST 

10.77 

27.83 

2ND 

10.95 

28.11 

3RD 

11.07 

28.49 

5TH 

11.22 

29.07 

10TH 

11.44 

29.46 

15TH 

11.60 

29.77 

20TH 

11.72 

30.04 

25n'H 

11.83 

30.28 

30TH 

11.92 

30.50 

35TH 

12.01 

30.72 

40TH 

12.09 

30.93 

45TH 

12.18 

31.14 

50TH 

12.26 

3i.35 

55TH 

12.34 

31.57 

60TH 

12.43 

31.79 

65TH 

12.52 

32.03 

70TH 

12.61 

32.29 

75TH 

12.71 

32.59 

80TH 

12.83 

32.9  3 

85TH 

12.96 

33.37 

90TH 

13  v  14 

34.02 

95TH 

13.39 

34.44 

97TH 

13.56 

34.74 

98TH 

13.68 

35.21 

99TH 

13.86 

MALE 

CENTIMETERS 

INCHES 

34.08 

MEAN  VALUE 

13.42 

.04 

SE(MEAN) 

.02 

1.72 

STD  DEVIATION 

.68 

.03 

SE(STD  DEV) 

.01 

41.50 

MAXIMUM 

16.34 

27.10 

MINIMUM 

10.67 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.12 

3.27 

5.0% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

30.23 

1ST 

11.90 

30.66 

2ND 

12.07 

30.94 

3RD 

12.18 

31.32 

5TH 

12.33 

31.91 

10TH 

12.56 

32.31 

15TH 

12.72 

32.63 

2CTH 

12.85 

32.91 

25TH 

12.96 

33.16 

30TH 

13.06 

33.40 

35TH 

13.15 

33.62 

40TK 

13.24 

33.83 

45TH 

13.32 

34.05 

50TH 

13.41 

34.27 

55TH 

13.49 

34.49 

60TH 

13.58 

34,72 

65TH 

13.67 

34.96 

7  0TH 

13.76 

35.22 

75TH 

13  r  87 

35.52 

80TH 

13.98 

35.86 

85TH 

14.12 

36.30 

90TH 

14,29 

36.95 

95TH 

14.55 

37.38 

97TH 

14.72 

37.69 

98TH 

14.84 

38.18 

9STH 

15.03 
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(5)  ANKLE  CIRCUMFERENCE 


FEMALE 


CENTIMETERS  INCHES 


20.53  MEAN  VALUE  8.08 

.03  SE(MEAN)  .01 

1.21  STD  DEVIATION  .47 
.02  SE ( STD  DEV)  .01 

24.90  MAXIMUM  9.80 

15.90  MINIMUM  6.26 


SYMMETRY - VETA  I  =  .17 

KURTOSIS - VETA  II  =  3.15 

COEF.  OF  VARIATION  =  5.9% 

NUMBER  OF  SUBJECTS  =  2208 


THE  PERCENTILES 


CENTIMETERS  INCHES 


IT  4  99 

1ST 

7.08 

18.21 

2ND 

7.17 

18.37 

3RD 

7.23 

18.60 

5TH 

7.32 

19.00 

10TH 

7.43 

19  28 

15TH 

7.59 

19.50 

2GTH 

7.68 

19.70 

25TH 

7.76 

19.88 

?0TH 

7.83 

20, .05 

35TH 

7.89 

20.20 

'iOTH 

7.95 

20.36 

45TH 

8 .01 

20.51 

50TH 

8  n  07 

20.66 

55TH 

8 . 13 

20.81 

60TH 

8.19 

20.96 

6  STB 

3.25 

21.13 

70TH 

8.32 

21.3 1 

7  5TH 

8,39 

21.52 

8  OTP 

8.47 

2  3  .76 

8  5TH 

8.57 

22 . 07 

9  0TK 

8.69 

22.56 

95TH 

0.88 

22.90 

9  7TH 

9.02 

23.1b 

S8TH 

9  *  12 

23.64 

S9TH 

9.31 

MALE 


CENTIMETERS  INCHES 


22.17 

KEAN  VALUE 

8.73 

.03 

SE(MEAN) 

.01 

1.30 

STD  DEVIATION 

.51 

.02 

SE ( STD  DEV) 

.01 

26.70 

MAXIMUM 

10.51 

17.70 

MINIMUM 

6.97 

SYMMETRY- 

—VETA  I  = 

.00 

KURTGSIS- 

— VETA  II  » 

2.90 

COEF.  OF 

VARIATION  - 

5.9% 

NUMBER  OF 

SUBJECTS  “ 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

19.32 

1ST 

7.61 

19.57 

2ND 

7.70 

19.75 

3RD 

7.77 

20.02 

5TH 

7.88 

20.47 

10TH 

8.06 

20.79 

15TH 

8.18 

21.05 

20TH 

8.29 

21.28 

25TH 

8.38 

21.48 

30TH 

8.46 

21.67 

35TH 

8.53 

21.85 

40TH 

8.60 

22.02 

45TH 

8.67 

22.19 

50TH 

8.73 

22.35 

55TH 

8.80 

22.52 

60TH 

8.87 

22.69 

65TH 

8.93 

22.87 

70TH 

9.00 

23.06 

75TH 

9.08 

23.27 

80TH 

9.16 

23.52 

85TH 

9.26 

23.82 

90TH 

9.33 

24,27 

95TH 

9.56 

24.57 

97TH 

9.67 

24.79 

98TH 

9.76 

25.15 

99TH 

9.90 
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(6) 


AXILLA  HEIGHT 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

123.36 

MEAN  VALUE 

48.57 

132.09 

MEAN  VALUE 

52.00 

.12 

SE(MEAN) 

.05 

.14 

SE (MEAN) 

.05 

5.43 

STD  DEVIATION 

2.14 

5.80 

STD  DEVIATION 

2.28 

.08 

SE ( STD  DEV) 

.03 

.10 

SE ( STD  DEV) 

.04 

145.20 

MAXIMUM 

57.17 

157.70 

MAXIMUM 

62.09 

105.10 

MINIMUM 

41.38 

107.10 

MINIMUM 

42.17 

SYMMETRY- 

— VETA  I  = 

.12 

SYMMETRY- 

—VETA  I  = 

.04 

KURTOSIS- 

— VETA  II  = 

3.03 

KURTOSIS- 

—VETA  II  « 

3.22 

COEF.  OF 

VARIATION  = 

4.4% 

COEF.  OF 

VARIATION  = 

4.4% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

110.67 

1ST 

43.57 

118.45 

1ST 

46.64 

112.42 

2ND 

44.26 

120.19 

2ND 

47.32 

113.44 

3RD 

44.66 

121.25 

3RD 

47.74 

114.75 

5TH 

45.18 

122.65 

5TH 

48.29 

116.64 

10TH 

45.92 

124.73 

10TH 

49.11 

117.88 

15TH 

46.41 

126.12 

15TH 

49.65 

118.84 

20TH 

46.79 

127.21 

20TH 

50.08 

119.69 

25TH 

47.12 

128.16 

25TH 

50.46 

120.45 

30TH 

47.42 

129.00 

30TH 

50.79 

121.16 

35TH 

47.70 

129.79 

35TH 

51.10 

121.84 

40TH 

47.97 

130.54 

40TH 

51.40 

122.51 

45TH 

48.23 

131.27 

45TH 

51.68 

123.18 

50TH 

48.50 

132.00 

50TH 

51.97 

123.87 

55TH 

48.77 

132.74 

55TH 

52.26 

124.57 

GOTH 

49.04 

133,48 

60TH 

52.55 

125.30 

65TH 

49.33 

134 . 26 

65TH 

52.86 

126.09 

70TH 

49.64 

135.08 

70TH 

53.18 

126.96 

75TH 

49.98 

135.98 

75TH 

53,53 

127.93 

80TH 

50.37 

136.98 

80TH 

53.93 

129.07 

85TH 

50.82 

138.15 

85TH 

54.39 

130.52 

90TH 

51.39 

139.62 

90TH 

54.97 

132.63 

95TH 

52.22 

141.76 

95TH 

55.81 

133.93 

97TH 

52.73 

143.12 

97TH 

56.35 

134.85 

98TH 

53.09 

144.08 

98TH 

56.73 

136.17 

99TH 

53.61 

145.53 

99TH 

57 . 30 
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(7)  AXILLARY  ARM  CIRCUMFERENCE 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

29,16 

MEAN  VALUE 

11.48 

33.50 

MEAN  VALUE 

13.19 

.05 

SE (MEAN) 

.02 

.06 

SF.  (MEAN) 

.03 

2.44 

STD  DEVIATION 

.96 

2.71 

STD  DEVIATION 

1.07 

.04 

SE ( STD  DEV) 

.01 

.05 

SE ( STD  DEV) 

.02 

37.70 

MAXIMUM 

14.84 

45.30 

MAXIMUM 

17.83 

22.30 

MINIMUM 

8.78 

24.50 

MINIMUM 

9.65 

SYMMETRY- 

— VETA  I  = 

.33 

SYMMETRY- 

— VETA  I  = 

.23 

KURTOSIS- 

— VETA  II  = 

3.10 

KURTOSIS- 

— VETA  II  = 

3.20 

COEF.  OF 

VARIATION  = 

8.4% 

COEF.  OF 

VARIATION  = 

8.1% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

23.89 

1ST 

9.41 

27.55 

1ST 

10.85 

24.53 

2ND 

9.66 

28.20 

2ND 

11.10 

24.  *1 

3RD 

9.81 

28.61 

3RD 

11.27 

25.41 

5TH 

10.00 

29.19 

5TH 

11.49 

26.16 

10TH 

10.30 

30.10 

10TH 

11.85 

26.67 

15TH 

10.50 

30.72 

15TH 

12.09 

27.08 

20TH 

10.66 

31.21 

20TH 

12.29 

27.44 

25TH 

10.80 

31.65 

25TH 

12.46 

27.77 

30TH 

10.93 

32  03 

30TH 

12.61 

28.08 

35TH 

11.05 

32.40 

35TH 

12.75 

28.38 

40TH 

11.17 

32.74 

40TH 

12.89 

28.68 

45TH 

11.29 

33.08 

45TH 

13.02 

28.98 

50TH 

11.41 

33.41 

50TH 

13.15 

29.29 

55TH 

11.53 

33.75 

55TH 

13.29 

29.61 

60TH 

11.66 

34.09 

60TH 

13.42 

29.95 

65TH 

11.79 

34.45 

65TH 

13.56 

30.31 

70TH 

11.93 

34.83 

70TH 

13.71 

30.72 

75TH 

12.09 

35.24 

75TH 

13.87 

31.18 

80TH 

12.27 

35.71 

80TH 

14.06 

31.72 

85TH 

12.49 

36.27 

85TH 

14.28 

32.43 

90TH 

12.77 

36,98 

90TH 

14.56 

33.49 

95TH 

13.18 

38.08 

95TH 

14.99 

34.18 

97TH 

13.46 

38.83 

97TH 

15.29 

34.68 

98TH 

13.65 

39.39 

98TH 

15.51 

35.45 

99TH 

13.96 

40.32 

99TH 

15.87 
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(8)  BALL  OF  FOOT  CIRCUMFERENCE 


FEMALE 


CENTIMETERS  INCHES 


22.35 

KEAN  VALUE 

8.80 

.02 

SE(MEAN) 

.01 

1.13 

STD  DEVIATION 

.44 

.02 

SE ( STD  DEV) 

.01 

26.20 

MAXIMUM 

10.31 

18.50 

MINIMUM 

7.28 

SYMMETRY- 

—VETA  I  = 

.09 

KURTOSIS- 

— VETA  II  = 

3.09 

COEF.  OF 

VARIATION  = 

5.1% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

19.76 

1ST 

7.78 

20.06 

2ND 

7.90 

20.25 

3RD 

7.97 

20.51 

5TH 

8.07 

20.92 

10TH 

8.23 

21.19 

15TH 

8.34 

21.40 

20TH 

8.43 

21.59 

25TH 

8.50 

21.76 

30TH 

8.57 

21.91 

35TH 

8.63 

22.05 

40TH 

8.68 

22.19 

45TH 

8.74 

22.33 

5UTH 

8,79 

22.47 

55TH 

8.85 

22.61 

60TH 

8,90 

22,76 

65TH 

8,96 

22.92 

70TH 

9.02 

23.08 

75TH 

9.09 

23.28 

80TH 

9.16 

23.50 

85TH 

9.25 

23.79 

90TH 

9.37 

24.23 

95TH 

9.54 

24.53 

97TH 

9.66 

24.76 

98TH 

9.75 

25.13 

99TH 

9.90 

MALE 


CENTIMETERS  INCHES 


24.85 

MEAN  VALUE 

9.79 

.03 

SE(MEAN) 

.01 

1.23 

STD  DEVIATION 

.48 

.02 

SE ( STD  DEV) 

.01 

30.00 

MAXIMUM 

11.81 

21.00 

MINIMUM 

8.27 

SYMMETRY- 

— VETA  I  - 

.16 

KURTOSIS- 

— VETA  II  = 

3.16 

COEF.  OF 

VARIATION  = 

4.9% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

22.04 

1ST 

8.68 

22.40 

2ND 

8.82 

22.62 

3RD 

8.90 

22.90 

5TH 

9.02 

23.32 

10TH 

9.18 

23.61 

15TH 

9.29 

23.83 

20TH 

9.38 

24.02 

25TH 

9.46 

24.20 

30TH 

9.53 

24.36 

35TH 

9.59 

24.51 

40TH 

9.65 

24.66 

45TH 

9.71 

24.82 

50TH 

9.77 

24.97 

55TH 

9.83 

25.13 

60TH 

9.89 

25.29 

65TH 

9.96 

25.47 

70TH 

10.03 

25.66 

75TH 

10.10 

25.87 

80TH 

10.19 

26.13 

85TH 

10.29 

26.45 

90TH 

10.41 

26.92 

95TH 

10.60 

27.23 

97TH 

10.72 

27.45 

98TH 

10.81 

27.78 

99TH 

10.94 
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(9)  BALL  OF  FOOT  LENGTH 


FEMALE 


CENTIMETERS  INCHES 


17.94 

MEAN  VALUE 

7.06 

.02 

SE (MEAN) 

.01 

.96 

STD  DEVIATION 

.38 

.01 

SE ( STD  DEV) 

.01 

21.20 

MAXIMUM 

8.35 

14.80 

MINIMUM 

5.83 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  = 

COEF .  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.05 

2.91 

5.3% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

15.77 

1ST 

6.21 

16.01 

2ND 

6.30 

16.16 

3RD 

6.36 

16.37 

5TH 

6.45 

16.71 

10TH 

6.58 

16.94 

15TH 

6.67 

17 . 12 

20TH 

6.74 

17.28 

25TH 

6.80 

17.42 

30TH 

6.86 

17.56 

35TH 

6.91 

17.68 

40TH 

6.96 

17.81 

45TH 

7.01 

17.93 

50TH 

7.06 

18.05 

55TH 

7.11 

18.17 

60TH 

7.15 

18.30 

65TH 

7.21 

18.44 

70TH 

7.26 

18.58 

75TH 

7.32 

18.75 

80TH 

7.38 

18.94 

85TH 

7.46 

19.18 

90TH 

7.55 

19.54 

95TH 

7.69 

19.78 

97TH 

7,79 

19.95 

98TH 

7.85 

20.22 

99TH 

7.96 

MALE 


CENTIMETERS  INCHES 


19.60 

MEAN  VALUE 

7.72 

.02 

SE (MEAN) 

.01 

1.05 

STD  DEVIATION 

.41 

.02 

SE ( STD  DEV) 

.01 

23.70 

MAXIMUM 

9.33 

16.60 

MINIMUM 

6.54 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  « 
NUMBER  OF  SUBJECTS  - 

.18 

3.03 

5.3% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

17.25 

1ST 

6.79 

17  v  52 

2ND 

6.90 

17.69 

3RD 

6.97 

17.92 

5TH 

7.06 

18.28 

10TH 

7.20 

18.52 

15TH 

7.29 

18.71 

20TH 

7.37 

18.88 

25TH 

7.43 

19.03 

30TH 

7.49 

19.17 

35TH 

7.55 

19.31 

40TH 

7.60 

19.44 

45TH 

7.65 

19.57 

50TH 

7.70 

19.70 

55TH 

7.76 

19.83 

60TH 

7.81 

19.97 

65TH 

7.86 

20.12 

70TH 

7.92 

20.29 

75TH 

7.99 

20.47 

80TH 

8.06 

20.69 

85TH 

8.15 

20.97 

90TH 

8.26 

21.39 

95TH 

8  -42 

21.67 

97TH 

8.53 

21.88 

98TH 

8.61 

22.21 

99TH 

8.74 

(10)  B I  ACROMIAL  BREADTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

36.26 

MEAN  VALUE 

14.28 

39.70 

MEAN  VALUE 

15.63 

.04 

SE ( MEAN ) 

.01 

.04 

SE(MEAN) 

.02 

1.74 

STD  DEVIATION 

.69 

1.80 

STD  DEVIATION 

.71 

.03 

SE ( STD  DEV) 

.01 

.03 

SE ( STD  DEV) 

.01 

41.70 

MAXIMUM 

16.42 

45.10 

MAXIMUM 

17.76 

30.10 

MINIMUM 

11.85 

33.00 

MINIMUM 

12.99 

SYMMETRY- 

— VETA  I  = 

-.15 

SYMMETRY- 

--VETA  I  = 

-.05 

KURTOSIS- 

— VETA  II  - 

3.06 

KURTOSXS- 

—VETA  II  = 

2.92 

COEF.  OF 

VARIATION  = 

4.8% 

COEF.  OF 

VARIATION  = 

4.5% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

tHE 

inc. 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

31.82 

1ST 

12.53 

35.59 

1ST 

14.01 

32.46 

2ND 

12.78 

36.01 

2ND 

14.18 

32.83 

3RD 

12.93 

36.30 

3RD 

14.29 

33.32 

5TH 

13.12 

36.70 

5TH 

14.45 

34.02 

10TH 

13.40 

37.35 

10TH 

14.70 

34.48 

15TH 

13,57 

37.80 

15TH 

14.88 

34.83 

20TH 

13.71 

38.16 

20TH 

15.02 

35.12 

25TH 

13.83 

38.47 

25TH 

15.15 

35.39 

30TH 

13.93 

38.75 

30TH 

15.26 

35.63 

35TH 

14.03 

39.01 

35TH 

15.36 

35.86 

40TH 

14.12 

39.25 

40TH 

15.45 

36.08 

45TH 

14.20 

39.49 

45TH 

15.55 

36.30 

50TH 

14.29 

39.72 

50TH 

15.64 

36.51 

55TH 

14,38 

39.95 

55TH 

15.73 

36.73 

60TH 

14.46 

40.18 

60TH 

15.82 

36.96 

65TH 

14.55 

40.42 

65TH 

15.91 

37.20 

70TH 

14  o  65 

40.66 

70TH 

16.01 

37.46 

75TH 

14.75 

40.93 

75TH 

16.11 

37.75 

80TH 

14.86 

41.23 

80TH 

16.23 

38.07 

85TH 

14.99 

41.57 

85TH 

16.37 

38.48 

90TH 

15.15 

42.00 

90TH 

16.53 

39.06 

95TH 

15,38 

42.63 

95TH 

16.78 

39.41 

97TH 

15.52 

43.04 

97TH 

16.95 

39.65 

98TH 

15.61 

43.35 

98TH 

17,07 

40.00 

99TH 

15  *75 

43.85 

99TH 

17.26 
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(U) 

BICEPS 

CIRCUMFERENCE, 

FLEXED 

FEMALE 

MALE 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

28.13 

MEAN  VALUE 

11.08 

33.75 

MEAN  VALUE 

13.29 

.05 

SE(MEAN) 

.02 

.06 

SE(MEAN) 

.03 

2.27 

STD  DEVIATION  .89 

2.71 

STD  DEVIATION 

1.07 

.03 

SE ( STD  DEV) 

.01 

.05 

SE ( STD  DEV) 

.02 

37.10 

MAXIMUM 

14.61 

43.70 

MAXIMUM 

17.20 

21.30 

MINIMUM 

8.39 

25.90 

MINIMUM 

10.20 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

,33 

3.23 

8.1% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.33 

3.34 

8.0% 

1774 

THE 

PERCENTILES 

‘THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

23.14 

1ST 

9.11 

27,68 

1ST 

10.90 

23.76 

2ND 

9.36 

28.48 

2ND 

11.21 

24.13 

3RD 

9.50 

28.95 

3RD 

11.40 

24.62 

5TH 

9.69 

29.57 

5TH 

11.64 

25.35 

10TH 

9.98 

30.47 

10TH 

11.99 

25.83 

15TH 

10.17 

31.05 

15TH 

12.23 

26.22 

20TH 

10.32 

31.51 

20TH 

12.41 

26.56 

25TH 

10.46 

31.91 

25TH 

12.56 

26.86 

30TH 

10.58 

32.27 

30TH 

12.70 

27 . 15 

35TH 

10.69 

32,60 

35TH 

12.84 

27.43 

40TH 

10.80 

32.93 

40TH 

12.96 

27.71 

45TH 

10. 91 

33.24 

45TH 

13.09 

27.98 

50TH 

11.02 

33,56 

50TH 

13.21 

28.27 

55TH 

11,13 

33,89 

55TH 

13.34 

28.56 

60TH 

11.24 

34.23 

60TH 

13.47 

28.87 

65TH 

11.36 

34.58 

65TH 

13.62 

29.20 

70TH 

11,50 

34.97 

70TH 

13.77 

29.56 

75TH 

11.64 

35.40 

75TH 

13.94 

29.98 

80TH 

11.80 

35.89 

80TH 

14.13 

30.48 

85TH 

12.00 

36.49 

85TH 

14.36 

31.13 

90TH 

12.25 

37.27 

90TH 

14.67 

32.10 

95TH 

12.64 

38.50 

95TH 

15.16 

32.75 

9  7TH 

12.89 

39.35 

97TH 

15.49 

33.22 

98TH 

13.08 

39.99 

98TH 

15.74 

33.96 

99TH 

13.37 

41.03 

99TH 

16.15 
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(12)  BIDELTOID  BREADTH 


FEMALE 

CENTIMETERS 

INCHES 

43.26 

MEAN  VALUE 

17.03 

.05 

SE(MEAN) 

.02 

2.26 

STD  DEVIATION 

.89 

.03 

SE ( STD  DEV) 

.01 

53.20 

MAXIMUM 

20.94 

36.90 

MINIMUM 

14.53 

SYMMETRY- 

— VETA  I  = 

.30 

KURTOSIS- 

— VETA  II  = 

3.46 

COEF.  OF 

VARIATION  = 

5.2% 

NUMBER  OF 

SUBJECTS  = 

2208 

IT1TTTI 

xn£i 

r\nnnri\TniTT  nn 
ITJCiIVUXiXi  X  XXJCjO 

CENTIMETERS 

INCHES 

38.03 

1ST 

14.97 

38.73 

2ND 

15.25 

39.16 

3RD 

15.42 

39.70 

5TH 

15.63 

40.49 

10TH 

15.94 

41.00 

15TH 

16.14 

41.40 

20TH 

16.30 

41.75 

25TH 

16.44 

42.05 

30TH 

16.56 

42.34 

35TH 

16.67 

42.61 

40TH 

16.78 

42.88 

45TH 

16.88 

43.14 

50TH 

16.99 

43.41 

55TH 

17.09 

43.69 

60TH 

17.20 

43.99 

65TH 

17.32 

44.30 

'70TH 

17.44 

44.65 

75TH 

17.58 

45.06 

80TH 

17.74 

45.54 

85TH 

17.93 

46.17 

90TH 

18.18 

47.17 

95TH 

18.57 

47.85 

97TH 

18.84 

48.36 

98TH 

19.04 

49.21 

99TH 

19.37 

MALE 

CENTIMETERS 

INCHES 

49.18 

MEAN  VALUE 

19.36 

.06 

SE(MEAN) 

.02 

2.59 

STD  DEVIATION 

1.02 

.04 

SE ( STD  DEV) 

.02 

59.30 

MAXIMUM 

23.35 

41.00 

MINIMUM 

16.14 

SYMMETRY- 

"VETA  I  = 

.11 

KURTOSIS- 

— VETA  II  = 

3.03 

COEF.  OF 

VARIATION  = 

5.3% 

NUMBER  OF 

SUBJECTS  = 

1774 

ftITTO 

rtnnpwtwiTT  up 
X  A  AAJUU 

CENTIMETERS 

INCHES 

43.40 

1ST 

17.09 

44.02 

2ND 

17.33 

44.43 

3RD 

17.49 

44.99 

5TH 

17.71 

45.87 

10TH 

18.06 

46.48 

15TH 

18.30 

46.96 

20TH 

18.49 

47.39 

25TH 

18.66 

47.77 

30TH 

18.81 

48.13 

35TH 

18.95 

48.47 

40TH 

19.08 

48.81 

45TH 

19.22 

49,14 

50TH 

19.35 

49.47 

55TH 

19.48 

49.81 

60TH 

19.61 

50.16 

65TH 

19.75 

50.53 

70TH 

19.89 

50.92 

75TH 

20.05 

51.37 

80TH 

20.23 

51.89 

85TH 

20.43 

52.53 

90TH 

20.68 

53.48 

95TH 

21.05 

54.07 

97TH 

21.29 

54.50 

98TH 

21.46 

55.16 

9  9TH 

21,71 

58 


(13)  BIMALLEOLAR  BREADTH 


FEMALE 


MALE 


CENTIMETERS 


INCHES 


CENTIMETERS  INCHES 


6.44 

MEAN  VALUE 

2.54 

7.28 

MEAN  VALUE 

2.87 

.01 

SE (MEAN) 

.00 

.01 

SE ( MEAN ) 

.00 

.31 

STD  DEVIATION 

.12 

.39 

STD  DEVIATION 

.15 

.00 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

7.60 

MAXIMUM 

2.99 

8.60 

MAXIMUM 

3.39 

5 .20 

MINIMUM 

2.05 

6.10 

MINIMUM 

2.40 

SYMMETRY- 

— VETA  I  - 

.08 

SYMMETRY- 

—VETA  I  = 

.09 

KURTOSIS- 

-- -VETA  II  = 

3.05 

KURTOSIS- 

—VETA  II  = 

2.86 

COEF .  OF 

VARIATION  = 

4.9% 

COEF.  OF 

VARIATION  = 

5.4% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

5.72 

1ST 

2.25 

6.40 

1ST 

2.52 

5.81 

2ND 

2.29 

6.50 

2ND 

2.56 

5.86 

3RD 

2.31 

6.56 

3RD 

2.58 

5.94 

5TH 

2.34 

6.65 

5TH 

2.62 

6.05 

10TH 

2.38 

6.78 

10TH 

2.67 

6.12 

15TH 

2.41 

6.87 

15TH 

2.71 

6.18 

20TH 

2.43 

6.95 

20TH 

2.73 

6.23 

25TH 

2.45 

7.01 

25TH 

2.76 

6.27 

30TH 

2.47 

7.07 

30TH 

2.78 

6.32 

35TH 

2.49 

7.12 

35TH 

2.80 

6.36 

40TH 

2.50 

7.17 

40TH 

2.82 

6.40 

45TH 

2.52 

7.22 

45TH 

2.84 

6.43 

50TH 

2.53 

7.27 

50TH 

2.86 

6.47 

55TH 

2.55 

7.32 

55TH 

2.88 

6.51 

60TH 

2.56 

7.38 

60TH 

2.90 

6.55 

65TH 

2.58 

7.43 

65TH 

2.92 

6.60 

70TH 

2.60 

7.49 

70TH 

2.95 

6.65 

75TH 

2.62 

7.55 

75TH 

2.97 

6.70 

80TH 

2.64 

7.61 

80TH 

3.00 

6.77 

85TH 

2.66 

7.69 

85TH 

3.03 

6.85 

90TH 

2.70 

7.79 

90TH 

3.07 

6.97 

95TH 

2.74 

7.94 

95TH 

3.13 

7.05 

97TH 

2.78 

8.03 

97TH 

3.16 

7.11 

98TH 

2.80 

8.10 

98TH 

3.19 

7.20 

99TH 

2.83 

8.20 

99TH 

3.23 
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(14)  BISPINOUS  BREADTH 


FEMALE 


CENTIMETERS  INCHES 


21.99 

MEAN  VALUE 

8.66 

.04 

SE (MEAN) 

.02 

2.05 

STD  DEVIATION 

.81 

.03 

SE (STD  DEV) 

.01 

29.30 

MAXIMUM 

11.54 

15.10 

MINIMUM 

5.94 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  =■ 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  * 

.11 

2.92 

9.3% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

17.45 

1ST 

6.87 

17.93 

2ND 

7.06 

18.24 

3RD 

7.18 

18.68 

5TH 

7.35 

19.37 

10TH 

7.62 

19.84 

15TH 

7.81 

20.23 

20TH 

7.96 

20.57 

25TH 

8.10 

20,87 

30TH 

8.22 

21.15 

35TH 

8.33 

21.42 

40TH 

8.43 

21,69 

45TH 

8.54 

21.95 

50TH 

8.64 

22.22 

55TH 

8.75 

22.48 

60TH 

8.85 

22.76 

65TH 

8.96 

23.06 

70TH 

9.08 

23.37 

75TH 

9.20 

23,73 

BOTH 

9.34 

24.14 

85TH 

9.50 

24.66 

90TH 

9.71 

25.41 

95TH 

10.01 

25.89 

97TH 

10.19 

26.24 

98TH 

10.33 

26.77 

99TH 

10.54 

MALE 


CENTIMETERS  INCHES 


23.13 

MEAN  VALUE 

9.11 

.05 

SE(MEAN) 

.02 

1.98 

STD  DEVIATION 

.78 

.03 

SE ( STD  DEV) 

.01 

31.10 

MAXIMUM 

12.24 

17.70 

MINIMUM 

6.97 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.22 

3.03 

8.5% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

18.73 

1ST 

7.37 

19.25 

2ND 

7.58 

19.57 

3RD 

7.70 

20.00 

5TH 

7.87 

20.65 

10TH 

8.13 

21.09 

15TH 

8.30 

21.45 

20TH 

8.44 

21.76 

25TH 

8.57 

22.04 

30TH 

8.68 

22.30 

35TH 

8.78 

22.55 

40TH 

8.88 

22.80 

45TH 

8.98 

23.05 

50TH 

9.07 

23.30 

55TH 

9.17 

23.56 

60TH 

9.27 

23.83 

65TH 

9.38 

24.12 

70TH 

9.49 

24.43 

75TH 

9.62 

24.79 

80TH 

9.76 

25.21 

85TH 

9.93 

25.75 

90TH 

10.14 

26.55 

95TH 

10.45 

27.07 

97TH 

10.66 

27.45 

98TH 

10.81 

28.03 

99TH 

11.03 
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(15)  BITRAGI ON  CHIN  ARC 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

inches 

30.29 

MEAN  VALUE 

11.93 

32.58 

MEAN  VALUE 

12.83 

.03 

SE (MEAN) 

.01 

.03 

SE (MEAN) 

.01 

1.32 

STD  DEVIATION 

.52 

1.34 

STD  DEVIATION 

.53 

.02 

SE ( STD  DEV) 

.01 

,02 

SE ( STD  DEV) 

.01 

35,00 

MAXIMUM 

13.78 

37.20 

MAXIMUM 

14.65 

26.10 

MINIMUM 

10.28 

27.80 

MINIMUM 

10  *  94 

SYMMETRY - VETA  I  - 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  « 
NUMBER  OF  SUBJECTS  = 

.14 

2.94 

4.4% 

2208 

SYMMETRY - VETA  I  - 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.04 

3.07 

4.1% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

27.37 

1ST 

10.78 

29.54 

1ST 

11.63 

27.71 

2ND 

10.91 

29.89 

2ND 

11.77 

27.92 

3RD 

10.99 

30.11 

3RD 

11.85 

28.19 

5TH 

11.10 

30.42 

5TII 

11.97 

28.62 

10TH 

11.27 

30.89 

10TH 

12.16 

28.92 

15TH 

11.39 

31.21 

15TH 

12.29 

29.16 

20TH 

11.48 

31.46 

20TH 

12.39 

29.37 

251'H 

11.56 

31.68 

25TH 

12.47 

29.56 

30TH 

11.64 

31.87 

30TH 

12.55 

29.74 

35TH 

11.71 

32.06 

35TH 

12.62 

29.91 

40TH 

11.78 

32.23 

40TH 

12.69 

30.08 

45TH 

11.84 

32.40 

45TH 

12.76 

30.25 

50TH 

11.91 

32.57 

50TH 

12.82 

30.42 

55TH 

11.98 

32.73 

55TH 

12.89 

30.60 

60TH 

12.05 

32.90 

60TH 

12.95 

30,78 

65TH 

12.12 

33  v  08 

65TH 

13.02 

30.98 

70TH 

12.20 

33.27 

70TH 

13.10 

31.19 

75TH 

12.28 

33.47 

75TH 

13.18 

31.43 

80TH 

12.37 

33.70 

80TH 

13.27 

31.71 

85TH 

12.48 

33.97 

85TH 

13.37 

32.05 

90TH 

12.62 

34.31 

90TK 

13.51 

32.55 

95TH 

12.81 

34.83 

95TH 

13.71 

32.85 

97TH 

12.93 

35.17 

97TH 

13.85 

33.06 

98TH 

13.02 

35.42 

98TH 

13.95 

33.37 

99th 

13.14 

35.83 

99TH 

14.10 
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(16)  BITRAGION  CORONAL  ARC 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

33.64 

MEAN  VALUE 

13.24 

35.33 

MEAN  VALUE 

13.91 

.03 

SE(MEAN) 

.01 

.03 

SE(MEAN) 

.01 

1.29 

STD  DEVIATION 

.51 

1.29 

STD  DEVIATION 

.51 

.02 

SE ( STD  DEV) 

.01 

.02 

SE ( STD  DEV) 

.01 

39.20 

MAXIMUM 

15.43 

39.50 

MAXIMUM 

15.55 

29.00 

MINIMUM 

11.73 

29.90 

MINIMUM 

11.77 

SYMMETRY — -VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.19 

3.24 

3.8% 

2208 

SYMMETRY - VETA  I  =  .00 

KURTOSIS— VETA  II  =  3.15 
COEF.  OF  VARIATION  =  3.7% 
NUMBER  OF  SUBJECTS  =  1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

30.78 

1ST 

12.12 

32.29 

1ST 

12.71 

31.08 

2ND 

12.24 

32.66 

2ND 

12.86 

31.28 

3RD 

12.31 

32.89 

3RD 

12.95 

31.56 

5TH 

12.42 

33.20 

5TH 

13.07 

32.00 

10TH 

12.60 

33.68 

10TH 

13.26 

32.30 

15TH 

12.72 

34.00 

15TH 

13.39 

32.54 

20TH 

12.81 

34.26 

20TH 

13.49 

32.76 

25TH 

12.90 

34.47 

25TH 

13.57 

32.95 

30TH 

12.97 

34.66 

30TH 

13.65 

33.12 

35TH 

13.04 

34.84 

35TH 

13.72 

33.29 

40TH 

13.11 

35.01 

40TH 

13.78 

33.45 

45TH 

13.17 

35.17 

45TH 

13.85 

33.61 

50TH 

13.23 

35.33 

50TH 

13.91 

33.77 

55TH 

13.30 

35.49 

55TH 

13.97 

33.94 

60TH 

13.36 

35.65 

60TH 

14.03 

34.11 

65TH 

13.43 

35.81 

65TH 

14,10 

34.29 

70TH 

13.50 

35,99 

70TH 

14.17 

34.48 

75TH 

13.58 

36.18 

75TH 

14.24 

34.70 

80TH 

13.66 

36.40 

80TH 

14,33 

34.96 

85TH 

13.76 

36,65 

8STH 

14.43 

35.30 

90TH 

13.90 

36.97 

90TH 

14.56 

35.81 

95TH 

14.10 

37.47 

95TH 

14.75 

36.16 

97TH 

14.24 

37.81 

97TH 

14.88 

36.43 

98TH 

14.34 

38.06 

98TH 

14.98 

36.87 

99TH 

14.51 

38.48 

99TH 

15.15 
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(17)  BITRAGION  CRINION  ARC 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

30.75 

MEAN  VALUE 

12.11 

32.64 

MEAN  VALUE 

12.85 

.02 

SE (MEAN) 

.01 

.03 

SE(MEAN) 

.01 

1,07 

STD  DEVIATION 

.42 

1.16 

STD  DEVIATION 

.46 

.02 

SE ( STD  DEV) 

.01 

.02 

SE ( STD  DEV) 

.01 

34.70 

MAXIMUM 

13.66 

37.00 

MAXIMUM 

14.57 

26.70 

MINIMUM 

10.51 

29.30 

MINIMUM 

11.54 

SYMMETRY- 

— VETA  I  = 

.08 

SYMMETRY- 

—VETA  I  = 

.17 

XURTOSIS- 

— VETA  II  = 

3.20 

KURTOSIS- 

— VETA  II  = 

3.01 

COEF.  OF 

VARIATION  = 

3.5% 

COEF.  OF 

VARIATION  = 

3.6% 

NUMBER  OF 

SUBJECTS  ^ 

2208 

NUMBER  OF 

SUBJECTS  = 

1749 

*rKE 

e  ku  c. «  T  i  L  &  S 

fmm 

±ri£i 

nrinrirntfriTT  wn 
Vi  X 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

28.24 

1ST 

11.12 

30.07 

1ST 

11.84 

28.56 

2ND 

11.24 

30.34 

2ND 

11.95 

28.75 

3RD 

11.32 

30.52 

3RD 

12.02 

29.01 

5TH 

11.42 

30.77 

5TH 

12.11 

29.40 

10TH 

11.58 

31.16 

10TH 

12.27 

29.66 

15TH 

11.68 

31.43 

15TH 

12.37 

29.86 

20TH 

11.76 

31.65 

20TH 

12.46 

30.03 

25TH 

11.82 

31.83 

25TH 

12.53 

30,19 

30TH 

11.89 

32.00 

30TH 

12.60 

30.33 

35TH 

11.94 

32.16 

35TH 

12.66 

30.47 

40TH 

12.00 

32.31 

40TH 

12.72 

30.60 

45TH 

12.05 

32.46 

45TH 

12.78 

30.73 

50TH 

12.10 

32.60 

50TH 

12,84 

30.87 

55TH 

12.15 

32.75 

55TH 

12.89 

31.00 

60TH 

12.20 

32.90 

60TH 

12.95 

31.14 

65TH 

12.26 

33.06 

65TH 

13.01 

31.29 

70TH 

12.32 

33.22 

70TH 

13.08 

31,45 

75TH 

12.30 

33.40 

75TH 

3  3.15 

31.64 

80TH 

12.45 

33.60 

80TH 

13.23 

31.85 

85TH 

12.54 

33.84 

85TH 

13.32 

32.13 

90TH 

12,65 

34.15 

90TH 

33.44 

32.55 

95TH 

12.82 

34.61 

95TH 

13.63 

32.83 

9  7  TH 

12.93 

34.92 

97TH 

13.75 

33.04 

98TH 

13,03 

35.15 

98TH 

13.84 

33  „  38 

99TH 

13.. U 

35.52 

99TH 

13.99 
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(18)  BITRAGION  FRONTAL  ARC 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

inched 

28.79 

MEAN  VALUE 

11.33 

30.43 

MEAN  VALUE 

11.98 

.02 

SE  (MEAN) 

.01 

.03 

SE (MEAN) 

.01 

.99 

STD  DEVIATION 

.39 

1.06 

STD  DEVIATION 

.42 

.01 

SE ( STD  DEV) 

.01 

.02 

SE ( STD  DEV) 

.01 

32,00 

MAXIMUM 

12.60 

34.80 

MAXIMUM 

13.70 

25.00 

MINIMUM 

9.84 

27.10 

MINIMUM 

10.67 

SYMMETRY- 

— VETA  I  = 

.06 

SYMMETRY- 

—VETA  I  = 

.18 

KURTOSIS- 

— VETA  II  - 

3.22 

KURTOSIS- 

—VETA  II  = 

3.00 

COEF.  OF 

VARIATION  = 

3.4% 

COEF.  OF 

VARIATION  = 

3.5% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE  PERCENTILES  THE  PERCENTILES 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

26.45 

1ST 

10.41 

28.18 

1ST 

11.09 

26.74 

2ND 

10.53 

28.38 

2ND 

11.17 

26.93 

3RD 

10.60 

28.52 

3RD 

11.23 

27.17 

5TH 

10.70 

28.73 

5TH 

11.31 

27.54 

10TH 

10.84 

29.07 

10TH 

11.45 

27.78 

15TH 

10.94 

29.31 

15TH 

11.54 

27.97 

20TH 

11.01 

29.51 

20TH 

11.62 

28.13 

25TH 

11.08 

29.69 

25TH 

11.69 

28.28 

30TH 

11.13 

29.85 

30TH 

11.75 

28.41 

35TH 

11.18 

29.99 

35TH 

11.81 

28.54 

40TH 

11.23 

30.14 

40TH 

11.86 

28.66 

45TH 

11.28 

30.27 

45TH 

11.92 

28.78 

50TH 

11.33 

30.41 

50TH 

11.97 

28.90 

55TH 

11.38 

30.55 

55TH 

12.03 

29.02 

60TH 

11.43 

30.69 

60TH 

12.08 

29.15 

65TH 

11.48 

30.83 

65TH 

12.14 

29.29 

70TH 

11.53 

30.98 

70TH 

12.20 

29.43 

75TH 

11.59 

31.15 

75TH 

12.26 

29.60 

80TH 

11.65 

31.34 

80TH 

12.34 

29.80 

85TH 

11.73 

31.55 

85TH 

12.42 

30.06 

90TH 

11.83 

31.82 

90TH 

12.53 

30.45 

95TH 

11.99 

32.23 

95TH 

12.69 

30.72 

97TH 

12.09 

32.50 

97TH 

12.79 

30.92 

98TH 

12.17 

32.69 

98TH 

12.87 

31.25 

99TH 

12.30 

33.01 

99TH 

13.00 
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(19)  B1 TRAGI ON  SUBMANDIBULAR  ARC 


FEMALE 

CENTI'lETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

27. 61 

MEAN  VALUE 

10. B7 

30.42 

MEAN  VALUE 

11.98 

*  03 

SE(MEAN) 

.01 

.03 

SE (MEAN) 

,01 

1.28 

STD  DEVIATION 

.50 

1.45 

STD  DEVIATION 

.57 

.02 

SE ( STD  DEV) 

.01 

.  02 

SE (STD  DEV) 

,01 

32.90 

MAXIMUM 

12.95 

37.30 

MAXIMUM 

14.69 

23.50 

MINIMUM 

9.25 

26.10 

MINIMUM 

10.28 

SYMMETRY - -VETA  I  = 

KURTOSIS - VETA  II  = 

C.OEF.  OF  VARIATION  - 
NUMBER  OF  SUBJECTS  = 

,17 

3.14 

4.6% 

2208 

SYMMETRY — -VETA  I  = 

KURTOSIS - VETA  II  - 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.21 

3.24 

4.8% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

24.78 

1ST 

9.75 

27.15 

1ST 

10.69 

25.08 

2ND 

9.87 

27.54 

2ND 

10.84 

25.28 

3RD 

9.95 

27.78 

3RD 

10.94 

25.55 

5TH 

10.06 

28.11 

5TH 

11.07 

25.99 

10TH 

10.23 

28.60 

10TH 

11.26 

26.28 

15TH 

10.35 

28.94 

15TH 

11.39 

26.52 

2GTH 

10.44 

29.20 

20TH 

11.50 

26,73 

25TH 

10.52 

29.43 

25TH 

11.59 

26.92 

30TH 

10.60 

29.64 

30TH 

11.67 

27.09 

35TH 

10.66 

29.83 

35TH 

11.74 

27.25 

40TH 

10.73 

30.02 

40TH 

11.82 

27.41 

45TH 

10.79 

30.20 

45TH 

11.89 

27.57 

50TH 

10.86 

30.38 

50TH 

11.96 

27.73 

55TH 

10.92 

30.56 

55TH 

12.03 

27.89 

60TH 

10.93 

30.74 

60TH 

12.10 

28.06 

65TH 

11.05 

30.94 

65TH 

12.18 

28.24 

70TH 

11.12 

31,15 

70TH 

12.26 

28.44 

75TH 

11.20 

31.37 

75TH 

12.35 

28.66 

BOTH 

11.28 

31.63 

80TH 

12.45 

28.91 

85TH 

11.38 

31.93 

C5TH 

12.57 

29.24 

90TH 

11.51 

32.32 

90TH 

12.72 

29.74 

95TH 

11.71 

32,90 

95TH 

12.95 

30.07 

97TH 

11.84 

33.28 

97TH 

13.10 

30  c  32 

98TH 

11.94 

33.56 

98TH 

13.21 

30.73 

99TH 

12.10 

34.01 

99TH 

13.39 

(20)  BITRAGION  SUBNASALE  ARC 


FEMALE 


CENTIMETERS  INCHES 


27.62 

MEAN  VALUE 

10.87 

.02 

SE(MEAN) 

.01 

1.17 

STD  DEVIATION 

.46 

.02 

SE ( STD  DEV) 

.01 

31.50 

MAXIMUM 

12.40 

24.20 

MINIMUM 

9.53 

MALE 

CENTIMETERS  INCHES 

29.20  MEAN  VALUE  11.50 
.03  SE(MEAN)  .01 

1.11  STD  DEVIATION  .44 
.02  SE ( STD  DEV)  .01 
32.80  MAXIMUM  12.91 

25.50  MINIMUM  10.04 


SYMMETRY - VETA  I 

KURTOSIS - VETA  II 

COEF.  OF  VARIATION 
NUMBER  OF  SUBJECTS 

— 

.  18 

2.84 

4.2% 

2208 

SYMMETRY - VETA  I 

KURTOSIS - VETA  II 

COEF.  OF  VARIATION 
NUMBER  OF  SUBJECTS 

«  .08 
=  3.07 

=  3.8% 

-  1774 

THE 

PERCENTILES 

rriK 

feRceNtileS 

CENTIMETERS 

2 

[NCHES 

CENTIMETERS 

INCHES 

25.11 

1ST 

9.83 

26.72 

1ST 

10.52 

25.38 

2ND 

9.99 

26.97 

2ND 

10.62 

25.55 

3RD 

10.06 

27.15 

3RD 

10.69 

25.78 

5TH 

10.15 

27.39 

5TH 

10.78 

26.14 

10TH 

10.29 

27.78 

10TH 

10.94 

26.39 

15TH 

10.39 

28.04 

15TH 

11.04 

26.60 

20TH 

10.47 

28.26 

20TH 

11.13 

26.78 

25TH 

10.54 

28.44 

25TH 

11.20 

26.95 

30TH 

10.61 

28.61 

30TK 

11.26 

27.11 

35TH 

10.67 

28,77 

35TH 

11.33 

27.26 

40TH 

10.73 

28.91 

4CTH 

11.38 

27.41 

45TH 

10.79 

29.05 

45TH 

11.44 

27.57 

50TH 

10.85 

29.19 

50TH 

11.49 

27.72 

55TH 

10.91 

29.33 

55TH 

11.55 

27.88 

60TH 

10.98 

29.47 

60TH 

11.60 

28.05 

65TH 

11.04 

29  .  62 

65TH 

11.66 

28.22 

70TH 

11.11 

29.77 

70TH 

11.72 

28.42 

75TH 

11.19 

29.94 

75TH 

11.79 

28.63 

80TH 

11.27 

30.13 

80TH 

11.86 

28.88 

85TH 

11.37 

30.35 

8  5TH 

11.95 

29.20 

90TH 

11.49 

30.63 

90TH 

12.06 

29.64 

95TH 

11.67 

31.06 

95TH 

12.23 

29.91 

97TH 

11.78 

31.34 

97TH 

12.34 

30.10 

98TH 

11.85 

31.56 

98TH 

12.43 

30.36 

99TH 

11.95 

31.92 

99TH 

12.57 
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(21)  BIZYGOMATIC  BREADTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

13.13 

MEAN  VALUE 

5.17 

14.05 

MEAN  VALUE 

5.53 

.01 

SE(MEAN) 

.00 

.01 

SE (MEAN) 

.01 

.50 

STD  DEVIATION 

.20 

.56 

STD  DEVIATION 

.22 

.01 

SE ( STD  DEV) 

.00 

.01 

SE(STD  DEV) 

.00 

15.00 

MAXIMUM 

5.91 

16.10 

MAXIMUM 

6.34 

11.70 

MINIMUM 

4.61 

11.80 

MINIMUM 

4.65 

SYMMETRY- 

— VETA  I  = 

.26 

SYMMETRY- 

— VETA  I  = 

.18 

KURTOSIS- 

— VETA  II  - 

3.24 

KURTOSIS- 

— VETA  II  - 

3.15 

COEF.  OF 

VARIATION  = 

3.8% 

COEF.  OF 

VARIATION  * 

4.0% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

12.08 

1ST 

4.75 

12.79 

1ST 

5.03 

12.17 

2ND 

4.79 

12.95 

2ND 

5.10 

12.23 

3RD 

4.82 

13.04 

3RD 

5.14 

12.33 

5TH 

4.85 

13.17 

5TH 

5.19 

12.49 

10TH 

4.92 

13.36 

10TH 

5.26 

12.61 

15TH 

4.96 

13.48 

15TH 

5.31 

12.70 

20TH 

5.00 

13.58 

20TH 

5.35 

12.78 

25TH 

5.03 

13.66 

25TH 

5.38 

12.86 

30TH 

5.06 

13.74 

30TH 

5.41 

12.92 

35TH 

5.09 

13.81 

35TH 

5.44 

12.99 

40TH 

5.11 

13.88 

40TH 

5.47 

13.05 

45TH 

5.14 

13.95 

45TH 

5.49 

13.11 

50TH 

5.16 

14.02 

50TH 

5.52 

13.18 

55TH 

5.19 

14.09 

55TH 

5.55 

13.24 

60TH 

5.21 

14.16 

60TH 

5.58 

13.31 

65TH 

5.24 

14.24 

65TH 

5.61 

13.38 

70TH 

5.27 

14.32 

70TH 

5.64 

13.45 

75TH 

5.30 

14.41 

75TH 

5.67 

13.54 

80TH 

5.33 

14.51 

80TH 

5.71 

13.64 

85TH 

5.37 

14.63 

85TH 

5.76 

13.77 

90TH 

5.42 

14.78 

90TH 

5.82 

13.98 

95TH 

5.50 

15.01 

95TH 

5.91 

14.12 

97TH 

5.56 

15.15 

97TH 

5.97 

14.24 

98TH 

5.61 

15.26 

98TH 

6.01 

14.43 

99TH 

5.6b 

15.42 

99TH 

6.07 
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(22)  BUSTPOINT/THELION-BUSTPOINT/THELION  BREADTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

18.48 

MEAN  VALUE 

7.28 

21.59 

MEAN  VALUE 

8.50 

.03 

SE (MEAN) 

.01 

,04 

SE (MEAN) 

.02 

1.62 

STD  DEVIATION 

.64 

1.89 

STD  DEVIATION 

.  74 

.02 

SE (STD  DEV) 

.01 

.03 

SE ( STD  DEV) 

.01 

24.10 

MAXIMUM 

9.49 

28.50 

MAXIMUM 

11.22 

12.80 

MINIMUM 

5.04 

16.50 

MINIMUM 

6.50 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.11 

3.05 

8.8% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  - 
NUMBER  OF  SUBJECTS  = 

.20 

3.05 

8.8% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

14.88 

1ST 

5.86 

17.39 

1ST 

6.85 

15.25 

2ND 

6.01 

17.83 

2ND 

7.02 

15.50 

3RD 

6.10 

18.13 

3RD 

7.14 

15.85 

5TH 

6.24 

18.54 

5TH 

7.30 

16.41 

10TH 

6.46 

19.18 

10TH 

7.55 

16.80 

15TH 

6.61 

19.63 

15TH 

7.73 

17.11 

20TH 

6.74 

19.98 

20TH 

7.87 

17.38 

25TH 

6.84 

20.29 

25TH 

7.S9 

17.62 

30TH 

6.94 

20.37 

30TH 

8.10 

17.84 

35TH 

7.02 

20.82 

35TH 

8.20 

18.05 

40TH 

7.11 

21.07 

40TH 

8.29 

18.26 

45TH 

7.19 

21.30 

45TH 

8.39 

18.46 

50TH 

7.27 

21.54 

50TH 

8.48 

18.66 

55TH 

7.35 

21.77 

55TH 

8.57 

18.87 

60TH 

7.43 

22.01 

60TH 

8.67 

19.08 

65TH 

7.51 

22.26 

65TH 

8.76 

19.31 

70TH 

7.60 

22.52 

70TH 

8.87 

19.55 

75TH 

7.70 

22.81 

75TH 

8.98 

19.83 

80TH 

7.81 

23.14 

80TH 

9.11 

20.15 

85TII 

7.93 

23.53 

85TH 

9.26 

20.55 

90TH 

8.09 

24.03 

90TH 

9.46 

21.18 

95TH 

8.34 

24.82 

95TH 

9.77 

21.59 

97TH 

8.50 

25.36 

97TH 

9.99 

21.91 

98TH 

8.63 

25.79 

98TH 

10.15 

22.43 

9STH 

8.83 

26.49 

99TH 

10.43 
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FEMALE 


MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

96  *  69 

MEAN  VALUE 

38.07 

98.37 

MEAN  VALUE 

38.73 

.13 

SE(MEAN) 

.05 

.15 

SE (MEAN) 

.06 

6.02 

STD  DEVIATION 

2.37 

6.22 

STD  DEVIATION 

2.45 

.09 

SE ( STD  DEV) 

.04 

.10 

SE ( STD  DEV) 

.04 

118.90 

MAXIMUM 

46.81 

123.90 

MAXIMUM 

48.78 

78.70 

MINIMUM 

30.98 

80.50 

MINIMUM 

31.69 

SYMMETRY- 

— VETA  I  = 

.28 

SYMMETRY- 

—VETA  I  = 

.23 

KURTOSIS- 

— VETA  II  = 

3.08 

KURTOSIS- 

—VETA  II  = 

3.10 

COEF.  OF 

VARIATION  = 

6.2% 

COEF .  OF 

VARIATION  - 

6.3% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

'  THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

84.14 

1ST 

33.13 

84.76 

1ST 

33.37 

85.25 

2ND 

33.56 

86.34 

2ND 

33.99 

86.04 

3RD 

33.87 

87.31 

3RD 

34.38 

87.18 

5TH 

34.32 

88.63 

5TH 

34.89 

89.09 

10TH 

35.08 

90.64 

10TH 

35.69 

90.45 

15TH 

35.61 

92.02 

15TH 

36.23 

91.55 

20TH 

36.04 

93.12 

20TH 

36.66 

92.51 

25TH 

36.42 

94.08 

25TH 

37.04 

93.38 

BOTH 

36.77 

94.96 

30TH 

37.38 

94.20 

35TH 

37.08 

95.78 

35TH 

37.71 

94.97 

40TH 

37.39 

96.57 

40TH 

38.02 

95.72 

45TH 

37.69 

97.34 

45TH 

38.32 

96.47 

50TH 

37.98 

98.12 

50TH 

38.63 

97.23 

55TH 

38.28 

98.91 

55TH 

38.94 

97.99 

60TH 

38.58 

99.71 

60TH 

39.26 

98.79 

65TH 

38.89 

100.56 

65TH 

39.59 

99.63 

70TH 

39.23 

101.46 

70TH 

39.94 

100.56 

75TH 

39.59 

102.45 

75TH 

40.33 

101.61 

80TH 

40.00 

103.56 

80TH 

40.77 

102.85 

85TH 

40.49 

104.87 

85TH 

41.29 

104.47 

90TH 

41.13 

106.54 

90TH 

41.95 

107.00 

95TH 

42.13 

109.03 

95TH 

42.92 

108.76 

97TH 

42.82 

110.63 

97TH 

43.55 

110.13 

98TH 

43.36 

111.79 

98TH 

44.01 

112.45 

99TH 

44.27 

113.57 

99TH 

44.71 
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(24)  BUTTOCK  DEPTH 


FEMALE 


CENTIMETERS  INCHES 


22.71 

MEAN  VALUE 

8.94 

.04 

se(mean; 

.02 

2.10 

STD  DEVIATION 

.83 

.03 

SE ( STD  DEV) 

.01 

33.40 

MAXIMUM 

13.15 

16.90 

MINIMUM 

6,65 

SYMMETRY- 

— VETA  I  « 

.62 

KURTOSIS- 

— VETA  II  = 

3.99 

COEF.  OF 

VARIATION  = 

9.2% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

18.52 

1ST 

7.29 

18.93 

2ND 

7.45 

19.21 

3RD 

7.56 

19.59 

5TH 

7.71 

20.21 

10TH 

7.96 

20.64 

15TH 

8.13 

20.99 

20TH 

8.26 

21.29 

25TH 

8.38 

21.56 

30TH 

8.49 

21.81 

35TH 

8.59 

22.05 

40TH 

8.68 

22.29 

45TH 

8.78 

22.53 

50TH 

8.87 

22.77 

55TH 

8.97 

23.03 

60TH 

9.07 

23.29 

65TH 

9.17 

23.58 

70TH 

9.28 

23.91 

75TH 

9.41 

24.29 

80TH 

9.56 

24.75 

85TH 

9.74 

25 , 39 

90TH 

10.00 

26.45 

95TH 

10.41 

27.24 

97TH 

10.72 

27.87 

98TH 

10.97 

28.98 

99TH 

11.41 

MALE 

CENTIMETERS 

INCHES 

24.86 

MEAN  VALUE 

9.79 

.05 

SE(MEAN) 

.02 

2.07 

STD  DEVIATION 

.82 

.03 

SE ( STD  DEV) 

.01 

35.60 

MAXIMUM 

14.02 

19.30 

MINIMUM 

7.60 

SYMMETRY - VETA  I  « 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.32 

3.35 

8.3% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

20.43 

1ST 

8.04 

20.90 

2ND 

8.23 

21.20 

3RD 

8.35 

21.62 

5TH 

8.51 

22.27 

10TH 

8.77 

22.72 

15TH 

8.95 

23.09 

20TH 

9.09 

23.41 

25TH 

9.22 

23.71 

30TH 

9.33 

23-98 

35TH 

9.44 

24.25 

40TH 

9.55 

24.51 

45TH 

9.65 

24.77 

50TH 

9.75 

25.04 

55TH 

9.86 

25.31 

60TH 

9.96 

25.59 

65TH 

10. OR 

25.90 

70TH 

10.20 

26.23 

75TH 

10.33 

26.61 

80TH 

10.48 

27.05 

85TH 

10.65 

27.61 

90TH 

10.87 

28.43 

95TH 

11.19 

28.97 

97TH 

11.40 

29.36 

98TH 

11.56 

29.95 

99TH 

11.79 
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(25)  BUTTOCK  HEIGHT 


FEMALE 

CENTIMETERS 

INCHES 

83.83 

MEAN  VALUE 

33.01 

.10 

SE (MEAN) 

.04 

4.52 

STD  DEVIATION 

1.78 

.07 

SE ( STD  DEV) 

.03 

102.20 

MAXIMUM 

40.24 

65.30 

MINIMUM 

25.71 

SYMMETRY- 

—VETA  I  = 

.20 

KURTOSIS- 

— VETA  II  = 

3.24 

COEF.  OF 

VARIATION  » 

5.4% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

73.89 

1ST 

29.09 

75.02 

2ND 

29.53 

75.73 

3RD 

29.81 

76.69 

5TH 

30.19 

78,18 

10TH 

30.78 

79.20 

15TH 

31.18 

80.01 

20TH 

31.50 

80.72 

25TH 

31.78 

81.36 

30TH 

32.03 

81.96 

35TH 

32.27 

82  o  54 

40TH 

32.50 

83.10 

45TH 

32.72 

83.66 

50TH 

32.94 

84.23 

55TH 

33.16 

84.81 

60TH 

33.39 

85.42 

65TH 

33.63 

86.07 

70TH 

33.88 

86.77 

75TH 

34.16 

87.57 

80TH 

34.48 

88.51 

85TH 

34.85 

89.71 

90TH 

35.32 

91.50 

95TH 

36.02 

92.67 

97TH 

36.48 

93.53 

98TH 

36.82 

94.86 

99TH 

37.35 

KALE 


CENTIMETERS 

INCHES 

88.74 

MEAN  VALUE 

34.94 

.11 

SE(MEAN) 

.04 

4.71 

STD  DEVIATION 

1.85 

.08 

SE(STD  DEV) 

.03 

111.40 

MAXIMUM 

43.86 

71.50 

MINIMUM 

28.15 

SYMMETRY- 

— VETA  I  = 

.31 

KURTOSIS- 

—VETA  II  * 

3.46 

COEF.  OF 

VARIATION  a 

5.3% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE  PERCENTILES 


CENTIMETERS 

INCHES 

78.43 

1ST 

30.88 

79.71 

2ND 

31.38 

80.48 

3RD 

31.68 

81.48 

5TH 

32.08 

82.98 

I0TH 

32.67 

83.99 

15™ 

33.07 

84.79 

20TH 

33.38 

85.49 

25TH 

33.66 

86.13 

30TH 

33.91 

86.74 

35TH 

34.15 

87.32 

40TH 

34.38 

87.89 

45TH 

34.60 

88.47 

50TH 

34.83 

89.06 

55TH 

35.06 

89.66 

60TH 

35 . 30 

90.30 

65TH 

35.55 

90.99 

70TH 

35.82 

91.75 

75TH 

36.12 

92.61 

80TH 

36.46 

93.62 

85TH 

36.86 

94.93 

90TH 

37.37 

96  c  89 

95TH 

38.14 

98.15 

97TH 

38.64 

99.06 

98TH 

39.00 

100.46 

99TH 

39.55 
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(26)  BUTTOCK-KNEE  LENGTH 


FEMALE 


CENTIMETERS  INCHES 


58 , 89 

MEAN  VALUE 

23.19 

*  06 

SE(MEAN) 

.02 

2.96 

STD  DEVIATION 

1.17 

.04 

SE ( STD  DEV) 

.02 

69.10 

MAXIMUM 

27.20 

49.10 

MINIMUM 

19.33 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  » 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  * 

.15 

2.99 

5.0% 

2208 

THE 

•nwnnn»tm-.r  nr* 

x  j,  iJjno 

CENTIMETERS 

INCHES 

52.18 

1ST 

20.54 

53.03 

2ND 

20.88 

53.54 

3RD 

21.08 

54.21 

5TH 

21.34 

55.20 

10TH 

21.73 

55.87 

15TH 

22.00 

56.39 

20TH 

22.20 

56.85 

25TH 

22.38 

57.27 

30TH 

22.55 

57.66 

35TH 

22.70 

58.04 

40TH 

22.85 

58.41 

45TH 

23.00 

58.78 

50TH 

23.14 

59.15 

55TH 

23.29 

59.54 

60TH 

23.44 

59.95 

65TH 

23.60 

60.38 

70TH 

23.77 

60.85 

75TH 

23.96 

61.39 

80TH 

24.17 

62.01 

85TH 

24.41 

62.81 

90TH 

24.73 

63.98 

95TH 

25.19 

64.72 

97TH 

25.48 

65.24 

98TH 

25.69 

66.02 

99TH 

25.99 

MALE 


CENTIMETERS  INCHES 


61.64 

MEAN  VALUE 

24.27 

.07 

SE(MEAN) 

.03 

2.99 

STD  DEVIATION 

1.18 

.05 

SE ( STD  DEV) 

.02 

72.30 

MAXIMUM 

28.46 

50.60 

MINIMUM 

19.92 

SYMMETRY- 

—VETA  I  * 

.14 

KURTOSIS- 

— VETA  II  « 

2.97 

COEF.  OF 

VARIATION  = 

4.8% 

NUMBER  OF 

SUBJECTS  * 

1774 

tHe 

PERCENTILES 

CENTIMETERS 

INCHES 

55.07 

1ST 

21.68 

55.81 

2ND 

21.97 

56.28 

3RD 

22.16 

56.90 

5TH 

22.40 

57.87 

10TH 

22.78 

58.54 

15TH 

23.05 

59.08 

20TH 

23.26 

59.55 

25TH 

23.45 

59.98 

30TH 

23.62 

60.39 

35TH 

23.77 

60.78 

40TH 

23.93 

61.16 

45TH 

24.08 

61.54 

50TH 

24.23 

61.93 

55TH 

24.38 

62.32 

60TH 

24.54 

62.73 

65TH 

24.70 

63.17 

7CTH 

24.87 

63.65 

75TH 

25.06 

64.19 

80TH 

25.27 

64.81 

85TH 

25.52 

65.60 

90TH 

25.83 

66.74 

95TH 

26.28 

67.45 

97TH 

26.56 

67.95 

98TK 

26.75 

68.69 

99TH 

27.04 
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(27)  BUTTOCK-POPLITEAL  LENGTH 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

48.17 

MEAN  VALUE 

18.96 

50.04 

MEAN  VALUE 

19.70 

.06 

SE (MEAN) 

.02 

.06 

SE (MEAN) 

.02 

2.66 

STD  DEVIATION 

1.05 

2.66 

STD  DEVIATION 

1.05 

.04 

SE ( STD  DEV) 

.02 

,  04 

SE ( STD  DEV) 

.02 

57.80 

MAXIMUM 

22.76 

59,70 

MAXIMUM 

23.50 

39.40 

MINIMUM 

15.51 

40.10 

MINIMUM 

15.79 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.14 

2.96 

5.5% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.10 

3,07 

5.3% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

42.10 

1ST 

16.57 

44.13 

1ST 

17.37 

42.91 

2ND 

16.89 

44.81 

2ND 

17.64 

43.39 

3RD 

17.08 

45.24 

3RD 

17.81 

44.00 

5TH 

17.32 

45.81 

5TH 

18.04 

44.89 

10TH 

17.67 

46.70 

10TH 

18.39 

45.47 

15TH 

17.90 

47.30 

15TH 

18.62 

45.93 

20TH 

18.08 

47.79 

20TH 

18.81 

46.34 

25TH 

18.24 

48.21 

25TH 

18.98 

46.71 

30TH 

18.39 

48.59 

30TH 

19.13 

47.05 

35TH 

18.52 

48.95 

35TH 

19.27 

47.39 

40TH 

18.66 

49.29 

40TH 

19.41 

47.72 

45TH 

18.79 

49.63 

45TH 

19.54 

48.05 

50TH 

18.92 

49.96 

50TH 

19.67 

48.39 

55TH 

19.05 

50.30 

55TH 

19.80 

48.73 

60TH 

19.19 

50.65 

60TH 

19.94 

49.10 

65TH 

19.33 

51.01 

65TH 

20.08 

49.49 

70TH 

19,49 

51.39 

70TH 

20.23 

49.93 

75TH 

19.66 

51.81 

75TH 

20.40 

50.42 

80TH 

19.85 

52.28 

80TH 

20.58 

50.99 

85TH 

20.07 

52.83 

85TH 

20.80 

51.72 

90TI; 

20.36 

53.53 

90TH 

21.07 

52.77 

95TH 

20.78 

54.55 

95TH 

21.48 

53.43 

97TH 

21.03 

55.21 

97TH 

21.74 

53.88 

98TH 

21.21 

55.68 

98TH 

21.92 

54.54 

99TH 

21.47 

56.40 

99TH 

22.21 
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(28)  CALF  CIRCUMFERENCE 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

35.24 

MEAN  VALUE 

13.87 

37.81 

MEAN  VALUE 

14.88 

.05 

SE (MEAN) 

.02 

.06 

SE (MEAN) 

.02 

2.32 

STD  DEVIATION 

.91 

2.54 

STD  DEVIATION 

1.00 

.03 

SE ( STD  DEV) 

.01 

.04 

SE ( STD  DEV) 

.02 

45.90 

MAXIMUM 

18.07 

47.00 

MAXIMUM 

18.50 

28.50 

MINIMUM 

11.22 

30.40 

MINIMUM 

11.97 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.19 

3.26 

6.6% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  * 

.10 

2.96 

6.7% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

30.12 

1ST 

11.86 

32.13 

1ST 

12.65 

30.62 

2ND 

12.05 

32.71 

2ND 

12.88 

30.97 

3RD 

12.19 

33.10 

3RD 

13.03 

31.46 

5TH 

12.39 

33.64 

5TH 

13.25 

32.27 

10TH 

12.70 

34.52 

10TH 

13.59 

32,.  83 

15TH 

12.92 

35.13 

15TH 

13.83 

33.28 

20TH 

13.10 

35.62 

20TH 

14.03 

33.67 

25TH 

13.25 

36.05 

25TH 

14.19 

34.02 

30TH 

13.39 

36.43 

30TH 

14.34 

34.34 

35TH 

13.52 

36.79 

35TH 

14.48 

34.64 

40TH 

13.64 

37.13 

40TH 

14.62 

34.93 

45TH 

13.75 

37.46 

45TH 

14.75 

35.22 

50TH 

13.87 

37.78 

50TH 

14.87 

35.51 

55TH 

13.98 

38.11 

55TH 

15.00 

35.80 

60TH 

14.10 

38.43 

60TH 

15.13 

36.10 

65TH 

14.21 

38.77 

65TH 

15.26 

36.42 

70TH 

14.34 

39.13 

70TH 

15.41 

36.77 

75TH 

14.47 

39.52 

75TH 

15.56 

37.15 

80TH 

14.63 

39.95 

80TH 

15.73 

37.60 

85TH 

14.80 

40.46 

85TH 

15.93 

38.19 

90TH 

15.03 

41.10 

90TH 

16.18 

39.09 

95TH 

15.39 

42.07 

95TH 

16.56 

39.72 

97TH 

15,64 

42.71 

97TH 

16.82 

40.21 

98TH 

15.83 

43.19 

9  8TH 

17.01 

41.03 

99TH 

16.15 

43.97 

99TH 

17.31 
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(29)  CALF  HEIGHT 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

31.61 

MEAN  VALUE 

12.45 

35.34 

MEAN  VALUE 

13.91 

.05 

SE(MEAN) 

.02 

.06 

SE ( MEAN ) 

.02 

2.40 

STD  DEVIATION 

,94 

2.37 

STD  DEVIATION 

.93 

.04 

SE ( STD  DEV) 

.01 

.04 

SE ( STD  DEV) 

.02 

41.30 

MAXIMUM 

16.26 

44.20 

MAXIMUM 

17.40 

23.60 

MINIMUM 

9.29 

27.10 

MINIMUM 

10.67 

SYMMETRY - VETA  I  =  .26 

KURTOSIS - VETA  II  =  3.19 

COEF.  OF  VARIATION  =  7.6% 

NUMBER  OF  SUBJECTS  =  2208 

SYMMETRY- — VETA  I  = 

KURTOSIS - VETA  II  « 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  ^ 

.19 

3.09 

6.7% 

1774 

THn 

PERCENTILES 

THE 

FuRCENrlLisS 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

26.48 

1ST 

10.42 

30.24 

1ST 

11.91 

26.99 

2ND 

10.63 

30.75 

2ND 

12.11 

27.33 

3RD 

10.76 

31.09 

3RD 

12.24 

27.82 

5TH 

10.95 

31.57 

5TH 

12.43 

28.60 

10TH 

11.26 

32.33 

10TH 

12.73 

29.15 

15TH 

11.47 

32.87 

15TH 

12.94 

29.58 

20TH 

11,65 

33.31 

20TH 

13,11 

29.97 

25TH 

11.80 

33.69 

25TH 

13.26 

30.31 

30TH 

11.93 

34.03 

30TH 

13.40 

30.63 

35TH 

12.06 

34.36 

35TH 

13.53 

30.94 

40TH 

12.18 

34.67 

40TH 

13.65 

31.24 

45TH 

12.30 

34.97 

45TH 

13.77 

31.54 

50TH 

12.42 

35.27 

50TH 

13.89 

31.83 

55TH 

12.53 

35.58 

55TH 

14.01 

32.14 

60TH 

12.65 

35.89 

60TH 

14.13 

32.46 

65TH 

12.78 

36.21 

65TH 

14.26 

32.79 

70TH 

12.91 

36.55 

70TH 

14.39 

33.16 

75TH 

13.06 

36.93 

75TH 

14.54 

33.58 

80TH 

13.22 

37.35 

80TH 

14.70 

34.07 

85TH 

13.41 

37.83 

85TH 

14.90 

34.71 

90TH 

13.67 

38.46 

90TH 

15.14 

35.71 

95TH 

14.06 

39.39 

95TH 

15.51 

36.40 

97TH 

14,33 

40.00 

97TH 

15.75 

36.92 

98TH 

14.54 

40.45 

98TH 

15.92 

37.80 

99TH 

14.88 

41.16 

99TH 

16.20 
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(30)  CERVICALE  HEIGHT 

N  *'  ' 

FEMALE 

MALE 

( 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

140.80 

MEAN  VALUE 

55.43 

151.94  MEAN  VALUE 

59.82 

.13 

SE (MEAN) 

.05 

.15 

SE(MEAN) 

.06 

V.‘ 

5.92 

STD  DEVIATION 

2.33 

6.27  STD  DEVIATION 

2.47 

■ 

.OS 

SE ( STD  DEV) 

.04 

.11 

SE ( STD  DEV) 

.04 

164.30 

MAXIMUM 

64.69 

177.60 

MAXIMUM 

69.92 

121.20 

MINIMUM 

47.72 

126.70 

MINIMUM 

49.88 

- 

SYMMETRY- — VET  A  I  = 

.14 

SYMMETRY 

—VETA  I  = 

.08 

/.  ■; 

KURTOSIS - VETA  II  = 

3.02 

KURTOSIS 

- VETA  II  = 

3.16 

COEF.  OF  VARIATION  = 

4,2% 

COEF.  OF 

VARIATION  = 

4.1% 

NUMBER 

OF  SUBJECTS  = 

2208 

NUMBER  OF  SUBJECTS  = 

1774 

THE  PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

127.32 

1ST 

50.13 

137.38 

1ST 

54.09 

128.99 

2ND 

50.78 

139.24 

2ND 

54.82 

[  ;/; 

130.01 

3RD 

51.18 

140.36 

3RD 

55.26 

131.35 

5TH 

51.71 

141.83 

5TH 

55.84 

133.37 

10TH 

52.51 

144.01 

10TH 

56.70 

' 

134.72 

15TH 

53.04 

145.47 

15TH 

57.27 

■  V‘ 

135.80 

20TH 

53-46 

146.62 

2  0TH 

57 .72 

.y. 

136.73 

25TH 

53.83 

147.62 

25TH 

58.12 

137.58 

30TH 

54.16 

148.53 

30TH 

58.48 

138.37 

35TH 

54.48 

149.38 

35TH 

58.81 

139.13 

40TH 

54.77 

150.19 

40TH 

59.13 

ft  . 

139.87 

45TH 

55.07 

150.99 

45TH 

59.44 

\  \ 

140.61 

50TH 

55.36 

151.78 

50TH 

59.76 

141.36 

55TH 

55.65 

152.59 

55TH 

60.07 

.'•‘•V 

142.12 

60TH 

55.95 

153.41 

60TH 

60-40 

}  /• 

142.93 

65TH 

56.27 

154  ,26 

65TH 

60  73 

143.78 

70TH 

56.61 

155.17 

70TH 

61.09 

144.71 

75TH 

56.97 

156.16 

75TH 

61.48 

145.76 

80TH 

57.39 

157.27 

80TH 

61.92 

■  '\.f; 

146.98 

85TH 

57.87 

158.55 

85TH 

62.42 

1 

148.53 

90TH 

58.48 

160.15 

90TH 

63.05 

150.80 

95TH 

59.37 

162.43 

95TH 

63.95 

152.23 

97TH 

59.93 

163.81 

97TH 

64.49 

.Mi 

153.25 

98TH 

60.33 

164.76 

98TH 

64.87 

154.77 

99TH 

60.93 

166.10 

99TH 

65.40 

Mm 
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fX 
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(31)  CERVICALE  HEIGHT,  SITTING 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

62.91 

MEAN  VALUE 

24.77 

67.63 

MEAN  VALUE 

26.62 

.06 

SE(MEAH) 

.02 

.07 

SE(MEAN) 

.03 

2.98 

STD  DEVIATION  1.17 

3.05 

STD  DEVIATION 

1.20 

.04 

SE(STD  DEV) 

.02 

.05 

SE ( STD  DEV) 

.02 

74.10 

MAXIMUM 

29.17 

77.50 

MAXIMUM 

30.51 

53. 60 

MINIMUM 

21,10 

58.00 

MINIMUM 

22.83 

SYKMETRY- 

- — VFTA  I  = 

.08 

SYMMETRY- 

— ' VETA  I 

KURTOSXS- 

~~VKTA  I t  «* 

2.81 

KURTOSIS- 

--VETA  II  = 

2.95 

COEF.  OF 

VARIATION  = 

4.7% 

COKF.  OF  VARIATION  -- 

4.5% 

NUMBER  OF 

SUBJECTS  « 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

IM.CHFS 

CENTIMETERS 

INCHES 

56.36 

1ST 

22 . 19 

60.22 

1ST 

23.71 

57,06 

2ND 

22.46 

61.15 

3ND 

24.07 

57.51 

3RD 

22.64 

61.73 

3RD 

24.30 

58,12 

STH 

22.88 

62.51 

5TH 

24.61 

59.10 

10TH 

23.27 

63,68 

10TH 

25.07 

59.78 

15TH 

23.54 

64,46 

15TK 

25.38 

60,33 

20TK 

23.75 

65.07 

20TH 

25,62 

60.82 

25TH 

23.94 

65.60 

25TH 

25.83 

61.26 

30TH 

24,12 

66.06 

30TH 

26.01 

61.67 

35TH 

24.28 

66.49 

35TH 

26.18 

62.07 

40TH 

24.44 

66.89 

40TH 

26 . 34 

62 .46 

45TH 

24.59 

67.28 

45.CH 

26.49 

62.85 

50TH 

24.74 

67.66 

50TH 

26.64 

53.24 

55TH 

24.90 

68.05 

55TH 

26.7  S' 

63.03 

60TH 

25.05 

68.43 

60TH 

26.94 

64.05 

65TH 

25.22 

68. C3 

65TH 

27.10 

64.49 

70TH 

25.39 

69.25 

70TK 

27.26 

64.96 

75TH 

25.58 

69.70 

75TH 

27,4  4 

65.49 

BOTH 

25.70 

70.20 

30TH 

27.64 

66.10 

85TH 

26.02 

70.78 

85TH 

27.87 

66.86 

BOTH 

26.32 

71.51 

S0TH 

20.15 

67 . 95 

95TH 

26-75 

72.58 

95TH 

28.58 

68.61 

97‘1‘H 

27.01 

73.27 

97TH 

28.85 

69.08 

S8TH 

27.20 

73.7  7 

98TH 

29.04 

69.76 

99TH 

27.46 

74.55 

99TH 

29.35 

77 


(32)  CHEST  BREADTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

27 .96 

MEAN  VALUE 

11.01 

32.15 

MEAN  VALUE 

12.66 

•  04 

SE (MEAN) 

.02 

.06 

SE (MEAN) 

.02 

1*97 

STD  DEVIATION 

.78 

2.55 

STD  DEVIATION 

1.01 

.03 

SE ( STD  DEV) 

.01 

•  04 

SE ( STD  DEV) 

.02 

37.50 

MAXIMUM 

14.76 

42.20 

MAXIMUM 

16.61 

22.20 

MINIMUM 

8.74 

25.70 

MINIMUM 

10.12 

SYMMETRY — -VETA  I  = 

.56 

SYMMETRY- 

—VETA  I  = 

.44 

KURTOSIS - VETA  II  = 

3.61 

KURTOSIS- 

—VETA  II  = 

3.16 

COEF.  OF  VARIATION  = 

7.1% 

COEF.  OF 

VARIATION  = 

7.9% 

NUMBER  OF  SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

24.01 

1ST 

9.45 

27.06 

1ST 

10.65 

24.43 

2ND 

9.62 

27.55 

2ND 

10.85 

24.69 

3RD 

9.72 

27.87 

3RD 

10.97 

25.04 

5TH 

9.86 

28.31 

5TH 

11.15 

25.60 

10TH 

10.08 

29.02 

10TH 

11.43 

25.99 

15TH 

10.23 

29.53 

15TH 

11.63 

26.30 

20TH 

10.36 

29.94 

20TH 

11.79 

26.58 

25TH 

10.47 

30.32 

25TH 

11.94 

26.84 

30TH 

10.57 

30.66 

30TH 

12.07 

27.08 

35TH 

10.66 

30.99 

35TH 

12.20 

27.32 

40TH 

10.76 

31.30 

40TH 

12.32 

27.55 

45TH 

10.85 

31.62 

45TH 

12.45 

27.79 

50TH 

10.94 

31.94 

50TH 

12.57 

28.03 

55TH 

11.04 

32.26 

55TH 

12.70 

28.29 

60TH 

11.14 

32.60 

60TH 

12.83 

28.56 

65TH 

11.24 

32.95 

65TH 

12.97 

28.85 

70TH 

11.36 

33.34 

70TH 

13.12 

29.17 

75TH 

11.48 

33.76 

75TH 

13.29 

29.54 

80TH 

11.63 

34.24 

80TH 

13.48 

29.99 

85TH 

11.81 

34.81 

85TH 

13.71 

30.59 

90TH 

12.04 

35.55 

90TH 

14.00 

31.51 

95TH 

12.41 

36.67 

95TH 

14.44 

32.15 

97TH 

12.66 

37.41 

97TH 

14.73 

32.63 

98TH 

12.85 

37.95 

98TH 

14.94 

33.41 

99TH 

13.15 

38.81 

99TH 

15.28 

(33)  CHEST  CIRCUMFERENCE 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

90.71 

MEAN  VALUE 

35.71 

99.14 

MEAN  VALUE 

39.03 

.14 

SE  (MEAN)  ' 

.05 

.16 

SE (MEAN) 

.06 

6.35 

STD  DEVIATION 

2.50 

6.90 

STD  DEVIATION 

2.72 

r  .10 

SE ( STD  DEV) 

.04 

.12 

SE ( STD  DEV) 

.05 

117.60 

.  MAXIMUM 

46.30 

128.10 

MAXIMUM 

50.43 

71.10 

MINIMUM 

27.99 

77.50 

MINIMUM 

30.51 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.50 

3.32 

7.0% 

2208 

SYMMETRY-— VETA  I  = 
KURTOSIS— -VETA  II  = 
COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.36 

3.28 

7.0% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

78.14 

1ST 

30.76 

84.50 

1ST 

33.27 

79.49 

2ND 

31.29 

86.16 

2ND 

33.92 

80.31 

3RD 

31.62 

87.18 

3RD 

34.32 

81.41 

5TH 

32.05 

88.55 

5TH 

34.86 

83.12 

10TH 

32.72 

90.66 

10TH 

35.69 

84.31 

15TH 

33.19 

92.10 

15TH 

36.26 

85.29 

20TH 

33.58 

93.27 

20TH 

36.72 

86.18 

25TH 

33.93 

94.29 

25TH 

37.12 

86.99 

30TH 

34.25 

95.23 

30TH 

37.49 

87.78 

35  th 

34.56 

96.12 

35TH 

37.84 

88.55 

40TH 

34.86 

96.98 

40TH 

38.18 

89.31 

45TH 

35.16 

97.83 

45TH 

38.52 

90.09 

50TH 

35.47 

98.69 

50TH 

38.85 

90.90 

55TH 

35.79 

99.56 

55TH 

39.20 

91.74 

60TH 

36.12 

100.46 

60TH 

39.55 

92.63 

65TH 

36.47 

101.41 

65TH 

39.93 

93.60 

70TH 

36.85 

102.43 

70TH 

40.33 

94.68 

75TH 

37.28 

103.56 

75TH 

40.77 

95.92 

80TH 

37.77 

104.85 

80TH 

41.28 

97.40 

85TH 

38.35 

106.36 

85TH 

41.88 

99.32 

;90TH 

39.10 

108.33 

90TH 

42.65 

102.24 

95TH 

40.25 

111.28 

95TH 

43.81 

104.14 

97TH 

41,00 

113.21 

97TH 

44.57 

105.54 

98TH 

41.55 

114.63 

98TH 

45.13 

107.69 

99TH 

42.40 

116.82 

99TH 

45.99 

(34)  CHEST  CIRCUMFERENCE  AT  SCYE 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

88.70 

MEAN  VALUE 

34.92 

102.32 

MEAN  VALUE 

40.28 

.  .11 

.  .  SE(MEAN) 

.04 

.16 

SE  ( MEAN  ) 

.06 

5.32 

STD  DEVIATION 

2.10 

6.53 

STD  DEVIATION 

2.57 

.08 

SE ( STD  DEV) 

.03 

.11 

SE ( STD  DEV) 

.04 

112.10 

MAXIMUM 

44.13 

129.80 

MAXIMUM 

51.10 

75.30 

MINIMUM 

29.65 

80.70 

MINIMUM 

31.77 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.51 

3.51 

6.0% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS— —VETA  II  = 
COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.27 

3.25 

6.4% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

77.61 

1ST 

30.55 

88.54 

1ST 

34.86 

78.97 

2ND 

31.09 

89.93 

2ND 

35.40 

79.78 

3RD 

31.41 

90.83 

3RD 

35.76 

80.82 

5TH 

31.82 

92.09 

5TH 

36.26 

82.38 

10TH 

32.43 

94.12 

10TH 

37.05 

83.43 

15TH 

32.84 

95.54 

15TH 

37.61 

84.26 

20TH 

33.17 

96.69 

20TH 

38.07 

85.00 

25TH 

33.47 

97.72 

25TH 

38.47 

85.68 

30TH 

33.73 

98.65 

30TH 

38.84 

86.33 

35TH 

33.99 

99.52 

35TH 

39.18 

86.96 

40TH 

34.24 

100.37 

40TH 

39.51 

87.58 

45TH 

34.48 

101.19 

45TH 

39.84 

88.22 

50TH 

34.73 

102.02 

50TH 

40.17 

88.88 

55TH 

34.99 

102.86 

55TH 

40.50 

89.56 

60TH 

35.26 

103.71 

60TH 

40.83 

90.29 

65TH 

35.55 

104.61 

65TH 

41. 18 

91.08 

7QTH 

35.86 

105.56 

70TH 

41.56 

91.96 

75TH 

36.20 

106.60 

75TH 

41.97 

92.98 

80TH 

36.61 

107.77 

80TH 

42.43 

94.20 

85TH 

37.09 

109.13 

85TH 

42.96 

95.80 

90TH 

37.72 

110.86 

90TH 

43.64 

98.28 

95TH 

38.69 

113.42 

95TH 

44.65 

99.93 

97TH 

39.34 

115.06 

97TH 

45.30 

101.16 

98TH 

39.83 

116.25 

98TH 

45.77 

103.09 

99TH 

40.59 

118.09 

99TH 

46,49 

(35)  CHEST  CIRCUMFERENCE  BELOW  BREAST 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

76.97 

MEAN  VALUE 

30.30 

92.61 

MEAN  VALUE 

36.46 

.11 

SE(MEAN) 

.04 

.16 

SE (MEAN) 

.06 

5.10 

STD  DEVIATION  2.01 

6,54 

STD  DEVIATION 

2.58 

.08 

SE (STD  DEV) 

.03 

.11 

SE ( STD  DEV) 

.04 

98.80 

MAXIMUM 

38.90 

121.10 

MAXIMUM 

47.68 

64.00 

MINIMUM 

25.20 

72.30 

MINIMUM 

28.46 

SYMMETRY — -VET A  I  = 
KURTOS IS  — -  - VETA  II  * 
COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.62 

3.61 

6.6% 

2208 

SYMMETRY - VETA  I  = 

KURTOS IS  — -  -  VETA  II  = 
COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  - 

.36 

3.26 

7.1% 

1774 

ThE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

67.09 

1ST 

26.41 

78.91 

1ST 

31.07 

68.10 

2ND 

26.81 

80.42 

2ND 

31.66 

68.74 

3RD 

27.06 

81.36 

3RD 

32.03 

69.60 

5TH 

27.40 

82.63 

5TH 

32.53 

70.95 

10TH 

27.93 

84.59 

10TH 

33.30 

71.90 

1STH 

28.31 

85.95 

15TH 

33.84 

72.67 

20TH 

28.61 

87.05 

20TH 

34.27 

73,37 

25TH 

28.88 

88.02 

25TH 

34.65 

74.01 

30TH 

29.14 

88.91 

30TH 

35.00 

74.62 

35TH 

29.38 

89.75 

35TH 

35.33 

75.22 

40TH 

29.61 

90.55 

40TH 

35.65 

75.82 

45TH 

29.85 

91.36 

45TH 

35.97 

76.43 

50TH 

30.09 

92,17 

50TH 

36.29 

77.06 

55TH 

30.34 

93.00 

50TH 

36.61 

77.72 

60TK 

30.60 

93.85 

60TH 

36.95 

78.42 

65TH 

30.87 

94,75 

65TH 

37.30 

79.18 

7  0TH 

31.17 

95.72 

7  0TH 

37.68 

80.03 

75TH 

31.52 

96.78 

75TH 

38.10 

81.02 

80TH 

31.90 

98.00 

80TH 

38.59 

82121 

85TH 

32.37 

99,44 

85TH 

39.15 

83.79 

90TH 

32.99 

101.29 

90TH 

39.88 

86  0  27 

95TH 

33.96 

104.10 

95TH 

40.98 

87.96 

97TH 

34.63 

105.93 

97TH 

41.71 

89.25 

98TH 

35.14 

107.28 

98TK 

42.24 

91.33 

99TH 

35.96 

109.38 

99TH 

43.06 
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(36)  CHEST  DEPTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

inches 

23.94 

MEAN  VALUE 

9.43 

24.32 

MEAN  VALUE 

9.58 

.04 

SE(MEAN) 

.02 

.05 

SE(MEAN) 

.02 

2.11 

STD  DEVIATION 

.83 

2.15 

STD  DEVIATION 

.85 

.03 

SE ( STD  DEV) 

.01 

.04 

SE ( STD  DEV) 

.01 

32.50 

MAXIMUM 

12.80 

32.20 

MAXIMUM 

12.68 

17.00 

MINIMUM 

6.69 

18.50 

MINIMUM 

7.28 

SYMMETRY- 

— VET  A  I  = 

.44 

SYMMETRY- 

— VETA  I  = 

.26 

KURTOSIS- 

— VETA  II  = 

3.24 

KURTOSIS- 

— VETA  II  = 

3.07 

COEF.  OF 

VARIATION  * 

8.8% 

COEF.  OF 

VARIATION  = 

8.8% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  « 

1774 

THE 

percentiles 

THE 

PFPfRN'PTT.R.c: 

CENTIMETERS 

INCHES 

CFNTIMETERS 

INCHES 

19.71 

1ST 

7.76 

19.67 

1ST 

7.74 

20.20 

2ND 

7.95 

20.20 

2ND 

7.95 

20.48 

3RD 

8.06 

20.52 

3RD 

8.08 

20  o  86 

5TH 

8.21 

20.96 

5TH 

8.25 

21.43 

lOTH 

8.44 

21.64 

10TH 

8.52 

21.83 

15TH 

8.59 

22.11 

15TH 

8.71 

22.15 

20TH 

8.72 

22.49 

20TH 

8.85 

22.44 

25TH 

8.84 

22.82 

25TH 

8.98 

22.71 

30TH 

8.94 

23.12 

30TH 

9.10 

22.9? 

35TH 

9.04 

23.40 

35TH 

9.21 

23.22 

40TH 

9.14 

23.68 

40TH 

9.32 

23.48 

45TH 

9.24 

23.95 

45TH 

9.43 

23.74 

50TH 

9.35 

24.22 

50TH 

9.53 

24.00 

55TH 

9.45 

24.49 

55TH 

9.64 

24.28 

60TH 

9.56 

24.78 

60111 

9.75 

24.58 

65TH 

9.68 

25.07 

65TH 

9.87 

24.90 

70TH 

9.80 

25.39 

70TH 

10.00 

25.26 

75TB 

9.95 

25.73 

75TH 

10.13 

25.68 

BOTH 

10.11 

26,13 

80TK 

10.29 

26.17 

85TH 

10.30 

26.59 

85TH 

10.47 

26.81 

90TH 

10,56 

27.17 

90TK 

10.70 

27.78 

951’H 

10.94 

28.04 

95TH 

11.04 

28.41 

9  7  Til 

11.18 

28.59 

97TH 

11.26 

28.86 

98TH 

11.36 

28.99 

98TH 

11.41 

29.54 

99TH 

11.63 

29.60 

39TK 

11.65 
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(37)  CHEST  HEIGHT 


FEMALE 


CENTIMETERS 

INCHES 

117.44 

MEAN  VALUE 

46.24 

.  12 

SE (MEAN) 

.05 

5.50 

STD  DEVIATION 

2.17 

.08 

SE ( STD  DEV) 

.03 

140.20 

MAXIMUM 

55.20 

99.60 

MINIMUM 

39.21 

SYMMETRY- 

— VETA  I  = 

.19 

KURTOSIS- 

— VETA  II  = 

3.14 

COEF.  OF 

VARIATION  = 

4.7% 

NUMBER  OF 

SUBJECTS  ~ 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

105.13 

1ST 

41.39 

106.70 

2ND 

42.01 

107.64 

3RD 

42.38 

108.85 

5TH 

42.86 

110.66 

10TH 

43.56 

111.86 

15TH 

44.04 

112.81 

20TH 

44.42 

113.65 

25TH 

44.75 

114.42 

30TH 

45.05 

115.13 

35TH 

45.33 

115.83 

40TH 

45.60 

116.51 

45TH 

45.87 

117.20 

50TH 

46.14 

117.90 

55TH 

46.42 

118.61 

60TH 

46.70 

119,37 

65TH 

47.00 

120.18 

70TH 

47.31 

121.07 

75TH 

47.66 

122.07 

80TH 

48.06 

123.24 

85TH 

48.52 

124.73 

90TH 

49.10 

126.89 

95TH 

49.96 

128.23 

97TH 

50.48 

129.17 

98TH 

50.85 

130.53 

99TH 

51.39 

\ 

\ 


MALE 


CENTIMETERS 

INCHES 

127.59 

MEAN  VALUE 

50.23 

.13 

SE ( MEAN ) 

.05 

5.61 

STD  DEVIATION 

2.21 

.09 

SE ( STD  DEV) 

.04 

151.20 

MAXIMUM 

59.53 

103  c  50 

MINIMUM 

40.75 

SYMMETRY- 

—VETA  I  = 

.08 

KTJRTOSIS- 

—VETA  II  ^ 

3.23 

COEF.  OF 

VARIATION  = 

4.4% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE  PERCENTILES 


CENTIMETERS 

INCHES 

114,72 

1ST 

45.17 

115.34 

2ND 

45.80 

117.32 

3RD 

46.19 

118.61 

5TH 

46.70 

120.54 

10TH 

47.46 

121.84 

15TH 

47.97 

122.86 

20TH 

48.37 

123.76 

25TH 

48.72 

124.57 

30TH 

49.04 

125.32 

35TH 

49.34 

126.04 

40TH 

49.62 

126.75 

45TH 

49.90 

127.46 

50TH 

50.18 

128.17 

55TH 

50.46 

128.90 

60TK 

50.75 

129.66 

65TH 

51.05 

130.46 

7  ora 

51.36 

131.34 

7  5'j?H 

51.71 

132.33 

80TH 

52.10 

133.47 

85TH 

52.55 

134.91 

S0TH 

53.11 

136.98 

95TH 

53.93 

138.26 

97TH 

54.43 

133.15 

93TH 

54.78 

140.45 

99TH 

55.30 

63 


(38)  CF 'ITCH  HEIGHT 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

77.14 

MEAN  VALUE 

30.37 

83.72 

MEAN  VALUE 

32.96 

.09 

SE (MEAN) 

.04 

.11 

SE (MEAN) 

.04 

4.41 

STD  DEVIATION 

1.74 

4.62 

STD  DEVIATION 

1.82 

.07 

SE ( STD  DEV) 

.03 

.08 

SE ( STD  DEV) 

.03 

94.80 

MAXIMUM 

37.32 

106.70 

MAXIMUM 

42.01 

59.40 

MINIMUM 

23.39 

67.50 

MINIMUM 

26,57 

SYMMETRY - VET  A  I  « 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.14 

3.16 

5.7% 

2208 

SYMMETRY— -VETA  I  = 
KURTOSIS— -VETA  II  « 
COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.20 

3.30 

5.5% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

67.00 

1ST 

26.38 

73.16 

1ST 

28.80 

68.23 

2ND 

26.86 

74.56 

2ND 

29.35 

68.99 

3RD 

27.16 

75.38 

3RD 

29.68 

70.02 

5TH 

27.57 

76.44 

5TH 

30.09 

71.58 

10TH 

28.18 

77.99 

10TH 

30.70 

72.62 

15TH 

28.59 

79.01 

15TH 

31.11 

73.44 

20TH 

28.91 

79.82 

20TH 

31,43 

74.15 

25TH 

29  „  19 

80.53 

25TH 

31.70 

74.78 

30TH 

29.44 

81.17 

30TH 

31.96 

75.37 

35TH 

29.67 

81.77 

35TH 

32.19 

75.93 

40TH 

29.89 

82.35 

40TH 

32.42 

76.47 

45TH 

30.11 

82.93 

45TH 

32.65 

77.01 

50TH 

30.32 

83.50 

50TH 

32.88 

77.56 

55™ 

30.53 

84 . 09 

55TH 

33.11 

7  8.11 

60TH 

30.75 

84.69 

60TH 

33.34 

78.69 

65TH 

30.98 

85.33 

65TH 

33.59 

79.30 

70TH 

31,22 

86.01 

70TH 

33.86 

79.98 

75TH 

31.49 

86.75 

75TH 

34.16 

80.74 

80TH 

31.79 

87.60 

80TH 

34.49 

81.64 

85TH 

32 . 14 

88.58 

85TH 

34.87 

82.80 

90TH 

32.60 

89.83 

90TH 

35.37 

84.58 

95TH 

33.30 

91.64 

95TH 

36. OS 

85.77 

97TH 

33.77 

92.75 

9  7TH 

36.52 

88.68 

98TH 

34.1? 

93.53 

98TH 

36.8? 

88.14 

99TH 

34.70 

94.64 

99TH 

37.26 

(39)  CROTCH  LENGTH  (NATURAL  INDENTATION) 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

75.43 

MEAN  VALUE 

29.70 

76.67 

MEAN  VALUE 

30.18 

.12 

SE (MEAN) 

.05 

.13 

SE ( MEAN ) 

.05 

5.57 

STD  DEVIATION 

2.19 

5.55 

STD  DEVIATION 

2.19 

.08 

SE ( STD  DEV) 

.03 

.09 

SE ( STD  DEV) 

.04 

95.30 

MAXIMUM 

37.52 

98.20 

MAXIMUM 

38.66 

55.00 

MINIMUM 

23.23 

60.10 

MINIMUM 

23.66 

SYMMETRY- 

—VETA  I  « 

.24 

SYMMETRY- 

—VETA  I  = 

r  34 

RURTOSIS- 

— VETA  II  « 

2.90 

KURTOSIS- 

—VETA  II  = 

3.14 

COEF .  OF 

VARIATION  = 

7.4% 

COEF.  OF 

VARIATION  = 

7.2% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

63.47 

1ST 

24.99 

64.98 

1ST 

25.58 

64.78 

2ND 

25.50 

66.22 

2ND 

26.07 

65.61 

3RD 

25.83 

67.01 

3RD 

26.38 

66.72 

5TH 

26.27 

68.10 

5TH 

26.81 

68.46 

10TH 

26.95 

69.80 

10TH 

27.48 

69.67 

15TH 

27.43 

70.98 

15TH 

27.94 

70.64 

20TH 

27.81 

71.93 

20TH 

28.32 

71.50 

25TH 

28.15 

72.78 

25TH 

28.65 

72.28 

30TH 

28.46 

73.55 

30TH 

28.96 

73.02 

35TH 

28.75 

74.27 

35TH 

29.24 

73.74 

40TH 

29.03 

74.97 

40TH 

29.52 

74.44 

45TH 

29.31 

75.65 

45TH 

29.79 

75.14 

50TH 

29.58 

76.34 

50TH 

30.06 

75.86 

55TH 

29.87 

77.05 

55TH 

30.33 

76.59 

60TH 

30.15 

77.77 

60TH 

30.62 

77.36 

65TH 

30.46 

78.52 

f'5TH 

30.91 

78.19 

70TH 

30.78 

79.33 

70TH 

31.23 

79.09 

75TH 

31.14 

80.22 

75TH 

31.58 

80.12 

80TH 

31.54 

81.24 

80TH 

31.98 

81.32 

85TH 

32,02 

82.43 

85TH 

32.45 

82.86 

90TH 

32.62 

83.97 

9QTH 

33.06 

85.14 

95TH 

33.52 

86.29 

95TH 

33.97 

86.61 

97TH 

34.10 

87.82 

97TH 

3'  .58 

87.68 

98TH 

34.52 

88.95 

98TH 

35.02 

89.31 

99TH 

35.16 

90.73 

99TH 

35.72 

85 


(40)  CROTCH  LENGTH  (OMPHALION) 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

60  =  67 

MEAN  VALUE 

23.89 

64.01 

MEAN  VALUE 

25.20 

.08 

SE ( MEAN ) 

.03 

,  :  .  10 

SE(MEAN) 

.04 

3.94 

STD  DEVIATION 

1.55 

4.32 

STD  DEVIATION 

1.70 

.06 

SE ( STD  DEV) 

.02 

.07 

SE ( STD  DEV) 

.03 

76.30 

MAXIMUM 

30.04 

79.10 

MAXIMUM 

31.14 

48.70 

MINIMUM 

19.17 

51.10 

MINIMUM 

20.12 

SYMMETRY- 

— VETA  I  = 

.15 

SYMMETRY- 

—VETA  I  = 

.19 

KURTOSIS- 

— VETA  11  = 

3.04 

KURTOSIS- 

—VETA  II  = 

3.06 

COEF.  OF 

VARIATION  = 

6.5% 

COEF.  OF 

VARIATION  = 

6.8% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

!  SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

51.60 

1ST 

20.31 

54.34 

21.39 

52.78 

2ND 

20.78 

55.43 

2ND 

21.82 

53.49 

3RD 

21.06 

56.13 

3RD 

22.10 

54.41 

5TH 

21.42 

57.08 

5TH 

22.47 

55.77 

10TH 

21.96 

58.56 

10TH 

23.05 

56.67 

15TH 

22.31 

59.56 

15TH 

23.45 

57.38 

20TH 

22.59 

60.36 

20TH 

23.76 

57.99 

25TH 

22.83 

61.05 

25TH 

24.04 

58.55 

30TH 

23.05 

61.68 

30TH 

24.28 

59.06 

35TH 

23.25 

62.26 

35TH 

24.51 

59.56 

40TH 

23.45 

62.81 

40TH 

24.73 

60.05 

45TH 

23.64 

63.35 

45TH 

24.94 

60.54 

50TH 

23.83 

63.89 

50TH 

25.15 

61.03 

55TH 

24.03 

64.43 

55TH 

25.37 

61.54 

60TH 

24.23 

64.98 

60TH 

25.58 

62.07 

65TH 

24.44 

65.55 

65TH 

25.81 

62.64 

TOTH 

24.66 

-  66.16 

70TH 

26.05 

63.27 

75TH 

24.91 

66.83 

75TH 

26.31 

63.98 

80TH 

25.19 

67.59 

80TH 

26 . 61 

64.81 

85TH 

25.52 

68.48 

85TH 

26.96 

65.87 

90TH 

25.93 

69.63 

90TH 

27.41 

67.46 

95TH 

26.56 

71.40 

95TH 

28.11 

68.48 

97TH 

26.96 

72.60 

97TH 

28.58 

69.22 

98TH 

27.25 

73.50 

98TH 

28.94 

70.34 

99TH 

27.69 

74.97 

99TH 

29.52 

86 


(41)  CROTCH  LENGTH,  POSTERIOR  (NATURAL  INDENTATION) 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

38.64 

mean  value 

15.21 

38.80 

MEAN  VALUE 

15.27 

.07 

SE(MEAN) 

.03 

.07 

SE  (MEAN) 

.03 

3.10 

STD  DEVIATION 

1.22 

2.85 

STD  DEVIATION 

1.12 

.05 

SE ( STD  DEV) 

.02 

.05 

SE ( STD  DEV) 

.02 

49.50 

MAXIMUM 

19.49 

48.70 

MAXIMUM 

19.17 

28.90 

MINIMUM 

11.38 

29.60 

MINIMUM 

11.65 

SYMMETRY— -VETA  I  = 
KURTOSIS— VETA  II  = 
CQEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.15 

3.00 

8.0% 

2208 

* 

SYMMETRY- — VETA  I  = 
KURTOSIS— VETA  II  = 
COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.23 

3.00 

7.3% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

31.46 

1ST 

12.39 

32.64 

1ST 

12.85 

32.41 

2ND 

12.76 

33.31 

2ND 

13.11 

32.98 

3RD 

12.98 

33.74 

3RD 

13.28 

33.70 

5TH 

13.27 

34.32 

5TH 

13.51 

34.77 

10TH 

13.69 

35.22 

10TH 

13.87 

35.48 

15TH 

13.97 

35.85 

15TH 

14.11 

36.04 

20TH 

14.19 

36.36 

20TH 

14.31 

36.52 

25TH 

14.38 

36.80 

25TH 

14.49 

36.95 

30TH 

14.55 

37.21 

30TH 

14.65 

37.36 

35TH 

14.71 

37.59 

35TH 

14.80 

37.75 

40TH 

14.86 

37.96 

40TH 

14.94 

38.14 

45TH 

15.01 

38.32 

45TH 

15.09 

38.52 

5GTH 

15.17 

38.68 

50TH 

15.23 

38.91 

55TH 

15.32 

39.05 

55TH 

15.37 

39.32 

60TH 

15.48 

39.42 

60TH 

15.52 

39.74 

65TH 

15.64 

39.81 

65TH 

15.67 

40.19 

70TH 

15.82 

40.23 

70TH 

15.84 

40.68 

75TH 

16.02 

40.68 

75TH 

16.02 

41.24 

80TH 

16.24 

41.20 

80TH 

16.22 

41.90 

85TH 

16.49 

41.79 

85TH 

16.45 

42.73 

90TH 

16.82 

42.55 

90TH 

16.75 

43.97 

95TH 

17.31 

43.67 

95TH 

17.19 

44.75 

97TH 

17.62 

44.39 

97TH 

17.48 

45.31 

98TH 

17.84 

44.90 

98TH 

17*68 

46.14 

99TH 

18.17 

45.69 

99TH 

17.99 

(42)  CROTCH  LENGTH,  POSTERIOR  (OMPHALION) 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

30.62 

MEAN  VALUE 

12.05 

31.60 

MEAN  VALUE 

12.44 

.05 

SE(MEAN) 

.02 

.06 

SE(MEAN) 

.02 

2.52 

STD  DEVIATION 

.99 

2.47 

STD  DEVIATION 

.97 

.04 

SE(STD  DEV) 

.01 

.04 

SE ( STD  DEV) 

.02 

41.30 

MA>  MUM 

16.26 

40.30 

MAXIMUM 

15.87 

20.70 

MINIMUM 

8.15 

23.30 

MINIMUM 

9.17 

SYMMETRY- 

— VETA  I  = 

.08 

SYMMETRY- 

— VETA  I  <= 

.04 

KURTOSIS- 

— VETA  II  = 

3.33 

KURTOSIS- 

— VETA  II  = 

3.00 

COEF.  OF 

VARIATION  = 

8.2% 

COEF.  OF 

VARIATION  = 

7.8% 

NUMBER  OF 

SUBJECTS  - 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

24.71 

1ST 

9.73 

25.97 

1ST 

10.22 

25.46 

2ND 

10.02 

26.58 

2ND 

10.46 

25.92 

3RD 

10.21 

26.97 

3RD 

10.62 

26.54 

5TH 

10.45 

27.53 

5TH 

10.84 

27.46 

10TH 

10.81 

28.40 

10TH 

11.18 

28.07 

15TH 

11.05 

29,01 

15TH 

11.42 

28.55 

20TH 

11.24 

29.49 

20TH 

11.61 

28.96 

25TH 

11.40 

29.91 

25TH 

11.77 

29.33 

30TH 

11.55 

30.28 

30TH 

11.92 

29.66 

35TH 

11.68 

30.63 

35TH 

12.06 

29.98 

40TH 

11.80 

30.96 

40TH 

12.19 

30.29 

45TH 

11.92 

31.28 

45TH 

12.32 

30.59 

50TH 

12.04 

31.60 

50TH 

12.44 

30.90 

55TH 

12.17 

31.92 

55TH 

12.57 

31.21 

60TH 

12.29 

32.24 

60TH 

12.69 

31.54 

65TH 

12.42 

32.57 

65TH 

12.82 

31.88 

70TH 

12.55 

32.91 

70TH 

12.96 

32.26 

75TH 

12.70 

33.29 

75TH 

13.11 

32.68 

80TH 

12.87 

33.71 

80TH 

13.27 

33.18 

85TH 

13.06 

34.18 

85TH 

13.46 

33.83 

90TH 

13.32 

34.78 

90TH 

13.69 

34.83 

95TH 

13.71 

35,66 

95TH 

14.04 

35.50 

97TH 

13.98 

36.22 

97TH 

14.26 

36.01 

98TH 

14.18 

36.63 

98TH 

14.42 

36.83 

99TH 

14.50 

37.27 

99TH 

14.67 

(43)  EAR  BREADTH 


FEMALE 


CENTIMETERS  INCHES 


3.48 

MEAN  VALUE 

1.37 

,01 

SE(MEAN) 

.00 

.25 

STD  DEVIATION 

.10 

.00 

SE ( STD  DEV) 

.00 

4.40 

MAXIMUM 

1.73 

2.70 

MINIMUM 

1.06 

SYMMETRY - VETA  I  = 

XURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  - 
NUMBER  OF  SUBJECTS  « 

.  14 
2.91 
7.2% 
2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

2.93 

1ST 

1.15 

2.98 

2ND 

1.17 

3.02 

3RD 

1.19 

3.07 

5TH 

1.21 

3.15 

10TH 

1.24 

3.21 

15TH 

1.26 

3.26 

20TH 

1.28 

3.30 

25TH 

1.30 

3.34 

30TH 

1.31 

3.37 

35TH 

1.33 

3.41 

40TH 

1.34 

3.44 

45TH 

1.35 

3.47 

50TH 

1.37 

3.50 

55TH 

1.38 

3.54 

60TH 

1.39 

3.57 

65TH 

1.41 

3.61 

70TH 

1.42 

3.65 

75TH 

1.44 

3.69 

both 

1.45 

3.74 

85TH 

1.47 

3.81 

90TH 

1.50 

3.90 

95TH 

1.54 

3.96 

97TH 

1.56 

4.01 

98TH 

1.58 

4.07 

99TH 

1.60 

MALE 


CENTIMETERS  INCHES 


3.77 

MEAN  VALUE 

1.48 

.01 

SE ( MEAN ) 

.00 

.27 

STD  DEVIATION 

.11 

.00 

SE ( STD  DEV) 

.00 

5.10 

MAXIMUM 

2.01 

2.70 

MINIMUM 

1.06 

SYMMETRY- 

— VETA  I  = 

.20 

KURTOSIS- 

— VETA  II  = 

3.61 

COEF.  OF 

VARIATION  = 

7.2% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

3.15 

1ST 

1.24 

3.22 

2ND 

1.27 

3.27 

3RD 

1.29 

3.33 

5TH 

1.31 

3.43 

10TH 

1.35 

3.49 

15TH 

1.38 

3.54 

20TH 

1.40 

3.59 

25TH 

1.41 

3.63 

30TH 

1.43 

3.66 

35TH 

1.44 

3.70 

40TH 

1.46 

3.73 

45TH 

1.47 

3.76 

50TH 

1.48 

3.80 

55TH 

1.49 

3.83 

60TH 

1,51 

3.86 

65TK 

1.52 

3.90 

70TH 

1.54 

3.94 

75TH 

1.55 

3.98 

80TH 

1.57 

4.04 

85TH 

1.59 

4.11 

90TH 

1.62 

4.22 

95TH 

1.66 

4.30 

97TH 

1,69 

4.36 

98TH 

1.72 

4.47 

99TH 

1.76 

89 


(44)  EAR  LENGTH 


FEMALE 


CENTIMETERS  INCHES 


5.98 

MEAN  VALUE 

2.35 

.01 

SE(MEAN) 

.00 

.38 

STD  DEVIATION 

.15 

.01 

SE(STD  DEV) 

.00 

7.20 

MAXIMUM 

2.83 

4.50 

MINIMUM 

1.77 

SYMMETRY- 

— VETA  I  = 

.02 

KURTOSIS- 

— VETA  II  * 

3.08 

COEF.  OF 

VARIATION  = 

6.3% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

5.11 

1ST 

2.01 

5.21 

2ND 

2  -  05 

5.27 

3RD 

2.08 

5.36 

5TH 

2.11 

5.50 

10TH 

2.16 

5.59 

15TH 

2.20 

5.66 

20TH 

2.23 

5.72 

25TH 

2.25 

5.78 

30TH 

2.28 

5.83 

35TH 

2.30 

5.88 

40TH 

2.32 

5.93 

45TH 

2.33 

5.97 

50TH 

2.35 

6.02 

55TH 

2.37 

6.07 

60TH 

2.39 

6.12 

55TH 

2.41 

6.17 

70TH 

2.43 

6.23 

75TH 

2.45 

6.29 

80TH 

2.48 

6.37 

85TH 

2.51 

6.46 

90TH 

2.54 

6.60 

95TH 

2.60 

6.69 

97TH 

2,64 

6.76 

98TH 

2.66 

6.87 

99TH 

2.71 

MALE 

CENTIMETERS 

INCHES 

f  .47 

MEAN  VALUE 

2.55 

.01 

SE(MEAN) 

.00 

.43 

STD  DEVIATION 

.17 

.01 

SE ( STD  DEV) 

.00 

8.00 

MAXIMUM 

3.15 

5.10 

MINIMUM 

2.01 

SYMMETRY- — VETA  1  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.19 

3.23 

6,7% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

5.44 

1ST 

2.14 

5.59 

2ND 

2.20 

5.68 

3RD 

2.23 

5.78 

5TH 

2.28 

5.94 

10TH 

2.34 

6.04 

15TH 

2.38 

6.11 

2GTH 

2.41 

6.18 

25TH 

2.43 

6.24 

30TH 

2.46 

6.29 

35TH 

2.48 

6.35 

40TH 

2.50 

6.40 

45TH 

2.52 

6.45 

50TH 

2.54 

6.50 

55TH 

2,56 

6.55 

60TH 

2.58 

6.61 

65TH 

2.60 

6.67 

70TH 

2.63 

6.74 

75TH 

2.65 

6.82 

80TH 

2.68 

6.91 

85TH 

2.72 

7.03 

90TH 

2.77 

7  o  21 

95TH 

2.84 

7.34 

97TH 

2.89 

7.43 

98TH 

2.92 

7.57 

99TH 

2.98 

(45)  EAR  LENGTH  ABOVE  TRAGI ON 


FEMALE 


CENTIMETERS  INCHES 


2.87 

MEAN  VALUE 

1.13 

.00 

SE ( MEAN ) 

.00 

.23 

STD  DEVIATION 

.09 

.00 

SE ( STD  DEV) 

.00 

3.80 

MAXIMUM 

1.50 

2.00 

MINIMUM 

.79 

SYMMETRY- 

— VET A  I  = 

.04 

KURTOSIS- 

— VETA  II  = 

3.39 

CGEF .  OF 

VARIATION  = 

8.1% 

NUMBER  OF 

SUBJECTS  « 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

2.31 

1ST 

.91 

2.38 

2ND 

.94 

2.43 

3RD 

.96 

2.49 

5TH 

.98 

2.58 

10TH 

1.02 

2.64 

15TH 

1.04 

2.68 

20TH 

1.06 

2,72 

25TH 

1.07 

2.76 

30TH 

1.09 

2.79 

35TH 

1.10 

2.82 

40TH 

1.11 

2.85 

45TH 

1.12 

2.87 

50TH 

1.13 

2.90 

55TH 

1.14 

2.93 

60TH 

1.15 

2.96 

65TH 

1.17 

2.99 

70TH 

1.18 

3,03 

75TH 

1.19 

3.07 

80TH 

1.21 

3.11 

85TH 

1.22 

3.17 

90TH 

1.25 

3.26 

95TH 

1.28 

3.32 

97TH 

1.31 

3.36 

98TH 

1.32 

3.44 

99TH 

1.35 

MALE 


CENTIMETERS 

INCHES 

3.19 

MEAN  VALUE 

1.25 

.01 

SE (MEAN) 

.00 

.25 

STD  DEVIATION 

.10 

.00 

SE ( STD  DEV) 

,00 

4.20 

MAXIMUM 

1.65 

2  40 

MINIMUM 

.94 

SYMMETRY- 

—VETA  I  = 

.05 

KURTOSIS- 

—VETA  II  = 

3.46 

COEF.  OF 

VARIATION  = 

7.8% 

NUMBER  OF 

SUBJECTS  « 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

2.57 

1ST 

1.01 

2.65 

2ND 

1.04 

2.70 

3RD 

1.06 

2.77 

5TH 

1.09 

2.87 

10TH 

1.13 

2.94 

15TH 

1.16 

2.99 

20TH 

1.18 

3.03 

25TH 

1.19 

3.06 

30TH 

1.21 

3,10 

35TH 

1.22 

3.13 

40TH 

1.23 

3.16 

45TH 

1.24 

3.19 

50TH 

1.26 

3.22 

55TH 

1.27 

3.25 

60TH 

1.28 

3.28 

65TH 

1.29 

3.31 

70TH 

1.30 

3.35 

75TH 

1.32 

3.39 

80TH 

1.33 

3.44 

85TH 

1.35 

3.50 

90TH 

1.38 

3.60 

95TH 

1.42 

3.67 

97TH 

1.44 

3.73 

98TK 

1.47 

3.82 

99TH 

1.50 
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(46) 


EAR  PROTRUSION 


FEMALE 


CENTIMETERS  INCHES 


2.18 

MEAN  VALUE 

.86 

.01 

SE(MEAN) 

.00 

.30 

STD  DEVIATION 

.12 

.00 

SE(STD  DEV) 

.00 

3.30 

MAXIMUM 

1.30 

1.40 

MINIMUM 

.55 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.37 

3.05 

13.9% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

1.56 

1ST 

.61 

1.62 

2ND 

.64 

1.66 

3RD 

.66 

1.72 

5TH 

.68 

1.81 

10TH 

.71 

1.87 

15TH 

.74 

1.92 

20TH 

.76 

1.96 

25TH 

.77 

2.01 

30TH 

.79 

2.05 

35TH 

.81 

2.08 

40TH 

.82 

2.12 

45TH 

.84 

2.16 

50TH 

.85 

2.20 

55TH 

.87 

2.24 

60TH 

.88 

2.28 

65TH 

.90 

2.33 

70TH 

.92 

2.38 

75TH 

.94 

2.44 

80TH 

.96 

2  o  5 1 

85TH 

.99 

2.59 

90TH 

1.02 

2.72 

95TH 

1,07 

2.81 

97TH 

1.11 

2.87 

98TH 

1.13 

2.97 

99TH 

1.17 

MALE 


CENTIMETERS  INCHES 


2.42 

MEAN  VALUE 

.95 

.01 

SE(MEAN) 

.00 

.36 

STD  DEVIATION 

.14 

.01 

SE ( STD  DEV) 

.00 

4.00 

MAXIMUM 

1.57 

1.30 

MINIMUM 

.51 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.31 

3.25 

14.7% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

1.66 

1ST 

.66 

1.74 

2ND 

.69 

1.79 

3RD 

.71 

1.86 

5TH 

.73 

1.98 

10TH 

o  78 

2.06 

15TH 

.81 

2.12 

20TH 

.83 

2.17 

25TH 

.86 

2.22 

30TH 

.88 

2.27 

35TH 

.89 

2.32 

40TH 

.91 

2.36 

45TH 

.93 

2.40 

50TH 

.95 

2.45 

55TH 

.96 

2.49 

60TH 

.98 

2,54 

65TH 

1.00 

2.59 

70TH 

1.02 

2.65 

75TH 

1.04 

2.71 

80TH 

1.07 

2.79 

85TH 

1.10 

2,88 

90TH 

1.13 

3.03 

95TH 

1.19 

3.13 

97TH 

1.23 

3.21 

98TH 

1.26 

3.33 

99TH 

1.31 
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(47)  ELDOW  CIRCUMFERENCE 


FEMALE 


CENTIMETERS  INCHES 


23.83 

MEAN  VALUE 

9,38 

.03 

SE (MEAN) 

.01 

1.34 

STD  DEVIATION 

.53 

.02 

SE ( STD  DEV) 

.01 

29.20 

MAXIMUM 

11.50 

20.10 

\ 

MINIMUM 

7.91 

SYMMETRY- 

—VETA  I  = 

.36 

KURTOSIS- 

—VETA  II  = 

3.41 

COEF.  OF 

VARIATION  = 

5.6% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

20.96 

1ST 

8.25 

21,27 

2ND 

8.37 

21.47 

3RD 

8.45 

21.75 

5TH 

8.56 

22.18 

10TH 

8.73 

22.47 

15TH 

8.85 

22.71 

20TH 

8.94 

22.91 

25TH 

9.02 

23.10 

30TH 

9.09 

23.27 

35TH 

9.16 

23,44 

40TH 

9.23 

23.60 

45TH 

9.29 

23.76 

50TH 

9.35 

23.92 

55TH 

9.42 

24.09 

60TH 

9.49 

24.27 

65TH 

9.55 

24.46 

70TH 

9.63 

24.67 

75TH 

9,71 

24.91 

80TIJ 

9.81 

25.19 

85TH 

9.92 

25.57 

90TH 

10.07 

26.17 

95TH 

10.30 

26.58 

97TH 

10.46 

26.90 

98TH 

10.59 

27.43 

99TH 

10.80 

MALE 


CENTIMETERS  INCHES 


27.71  MEAN  VALUE  10.91 
.04  SE(MEAN)  .01 

1.53  STD  DEVIATION  .00 
.03  SE ( STD  DEV)  .01 

33.90  MAXIMUM  13.35 

21.90  MINIMUM  8.62 


SYMMETRY - VETA  I  =  .18 

KURTOSIS - VETA  II  =  3.37 

COEF.  OF  VARIATION  =  5.5% 

NUMBER  OF  SUBJECTS  =  1774 


THE 

PERCENTILES 

CENTIMETERS 

INCHES 

24.28 

1ST 

9.56 

24.71 

2ND 

9.73 

24.96 

3RD 

9.83 

25.30 

5TH 

9.96 

25.81 

10TH 

10.16 

26.16 

15TH 

10.30 

26.43 

20TH 

10.40 

26.66 

25TH 

10.50 

26.88 

30TH 

10.58 

27.08 

35TH 

10.66 

27.27 

40TH 

10.74 

27.46 

45TH 

10.81 

27.65 

50TH 

10.88 

27.84 

55TH 

10.96 

28.03 

60TH 

11.04 

28.24 

65TH 

11.12 

28.46 

70TH 

11.20 

23.70 

75TH 

11.30 

28.97 

80TH 

11.41 

29.29 

85TH 

11.53 

29.70 

90TH 

11.69 

30.32 

95TH 

11.94 

30.72 

97TH 

12.09 

31.01 

98TH 

12.21 

31.46 

99TH 

12,3V 
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(48)  ELBOW  REST  HEIGHT 


FEMALE 

MALE 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

22.05 

MEAN  VALUE 

8.68 

23.06 

MEAN  VALUE 

9.08 

.  C6 

SE ( MEAN ) 

.02 

.06 

SE (MEAN) 

.03 

2.68 

STD  DEVIATION 

1.05 

2.72 

STD  DEVIATION 

1.07 

.04 

SE ( STD  DEV) 

.02 

.05 

SE (STD  DEV) 

.02 

30.20 

MAXIMUM 

11.89 

31.10 

MAXIMUM 

12.24 

12.40 

MINIMUM 

4.88 

14.00 

MINIMUM 

5.51 

SYMMETRY VET  A  I  = 

- .  04 

SYMMETRY - VETA  I  - 

-.15 

KURTOSIS - VETA  II  = 

2.88 

KURTOSIS - VETA  II  = 

2.82 

COEF.  OF  VARIATION  - 

12.1% 

COEF.  OF  VARIATION  = 

11.8% 

NUMBER 

OF  SUBJECTS  = 

2208 

NUMBER 

OF  SUBJECTS  - 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

15.80 

1ST 

6.22 

16.75 

1ST 

6.60 

16.49 

2ND 

6.49 

17.35 

2ND 

6.83 

16.94 

3RD 

6.67 

17.78 

3RD 

7.00 

17.57 

5TH 

6.92 

18.41 

5TH 

7.25 

18.56 

10TH 

7.31 

19.44 

10TH 

7.65 

19.24 

15TH 

7.57 

20.17 

15TH 

7.94 

19.77 

20TH 

7.78 

20.74 

20TH 

8.17 

20.24 

25TH 

7.97 

21.24 

25TH 

8.36 

20.65 

30TH 

8.13 

21.69 

30TH 

8.54 

21.03 

35TH 

8.28 

22.09 

35TH 

8.70 

21.39 

40TH 

8.42 

22.47 

40TH 

8.85 

21.74 

45TH 

8.56 

22.83 

45TH 

8.99 

22.08 

50TH 

8.69 

23.19 

50TH 

9.13 

22.42 

55TH 

8.83 

23.53 

55TH 

9.27 

22.77 

60TH 

8.96 

23.88 

60TH 

9.40 

23.12 

65TH 

9.10 

24.23 

65TH 

9.54 

23.49 

70TH 

9.25 

24.59 

70TH 

9.68 

23.89 

75TH 

9.41 

24.98 

75TH 

9.83 

24.33 

80TH 

9.58 

25.40 

80TH 

10.00 

24.84 

85TH 

9.78 

25.88 

85TH 

10.19 

25.49 

90TH 

10.03 

26.48 

90TH 

10.43 

26.44 

95TH 

10.41 

27.37 

95TH 

10.78 

27.06 

97TH 

10.65 

27.96 

97TH 

11.01 

27.52 

98TH 

10.83 

28.41 

98TH 

11.19 

28.24 

99TH 

11.12 

29.16 

99TH 

11.48 

94 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

73.87 

MEAN  VALUE 

29.08 

79.20 

MEAN  VALUE 

31.18 

.07 

SB  (MEAN) 

.03 

.08 

SE(MEAN) 

.03 

3.32 

STD  DEVIATION 

1.31 

3.42 

STD  DEVIATION 

1.35 

.05 

SE ( STD  DEV) 

.02 

.06 

SE ( STD  DEV) 

.02 

86.40 

MAXIMUM 

34.02 

90.30 

MAXIMUM 

35.55 

64.00 

MINIMUM 

25.20 

67.30 

MINIMUM 

26.50 

SYMMETRY- 

— VETA  I  = 

.10 

SYMMETRY- 

—VETA  I  - 

-.04 

KURTOSXS- 

—VETA  II  = 

2.87 

KURTQSIS- 

—VETA  11  = 

2.92 

COEF .  OF 

VARIATION  = 

4.5% 

COEF.  OF 

VARIATION  = 

4.3% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

66.40 

1ST 

26.14 

71.18 

1ST 

28.02 

67.21 

2ND 

26.46 

72.11 

2ND 

28.39 

67.74 

3RD 

26.67 

72.70 

3RD 

28.62 

68.46 

5TH 

26.95 

73.50 

5TH 

28.94 

69.60 

10TH 

27.40 

74.76 

10TH 

29.43 

70.38 

15TH 

27.71 

75.61 

15TH 

29.77 

71.01 

20TH 

27.96 

76.29 

20TH 

30.04 

71.56 

25TH 

28.17 

76.88 

25TH 

30.27 

72.06 

30TH 

28.37 

77.40 

30TH 

30.47 

72.52 

35TH 

28.55 

77.88 

35TH 

30.66 

72.96 

40TH 

28.72 

78.34 

40TH 

30.84 

73.39 

45TH 

28.89 

78.79 

45TH 

31.02 

73.82 

50TH 

29.06 

79.23 

50TH 

31.19 

74.25 

55TH 

29.23 

79.66 

55TH 

31.36 

74.68 

60TH 

29.40 

80.10 

60TH 

31.54 

75.13 

65TH 

29.58 

80.56 

65TH 

31.72 

75.61 

70TH 

29.77 

81.04 

70TH 

31.90 

76.13 

75TH 

29.97 

81.55 

75TH 

32.11 

76.71 

80TH 

30.20 

82.13 

80TH 

32.33 

77.37 

85TH 

30.46 

82.78 

85TH 

32.59 

78.21 

90TH 

30.79 

83.61 

90TH 

32.92 

79.43 

95TH 

31.27 

84.80 

95TH 

33.39 

80.20 

97TH 

31.57 

85.56 

97TH 

33.68 

80.75 

98TH 

31.79 

86.10 

98TH 

33.90 

81.59 

99TH 

32.12 

86.93 

99TH 

34.23 

95 


(50)  FOOT  BREADTH,  HORIZONTAL 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

e.97 

MEAN  VALUE 

3.53 

10.06 

MEAN  VALUE 

3.96 

.01 

SE (MEAN ) 

.00 

.01 

SE ( MEAN ) 

.00 

.49 

STD  DEVIATION 

.19 

.53 

STD  DEVIATION 

.21 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

10.90 

MAXIMUM 

4.29 

12.20 

MAXIMUM 

4.80 

7.30 

MINIMUM 

2.87 

8,00 

MINIMUM 

3.15 

SYMMETRY - VET  A  I  = 

KURTOSIE - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.13 

3.18 

5.5% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.21 

3.36 

5.2% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

7.87 

1ST 

3.10 

8.90 

1ST 

3.51 

7.98 

2ND 

3.14 

9.03 

2ND 

3.56 

8.06 

3RD 

3.17 

9.11 

3RD 

3.59 

8.16 

5TH 

3,21 

9.23 

5TH 

3.63 

8.34 

10TH 

3.28 

9.41 

10TH 

3.70 

8.46 

15TH 

3.33 

9.53 

15TH 

3.75 

8.55 

20TH 

3.37 

9.62 

20TH 

3.79 

8.63 

25TH 

3.40 

9.71 

25TH 

3.82 

8.71 

30TH 

3.43 

9.78 

30TH 

3.85 

8.78 

35TH 

3.46 

9.85 

35TH 

3.88 

8  r  84 

40TH 

3.48 

9.92 

40TH 

3.90 

8.90 

4STH 

3.50 

9.98 

45TH 

3.93 

8.96 

50TH 

3.53 

10.05 

50TH 

3.96 

9.02 

55TH 

3.55 

10.11 

55TH 

3.98 

s.ne 

60TH 

3.58 

10.18 

60TH 

4.01 

9 . 15 

65TH 

3.60 

10.25 

65TH 

4.03 

9.21 

70TH 

3.63  • 

10.32 

70TH 

4.06 

9.29 

75TH 

3.66 

10.40 

75TH 

4.09 

9.37 

BOTH 

3.69 

10.49 

80TH 

4.13 

9.46 

85TH 

3.73 

10.60 

85TH 

4.17 

9.59 

90TH 

3.77 

10.74 

90TH 

4.23 

9.78 

95TH 

3.85 

10.95 

95TH 

4.31 

9.91 

97TH 

3.90 

11.10 

97TH 

4.37 

10.02 

98TH 

3.94 

11.21 

98TH 

4.41 

10.20 

99TH 

4.02 

11.40 

99TH 

4.49 
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(51)  FOOT  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

24.44 

MEAN  VALUE 

9.62 

.03 

SE (MEAN) 

.01 

1.22 

STD  DEVIATION 

.48 

.02 

SE ( STD  DEV) 

.01 

29.00 

MAXIMUM 

11.42 

20.30 

MINIMUM 

7.99 

SYMMETRY- 

— VET  A  I  = 

.03 

KURTOSIS- 

— VETA  II  = 

2.89 

COEF.  OF 

VARIATION  = 

5.0% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

Percent ILEs 

CENTIMETERS 

INCHES 

21.69 

1ST 

8.54 

21.98 

2ND 

8.66 

22.17 

3RD 

8.73 

22.44 

5TH 

8.83 

22.86 

10TH 

9.00 

23.15 

15TH 

9.12 

23.39 

20TH 

9.21 

23.60 

25TH 

9.29 

23.78 

30TH 

9.36 

23.95 

35TH 

9.43 

24.12 

40TH 

9.50 

24.28 

45TH 

9.56 

24.43 

50TH 

9.62 

24.59 

55TH 

9.68 

24.75 

60TH 

9.75 

24.92 

65TH 

9.81 

25.09 

70TH 

9.88 

25.28 

75TH 

9.95 

25.49 

80TH 

10.03 

25.73 

85TH 

10.13 

26.03 

90TH 

10.25 

26.46 

95TH 

10.42 

26.73 

97TH 

10.52 

26.92 

98TH 

10.60 

27.22 

99TH 

10 . 72 

MALE 


CENTIMETERS  INCHES 


26. 9^ 

MEAN  VALUE 

10.62 

.03 

SE (MEAN) 

.01 

1.31 

STD  DEVIATION 

.52 

.02 

SE ( STD  DEV) 

.01 

31.00 

MAXIMUM 

12. 2C 

22.80 

MINIMUM 

8.98 

SYMMETRY- 

—VETA  I  = 

.15 

KURTOSIS- 

—VETA  II  - 

3.03 

COEF.  OF 

VARIATION  = 

4.9% 

NUMBER  OF 

SUBJECTS  = 

1774 

•rHc. 

PERCENTILES 

CENTIMETERS 

INCHES 

23.99 

1ST 

9.44 

24.35 

2ND 

9.59 

24  58 

3RD 

9.68 

24.88 

5TH 

9.79 

25.33 

10TH 

9.97 

25.63 

15TH 

10.09 

25.87 

20TH 

10.19 

26.08 

25TH 

10.27 

26.27 

30TH 

10.34 

26.44 

35TH 

10.41 

26.60 

40TH 

10.47 

26.77 

45TH 

10.54 

26.93 

50TH 

10.60 

27.09 

55TH 

10.67 

27.26 

60TH 

10.73 

27.43 

65TH 

10.80 

27.62 

70TH 

10.87 

27.82 

75TH 

10.95 

28.05 

80TH 

11.04 

28.32 

85TH 

11.15 

28.67 

90TH 

11.29 

29.20 

95TH 

11.50 

29.55 

97TH 

11.63 

29.81 

98TH 

11.73 

30.21 

99TH 

11.90 
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(52) 

FOREARM 

CIRCUMFERENCE, 

FLEXED 

FEMALE 

MALE 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

25.37 

MEAN  VALUE 

9.99 

30.35 

MEAN  VALUE 

11.95 

.03 

SE (MEAN) 

.01 

.04 

SE (MEAN) 

.02 

1.51 

STD  DEVIATION  .59 

1.88 

STD  DEVIATION 

.74 

.02 

SE ( STD  DEV) 

.01 

.03 

SE (STD  DEV) 

.01 

32.50 

MAXIMUM 

12.80 

37.20 

MAXIMUM 

14.65 

21.00 

MINIMUM 

8.27 

23.30 

MINIMUM 

9.17 

SYMMETRY- 

— VETA  I  = 

.30 

SYMMETR7- 

—VETA  I  - 

.24 

KURTOSIS- 

— VETA  II  = 

3.54 

KURTOSIS- 

— VETA  II  = 

3.29 

COEF.  OF 

VARIATION  = 

5.9% 

COEF.  OF 

VARIATION  = 

6.2% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

21.99 

1ST 

8.66 

26.29 

1ST 

10.35 

22.40 

2ND 

8.82 

26.78 

2ND 

10.54 

22.65 

3RD 

8.92 

27.08 

3RD 

10.66 

22.99 

5TH 

9.05 

27.47 

5TH 

10.81 

23.51 

10TH 

9.26 

28.06 

10TH 

11.05 

23.85 

15TH 

9.39 

28.45 

15TH 

11.20 

24.13 

20TH 

9.50 

28.77 

20TH 

11.33 

24.36 

25TH 

9.59 

29.05 

25TH 

11.44 

24.57 

30TH 

9.67 

29.31 

30TH 

11.54 

24.77 

35TH 

9.75 

29.55 

35TH 

11.63 

24.95 

40TH 

9.82 

29.78 

40TH 

11.72 

25.13 

45TH 

9.89 

30.01 

45TH 

11.82 

25.31 

50TH 

9.97 

30.24 

50TH 

11.91 

25.50 

55TH 

10.04 

30.48 

55TH 

12.00 

25.68 

60TH 

10.11 

30.72 

60TH 

12.10 

25.87 

65TH 

10.19 

30.98 

65TH 

12.20 

26.08 

70TH 

10 * 27 

31.25 

70TH 

12.30 

26.31 

75TH 

10.36 

31.56 

75TH 

12.42 

26.57 

80TH 

10.46 

31.90 

80TH 

12.56 

26  c  88 

85TH 

10.53 

32.31 

85TH 

12.72 

27.29 

90TH 

10.75 

32.83 

90TH 

12.93 

27.94 

95TH 

11.00 

33.61 

95TH 

13.23 

28.38 

97TH 

11.17 

34.11 

97TH 

13.43 

28.73 

98TH 

11.31 

34.47 

98TH 

13.57 

29.30 

99TH 

11.54 

35.02 

99TH 

13.79 
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(53)  FOREARM-FOREARM  BREADTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

46.85 

MEAN  VALUE 

18.44 

54.61 

MEAN  VALUE 

21.50 

.07 

SE ( MEAN) 

.03 

.10 

SE (MEAN) 

.04 

3.47 

STD  DEVIATION 

1.36 

4.36 

STD  DEVIATION 

1.72 

.05 

SE ( STD  DEV) 

.02 

.07 

SE ( STD  DEV) 

.03 

60.90 

MAXIMUM 

23.98 

72.50 

MAXIMUM 

28.54 

37.30 

MINIMUM 

14.69 

39.90 

MINIMUM 

15.71 

SYMMETRY - 

— VETA  I  « 

.34 

SYMMETRY- 

—VETA  I  = 

.20 

KURTOSIS- 

--VET  A  II  = 

3.26 

KURTOSIS- 

— VETA  II  = 

3.13 

COEF.  OF 

VARIATION  = 

7.4% 

COEF.  OF 

VARIATION  « 

8.0% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  * 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

39.42 

1ST 

15.52 

45.12 

1ST 

17.76 

40.24 

2ND 

15.84 

46.17 

2ND 

18.18 

40.76 

3RD 

16.05 

46.84 

3RD 

18.44 

41.47 

5TH 

16.33 

47.74 

5TH 

18.80 

42.58 

10TH 

16.76 

49.16 

10TH 

19.35 

43.33 

15TH 

17.06 

50.13 

15TH 

19.74 

43.94 

20TH 

17.30 

50.91 

20TH 

20.04 

44.47 

25TH 

17.51 

51.59 

25TH 

20.31 

44.94 

30TH 

17.69 

52.21 

30TH 

20.56 

45.39 

35TH 

17.87 

52.79 

35TH 

20.79 

45.82 

40TH 

18.04 

53.35 

40TH 

21.00 

46.24 

45TH 

18.20 

53.90 

45TH 

21.22 

46.66 

50TH 

18.37 

54.45 

50TH 

21.44 

47.08 

55TH 

18.54 

55.00 

55TH 

21.65 

47.52 

60TH 

18.71 

55.56 

60TH 

21.88 

47.98 

65TH 

18.89 

56.16 

65TH 

22.11 

48.47 

70TH 

19.08 

56.79 

70TH 

22.36 

49.01 

75TH 

19.30 

57.47 

75TH 

22.63 

49.63 

80TH 

19.54 

58.25 

80TH 

22.93 

50.37 

85TH 

19.83 

59.16 

85TH 

23.29 

51.33 

90TH 

20.21 

60.32 

90TH 

23.75 

52.84 

95TH 

20.80 

62.06 

95TH 

24.43 

53.87 

97TH 

21.21 

63.18 

97TH 

24.87 

54.66 

98TH 

21.52 

64.00 

98TH 

25.20 

55.95 

99TH 

22.03 

65.27 

99TH 

25.70 
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(54)  FOREARM-HAND  LENGTH 


FEMALE 


CENTIMETERS  INCHES 


44.29 

MEAN  VALUE 

17.44 

.05 

SE (MEAN) 

.02 

2.34 

STD  DEVIATION 

.92 

.04 

SE ( STD  DEV) 

.01 

54.60 

MAXIMUM 

21.50 

32.40 

MINIMUM 

12.76 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  « 
NUMBER  OF  SUBJECTS  = 

.11 

3.29 

5.3% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

39.14 

1ST 

15.41 

39.74 

2ND 

15.65 

40.12 

3RD 

15.79 

40.62 

5TH 

15.99 

41.38 

10TH 

16.29 

41.91 

15TH 

16.50 

42.32 

20TH 

16.66 

42.69 

25TH 

16.81 

43.02 

30TH 

16.94 

43.33 

35TH 

17.06 

43.63 

40TH 

17.18 

43.92 

45TH 

17.29 

44.21 

50TH 

17.41 

44.51 

55TH 

17.52 

44.81 

60TH 

17.64 

45.13 

65TH 

17.77 

45.47 

70TH 

17.90 

45.84 

75TH 

18  •  05 

46.26 

BOTH 

18.21 

46.74 

85TH 

18.40 

47.35 

90TH 

18.64 

48.25 

95TH 

18.99 

48.81 

97TH 

19.22 

49.21 

98TH 

19.38 

49.81 

99TH 

19.61 

MALE 


CENTIMETERS  INCHES 


48.40 

MEAN  VALUE 

19.06 

.06 

SE(MEAN) 

.02 

2.33 

STD  DEVIATION 

.92 

.04 

SE ( STD  DEV) 

.02 

57.80 

MAXIMUM 

22.76 

38.60 

MINIMUM 

15.20 

SYMMETRY- 

— VETA  I  - 

,23 

KURTOSIS- 

— VETA  II  = 

3.43 

COEF.  OF 

VARIATION  = 

4.8% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

percentiles 

CENTIMETERS 

INCHES 

43.43 

1ST 

17.10 

43.98 

2ND 

17.31 

44.32 

3RD 

17.45 

44.79 

5TH 

17.63 

45  c  52 

10TH 

17.92 

46.02 

15TH 

18.12 

46.42 

20TH 

18.28 

46.78 

25TH 

18.42 

47.10 

30TH 

18.54 

47.41 

35TH 

18.66 

47.70 

40TH 

18.78 

47.99 

45TH 

18.89 

48.28 

50TH 

19.01 

48.58 

55TH 

19.12 

48.88 

60TH 

19.24 

49.20 

65TH 

19.37 

49.53 

70TH 

19.50 

49.91 

75TH 

19.65 

50.33 

80TH 

19.82 

50.83 

85TH 

20.01 

51.46 

90TH 

20.26 

52.42 

95TH 

20.64 

53.04 

97TH 

20.88 

53.49 

98TH 

21.06 

54.20 

99TH 

21.34 
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(55)  FUNCTIONAL  LEG  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

101.20 

MEAN  VALUE 

39.84 

.10 

SE (MEAN) 

.04 

4.91 

STD  DEVIATION 

1.93 

.07 

SE ( STD  DEV) 

.03 

118.00 

MAXIMUM 

46.46 

81.90 

MINIMUM 

32.24 

SYMMETRY- 

— VET  A  I  = 

.06 

KURTOSIS- 

— VETA  II  = 

3.10 

COEF.  OF 

VARIATION  = 

4.9% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

89.76 

1ST 

35.34 

91.20 

2ND 

35.91 

92.09 

3RD 

36.25 

93.25 

5TH 

36.71 

94.99 

10TH 

37.40 

96.15 

15TH 

37.86 

97.07 

20TH 

38.21 

97.86 

25TH 

38.53 

98.57 

30TH 

38.81 

99.22 

35TH 

39.06 

99.85 

40TH 

39.31 

100.47 

45TH 

39.55 

101.08 

50TH 

39.79 

101.70 

55TH 

40.04 

102 , 32 

60TH 

40.28 

102.98 

65TH 

40.54 

103.67 

70TH 

40.82 

104.43 

75TH 

41.12 

105.29 

80TH 

41.45 

106.28 

85TH 

41.84 

107.55 

90TH 

42.34 

109.42 

95TH 

43.08 

110.62 

97TH 

43.55 

111.49 

98TH 

43.89 

112.82 

99TH 

44.42 

MALE 


CENTIMETERS 

INCHES 

108.21 

MEAN  VALUE 

42.60 

.  12 

SE (MEAN) 

.05 

5.10 

STD  DEVIATION 

2.01 

.09 

SE ( STD  DEV) 

.03 

129.10 

MAXIMUM 

50.83 

88.10 

MINIMUM 

34.69 

SYMMETRY- 

—VETA  I  = 

.17 

KURTOSIS- 

— VETA  II  = 

3.22 

COEF.  OF 

VARIATION  = 

4.7% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

96.90 

1ST 

38.15 

98.26 

2ND 

38.69 

99.09 

3RD 

39.01 

100.19 

5TH 

39.44 

101.85 

10TH 

40,10 

102.98 

15TH 

40.54 

103.88 

20TH 

40.90 

104.67 

25TH 

41.21 

105.39 

30TH 

41.49 

10b. 06 

35TH 

41.76 

106.71 

40TH 

42.01 

107.35 

45TH 

42.26 

107.99 

50TH 

42.52 

108.64 

55TH 

42.77 

109.30 

60TH 

43.03 

110.00 

65TH 

43.31 

110.75 

7  0TH 

43.60 

111.56 

75TH 

43.92 

112.48 

80TH 

44.28 

113.55 

85TH 

44.71 

114.91 

90TH 

45.24 

116.89 

95TH 

46.02 

118.14 

97TH 

46.51 

119.02 

98TH 

46.86 

120.33 

99TH 

47.38 
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(56)  GLUTEAL  FURROW  HEIGHT 


FEMALE 


CENTIMETERS  INCHES 


74.43 

MEAN  VALUE 

29.30 

.09 

SE (MEAN) 

.04 

4.30 

STD  DEVIATION 

1.69 

.06 

SE ( STD  DEV) 

.03 

91.60 

MAXIMUM 

36.06 

56.80 

MINIMUM 

22.36 

SYMMETRY- 

— VETA  I  = 

.13 

KURTOSIS- 

— VETA  II  - 

3.10 

COEF.  OF 

VARIATION  = 

5.8% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE  PERCENTILES 


CENTIMETERS 

INCHES 

64.79 

1ST 

25.51 

65.89 

2ND 

25.94 

66.59 

3RD 

26.22 

67.54 

5TH 

26.59 

69.01 

10TH 

27.17 

70.01 

15TH 

27.56 

70.81 

20TH 

27.88 

71.50 

25TH 

28.15 

72.12 

30TH 

28.39 

72.70 

35TH 

28.62 

73.25 

40TH 

28.84 

73.79 

45TH 

29.05 

74.33 

50TH 

29.26 

74.87 

55TH 

29.48 

75.42 

60TH 

29.69 

75.99 

65TH 

29.92 

76.60 

70TH 

30.16 

77.27 

75TH 

30.42 

78.02 

BOTH 

30.72 

78.90 

85TH 

31.06 

80.03 

90TH 

31.51 

81.74 

95TH 

32.18 

82.87 

97TH 

32.62 

83.71 

98TH 

32.96 

85.04 

99TH 

33.48 

HALE 

CENTIMETERS 

INCHES 

81.44 

MEAN  VALUE 

32.06 

.11 

SE(MEAN) 

.04 

4.56 

STD  DEVIATION 

1.80 

.08 

SE ( STD  DEV) 

.03 

102.50 

MAXIMUM 

40.35 

64.90 

MINIMUM 

25.55 

SYMMETRY- 

— VETA  I  = 

.21 

KURTOSIS- 

— VETA  II  = 

3.20 

COEF.  OF 

VARIATION  = 

5.6% 

NUMBER  OF 

SUBJECTS  = 

1774 

rPITTTT* 

j-xixi 

PERCENTILES 

CENTIMETERS 

INCHES 

71.32 

1ST 

28.08 

72.54 

2ND 

28.56 

73.29 

3RD 

28.85 

74.26 

5TH 

29.24 

75.75 

10TH 

29.82 

76.75 

15TH 

30.22 

77.55 

20TH 

30.53 

78.26 

25TH 

30.81 

78.90 

30TH 

31.06 

79.51 

35TH 

31.30 

80,09 

40TH 

31.53 

80.66 

45TH 

31.76 

81.24 

50TH 

31.98 

81.82 

55TH 

32.21 

82.42 

60TH 

32,45 

83.05 

65TH 

32.70 

83.72 

70TH 

32.96 

84.46 

75TH 

33.25 

85.28 

80TH 

33.58 

86.24 

85TH 

33.95 

87.46 

90TH 

34.43 

89.21 

95TH 

35.12 

90.30 

97TH 

35.55 

91.06 

93TH 

35.85 

92.16 

99TH 

36.28 
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(57) 


HAND  BREADTH 


FEMALE 

CENTIMETERS  INCHES 


7.94 

MEAN  VALUE 

3.13 

.01 

SE (MEAN) 

.00 

.38 

STD  DEVIATION 

..15 

.01 

SE ( STD  DEV) 

.0U 

9.80 

MAXIMUM 

3.86 

6.60 

MINIMUM 

2.60 

MALE 


CENTIMETERS  INCHES 


9.04 

MEAN  VALUE 

3.56 

.01 

SE ( MEAN ) 

.00 

.  42 

STD  DEVIATION 

.17 

.01 

SE (STD  DEV) 

.00 

10.60 

MAXIMUM 

4.17 

7.70 

MINIMUM 

3.03 

SYMMETRY- 

--VETA  I  - 

.  16 

SYMMETRY- 

— VETA  I  * 

.09 

KURTOSIS- 

— VET A  II  ~ 

3.49 

KURTOSIS- 

— VETA  II  = 

3.00 

COEF.  OF 

VARIATION  = 

4.7% 

COEF.  OF 

VARIATION  = 

4.7% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

7.09 

1ST 

2.79 

8.07 

1ST 

3.18 

7.19 

2ND 

2.83 

8.19 

2ND 

3.22 

7.25 

3RD 

2.86 

8.27 

3RD 

3.25 

7.34 

5TH 

2.89 

8.36 

5TH 

3.29 

7.47 

10TH 

2.94 

8.51 

10TH 

3.35 

7.56 

15TH 

2.98 

8*61 

15TH 

3.39 

7.63 

20TH 

3.00 

8.69 

20TH 

3.42 

7.69 

25TH 

3.03 

8.75 

25TH 

3.45 

7.74 

30TH 

3.05 

8.82 

30TH 

3.47 

7.79 

35TH 

3.07 

8.87 

35TH 

3.49 

7.84 

40TH 

3.09 

8.93 

40TH 

3.51 

7.-89 

45TH 

3.11 

8.98 

45TH 

3.54 

7.93 

50TH 

3.12 

9.03 

50TH 

3.56 

7.98 

55TH 

3.14 

9.09 

55TH 

3.58 

8.03 

60TH 

3.16 

9.14 

60TH 

3.60 

8.08 

65TH 

3.18 

9.20 

65TH 

3.62 

8.13 

70TH 

3.20 

9.26 

70TH 

3.64 

8.18 

75TH 

3.22 

9.32 

75TH 

3.67 

8.25 

BOTH 

3.25 

9.40 

80TH 

3.70 

8.32 

85TH 

3.28 

9.48 

85TH 

3.73 

8.42 

90TH 

3.31 

9.59 

90TH 

3.78 

8.56 

95TH 

3.37 

9.76 

95TH 

3.84 

8.66 

97TH 

3.41 

9.86 

97TH 

3.8b 

8.74 

98TH 

3.44 

9.93 

98TH 

3.91 

8.86 

99TH 

3.49 

10.04 

99TH 

3.95 
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(58)  HAND  CIRCUMFERENCE 


FEMALE 


CENTIMETERS  INCHES 


18 . 62 

MEAN  VALUE 

7.33 

.02 

SE ( MEAN ) 

.01 

.85 

STD  DEVIATION 

.33 

.01 

SE { STD  DEV) 

.01 

23.00 

MAXIMUM 

9.06 

15.80 

MINIMUM 

6.22 

SYMMETRY- 

— VETA  I  = 

.20 

KURTOSIS- 

— VETA  II  = 

3.46 

COEF.  OF 

VARIATION  = 

4,5% 

NUMBER  OF 

SUBJECTS  - 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

16.73 

1ST 

6.59 

16.93 

2ND 

6.67 

17.07 

3RD 

6.72 

17.25 

5TH 

6.79 

17.55 

10TII 

6.91 

17.75 

15TH 

6.99 

17.91 

20TH 

7.05 

18.04 

25TH 

7.10 

18  n  17 

30TH 

7.15 

18.28 

35TH 

7.20 

18.39 

40TH 

7.24 

18.50 

45TH 

7.28 

18.60 

50TH 

7.32 

18,70 

55TH 

7.36 

18.81 

60TH 

7.41 

18.92 

65TH 

7.45 

19,04 

70TH 

7.49 

19.16 

75TH 

7.54 

19.30 

80TH 

7.60 

19.47 

85TH 

7.67 

19.69 

90TH 

7,75 

20.03 

95TK 

7.88 

20.25 

97TH 

7.97 

20.43 

98TH 

8.04 

20.72 

99TH 

8.16 

MALE 

CENTIMETERS 

INCHES 

21.38 

MEAN  VALUE 

8.42 

.02 

SE (MEAN) 

.01 

.97 

STD  DEVIATION 

.38 

.02 

SE ( STD  DEV) 

.01 

24.70 

MAXIMUM 

9.72 

18.20 

MINIMUM 

7.17 

SYMMETRY- 

— VETA  I  = 

.14 

XURTOSXS- 

—VETA  II  = 

3.12 

COEF.  OF 

VARIATION  = 

4.5% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

19.16 

1ST 

7.54 

19,45 

2ND 

7.66 

19.62 

3RD 

7.72 

19.85 

5TH 

7.81 

20.18 

10TH 

7.94 

20.40 

15TH 

8.03 

20.57 

20TH 

8.10 

20.72 

25TH 

8.16 

20.86 

30TH 

8.1 1 

20.98 

35TH 

8 .2c 

21.11 

40TH 

8.31 

21.22 

45TH 

8.36 

21.34 

50TH 

8.40 

21.46 

55TH 

8.45 

21.59 

60TH 

8.50 

21.72 

65TH 

8.55 

21.86 

70TH 

8.61 

22.01 

75TH 

8.67 

22.18 

80TH 

8.73 

22.38 

85TH 

8,81 

22 . 64 

90TH 

8.92 

23,03 

95TH 

9.07 

23.28 

97TH 

9.17 

23.46 

98TH 

9.24 

23.74 

99TH 

9.35 
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(59)  HAND  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

18.05 

MEAN  VALUE 

7.10 

.02 

SE (MEAN) 

.01 

.97 

STD  DEVIATION 

.38 

.01 

SE ( STD  DEV) 

.01 

21.50 

MAXIMUM 

8.46 

14.90 

MINIMUM 

5.87 

SYMMETRY- 
KURTOSIS- 
COEF.  OF 
NUMBER  OF 

— VETA  I  = 
— VETA  II  = 
VARIATION  = 

1  SUBJECTS  * 

.16 

3.20 

5.4% 

2208 

mvTTi  nnnomim  tt 
lUCi  ruiwuiiniiLig 

CENTIMETERS 

INCHES 

15.89 

1ST 

6.26 

16.13 

2ND 

6.35 

16.29 

3RD 

6.41 

16.50 

5TH 

6.50 

16.83 

10TH 

6.63 

17.06 

15TH 

6.72 

17.24 

20TH 

6.79 

17.39 

25TH 

6.85 

17.53 

30TH 

6.90 

17.66 

35TH 

6.95 

17.78 

40TH 

7.00 

17.90 

45TH 

7.05 

18.02 

50TH 

7.09 

18.14 

55TH 

7.14 

18.26 

60TH 

7.19 

18.39 

65TH 

7.24 

18.52 

70TH 

7,29 

18.67 

75TH 

7,35 

18.84 

80TH 

7.42 

19.04 

85TH 

7.49 

19.29 

90TIi 

7.60 

19.69 

95TH 

7.75 

19.96 

97TH 

7.86 

20.16 

98TH 

7.94 

20.50 

99TH 

8.07 

MALE 


CENTIMETERS  INCHES 


19.38 

MEAN  VALUE 

7.63 

.02 

SE(MEAN) 

.01 

.98 

STD  DEVIATION 

.39 

.02 

SE ( STD  DEV) 

.01 

23.30 

MAXIMUM 

9.17 

16.00 

MINIMUM 

6.30 

SYMMETRY- 

— VETA  I  = 

.31 

KURTOSIS- 

— VETA  II  @ 

3.45 

COEF.  OF 

VARIATION  = 

5.1% 

NUMBER  OF 

SUBJECTS  - 

1774 

mrrr 

AUU 

nrtnfip\TmTT 
cuixLun  ■*.  f  f  *  i  ■ ,  p 

CENTIMETERS 

INCHES 

17.28 

1ST 

6.80 

17.52 

2ND 

6.90 

17.67 

3RD 

6.96 

17.87 

5TH 

7.04 

18.18 

10TH 

7.16 

18.39 

15TH 

7.24 

18.56 

20TH 

7.31 

18.71 

25TH 

7.37 

18.85 

30TH 

7.42 

18.97 

35TH 

7.47 

19.09 

40TH 

7.52 

19.21 

45TH 

7.56 

19.33 

50TH 

7.61 

19.45 

55TH 

7.66 

19.57 

60TH 

7.70 

19.70 

65TH 

7.75 

19,84 

70TH 

7.81 

19.99 

75TH 

7.87 

20.16 

80TH 

7.94 

20.37 

85TH 

8.02 

20.64 

90TH 

8.13 

21.06 

95TH 

8.29 

21.34 

97TH 

8.40 

21.55 

98TH 

8.49 

21.90 

99TH 

8.62 
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(60) 


HEAD  BREADTH 


FEMALE 


CENTIMETERS  INCHES 


14.44 

MEAN  VALUE 

5.69 

.01 

SE(MEAN) 

.00 

.49 

STD  DEVIATION 

.19 

.01 

SE ( STD  DEV) 

.00 

16.70 

MAXIMUM 

6.57 

12.60 

MINIMUM 

4.96 

MALE 

CENTIMETERS  INCHES 

15.17  MEAN  VALUE  5.97 
.01  SE(MEAN)  .01 

.54  STD  DEVIATION  .21 
.01  SE ( STD  DEV)  .00 
17.30  MAXIMUM  6.81 

12.80  MINIMUM  5.04 


SYMMETRY- 

— VETA  I  = 

.23 

SYMMETRY- 

—VETA  I  = 

.13 

KURTOSIS- 

— VETA  II  = 

3.52 

KURTOSIS- 

— 'VETA  II  = 

3.32 

COEF.  OF 

VARIATION  = 

3.4% 

COEF.  OF 

VARIATION  = 

3.6% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  « 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

13.33 

1ST 

5.25 

13.92 

1ST 

5.48 

13,46 

2ND 

5.30 

14.08 

2ND 

5,54 

13.55 

3RD 

5-33 

14.18 

3RD 

5.58 

13.66 

5TH 

5.38 

14.31 

5TH 

5.63 

13.83 

10TH 

5.45 

14.50 

10TH 

5.71 

13.95 

15TH 

5.49 

14.62 

15TH 

5.76 

14.04 

20TH 

5.53 

14.72 

20TH 

5.80 

14.12 

25TH 

5.56 

14,81 

25TH 

5.83 

14.19 

30TH 

5.59 

14.88 

30TH 

5.86 

14.25 

35TH 

5.61 

14.96 

35TH 

5.89 

14.31 

40TH 

5.63 

15.02 

40TH 

5.91 

14.37 

45TH 

5.66 

15.09 

45TH 

5.94 

14.43 

50TH 

5.68 

15.15 

50TH 

5.97 

14.49 

55TH 

5.70 

15.22 

55TH 

5.99 

14.55 

60TH 

5.73 

15.29 

60TH 

6.02 

14.61 

65TH 

5.75 

15.36 

65TH 

6.05 

14.68 

70TH 

5.78 

15.43 

70TH 

6.08 

14.75 

75TH 

5.81 

15.51 

7  5TH 

6.11 

14.84 

80TH 

5.84 

15.61 

BOTH 

6.15 

14.94 

85TH 

5.88 

15.72 

85TH 

6.19 

15.07 

90TH 

5.93 

15,86 

90TH 

6.25 

15.27 

95TH 

6.01 

16.  G8 

95TH 

6.33 

15.41 

97TH 

6.07 

16.23 

97TH 

6.39 

15.51 

98TH 

6.11 

16.34 

98TH 

6.43 

15.69 

99TH 

6.18 

16.52 

99TH 

6.50 
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(61)  HEAD  CIRCUMFERENCE 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

54.62 

MEAN  VALUE 

21.50 

56.77 

MEAN  VALUE 

22.35 

.03 

SE (MEAN) 

.01 

.04 

SE ( MEAN ) 

.01 

1.46 

STD  DEVIATION 

.58 

1.54 

STD  DEVIATION 

.60 

.02 

SE ( STD  DEV) 

.01 

.03 

SE( STD  DEV) 

.01 

61.10 

MAXIMUM 

24.06 

62.70 

MAXIMUM 

24.69 

50.00 

MINIMUM 

19.69 

51.40 

MINIMUM 

20.24 

SYMMETRY- 

— VETA  I  = 

.19 

SYMMETRY- 

—VETA  I  = 

.10 

KURTOSIS- 

--VETA  II  = 

3.34 

KURTOSIS- 

— VETA  II  = 

3.16 

COEF.  OF 

VARIATION  = 

2.7% 

COEF.  OF 

VARIATION  = 

2.7% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

51.34 

1ST 

20.21 

53.32 

1ST 

20.99 

51.69 

2ND 

20.35 

53.69 

2ND 

21.14 

51.92 

3RD 

20.44 

53.93 

3RD 

21.23 

52.25 

5TH 

20.57 

54 . 27 

5TH 

21.37 

52.77 

I0TH 

20.78 

54.81 

10TH 

21.58 

53.13 

15TH 

20.92 

55.18 

15TH 

21.72 

53.41 

20TH 

21.03 

55.47 

20TH 

21.84 

53.65 

25TH 

21.12 

55.73 

25TH 

21,94 

53.86 

30TH 

21.20 

55.96 

30TH 

22.03 

54.06 

35TH 

21.28 

56.17 

35TH 

22.11 

54.24 

40TH 

21.36 

56.37 

40TH 

22.19 

54.42 

45TH 

21.43 

56.56 

45TH 

22.27 

54.60 

50TH 

21.50 

56.75 

50TH 

22.34 

54.77 

55TH 

21.56 

56.94 

55TH 

22.42 

54.95 

60TH 

21.63 

57.13 

60TH 

22.49 

55.14 

65TH 

21.71 

57.33 

65TH 

22,57 

55.33 

70TH 

21.78 

57,54 

7CTH 

22.65 

55.55 

75TH 

21.87 

57.77 

75TH 

22.75 

55.79 

BOTH 

21.96 

58.03 

80TH 

22,85 

56.07 

85TH 

22.08 

58.34 

85TH 

22.97 

56.45 

90TH 

22.23 

58.73 

90TH 

23,12 

57.05 

95TK 

22.46 

59.35 

95TH 

23.37 

57.48 

97TH 

22.63 

59.77 

97TH 

23  „  53 

57.82 

98TH 

22.76 

60.10 

98TH 

23.66 

58.40 

99TH 

22.99 

60.65 

99TH 

23.88 
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(62)  HEAD  LENGTH 


FEMALE 


MALE 


CENTIMETERS  INCHES 


18.72 

MEAN  VALUE 

7.37 

.01 

SE ( MEAN ) 

.01 

.64 

STD  DEVIATION 

.25 

.01 

SE ( STD  DEV) 

.00 

21.10 

MAXIMUM 

8.31 

15.80 

MINIMUM 

6.22 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

-.11 

3.14 

3.4% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

17.23 

1ST 

6.78 

17  ' 

2ND 

6.84 

V  .8 

3RD 

6.88 

L/.63 

5TH 

6.94 

17.87 

10TH 

7.04 

18.04 

15TH 

7.10 

18.17 

20TH 

7.16 

18.29 

25TH 

7.20 

18.39 

30TH 

7.24 

18.48 

35TH 

7.28 

18.57 

40TH 

7.31 

18.66 

45TH 

7.34 

18.74 

50TH 

7.38 

18.82 

55TH 

7.41 

18.90 

60TH 

7.44 

18.98 

65TH 

7.47 

19.07 

70TH 

7.51 

19.16 

75TH 

7.54 

19.26 

80TVI 

7.58 

19.38 

85T  I 

7,63 

19.53 

90TH 

7.69 

19.75 

95TH 

7.77 

19.90 

97TH 

7.83 

20.01 

98TH 

7.88 

20.19 

99TH 

7.95 

CENTIMETERS 

INCHES 

19.71 

MEAN  VALUE 

7.76 

.02 

SE (MEAN) 

.01 

.71 

STD  DEVIATION 

.28 

.01 

SE ( STD  DEV) 

.00 

22.00 

MAXIMUM 

8.66 

17.30 

MINIMUM 

6.81 

SYMMETRY- 

--VETA  I  « 

-.06 

KURTOSIS- 

—VETA  II  = 

3 . 05 

COEF.  OF 

VARIATION  = 

3.6% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

18.02 

1ST 

7.09 

18.23 

2ND 

7. 18 

18.36 

3RD 

7.23 

18.53 

5TH 

7.30 

18.81 

10TH 

7.40 

18.99 

15TH 

7.47 

19.13 

20TH 

7.53 

19.25 

25TH 

7.58 

19.35 

30TH 

7.62 

19.45 

35TH 

7.66 

19.54 

40TH 

7.69 

19.63 

45TH 

7.73 

19.72 

50TH 

7.76 

19.81 

55TH 

7.80 

19.90 

60TH 

7.83 

19.99 

65TH 

7.87 

20.08 

70TH 

7.91 

20.18 

75TH 

7.95 

20.30 

BOTH 

7.99 

20.43 

85TH 

8.04 

20.60 

90TH 

8.11 

20.85 

95TH 

8.21 

21.01 

97TH 

8.27 

21.14 

98TH 

8.32 

21.34 

99TH 

8.40 
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(63)  HEEL  ANKLE  CIRCUMFERENCE 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

30.48 

MEAN  VALUE 

12.00 

33.90 

MEAN  VALUE 

13.35 

.03 

SE (MEAN) 

.01 

.04 

SE(MEAN) 

.02 

1.49 

STD  DEVIATION 

.59 

1.63 

STD  DEVIATION 

.64 

.02 

SE (STD  DEV) 

.01 

.03 

SE (STD  DEV) 

.01 

36.50 

MAXIMUM 

14.37 

40.20 

MAXIMUM 

15.83 

25.70 

71INIMUM 

10.12 

28.80 

MINIMUM 

11.34 

SYMMETRY- 

— VETA  I  = 

.21 

SYMMETRY- 

—VETA  I  = 

.18 

KURTOSIS- 

— VETA  II  = 

3.16 

KURTOSIS- 

— VETA  II  = 

3.16 

COEF.  OF 

VARIATION  « 

4.9% 

COEF.  OF 

VARIATION  = 

4.8% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

27.25 

1ST 

10.73 

30.31 

1ST 

11.93 

27.56 

2ND 

10.85 

30.69 

2ND 

12.08 

27.77 

3RD 

10.93 

30.94 

3RD 

12.18 

28.08 

5TH 

11.06 

31.29 

5TH 

12.32 

28.58 

10TH 

11.25 

31.84 

10TH 

12.54 

28.93 

15TH 

11.39 

32.23 

15TH 

12.69 

29.21 

20TH 

11.50 

32.53 

20TH 

12.81 

29.46 

25TH 

11.60 

32.80 

25TH 

12.91 

29.68 

30TH 

11.68 

33.03 

30TH 

13.01 

29.88 

35TH 

11.76 

33  c  25 

35TH 

13.09 

30.07 

40TH 

11.84 

33.46 

40TH 

13.17 

30.26 

45TH 

11.91 

33.67 

45TH 

13.25 

30.44 

50TH 

11.99 

33.87 

50TH 

13.33 

30.63 

55TH 

12.06 

34.07 

55TH 

13.41 

30.82 

60TH 

12.13 

34.27 

60TH 

13.49 

31.01 

65TH 

12.21 

34.49 

65TH 

13.58 

31.22 

70TH 

12.29 

34.71 

70TH 

13.67 

31.44 

75TH 

12.38 

34.96 

75TH 

13.76 

31.69 

BOTH 

12.48 

35.24 

80TH 

13.87 

31.99 

85TH 

12.60 

35.56 

85TH 

14.00 

32.38 

90TH 

12.75 

35.99 

90TH 

14.17 

33.00 

95TH 

12.99 

36.65 

95TH 

14.43 

33.43 

97TH 

13.16 

37.11 

97TH 

14.61 

33.76 

98TH 

13.29 

37.46 

98TH 

14.75 

34.34 

99TH 

13.52 

38 « 04 

99TH 

14.98 
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(64)  HEEL  BREADTH 


FEMALE 

CENTIMETERS  INCHES 


6.30 

MEAN  VALUE 

2.48 

.01 

SE  (MEAN) 

.00 

.48 

STD  DEVIATION 

.19 

.01 

SE ( STD  DEV) 

.00 

8.40 

MAXIMUM 

3.31 

5.00 

MINIMUM 

1.97 

SYMMETRY- 

— VETA  I  = 

.41 

KURT05XS- 

— VETA  II  = 

3.29 

COEF.  OF 

VARIATION  = 

7,7% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

5.32 

1ST 

2.09 

5.41 

2ND 

2.13 

5.48 

3RD 

2.16 

5.57 

5TH 

2.19 

5.71 

10TH 

2.25 

5.81 

15TH 

2.2S 

5.89 

20TH 

2.32 

5.96 

25TH 

2.35 

6.03 

30TH 

2.37 

6.09 

35TH 

2.40 

6.15 

40TH 

2.42 

6.21 

45TH 

2.44 

6.27 

50TH 

2.47 

6.33 

55TH 

2.49 

6.39 

60TH 

2.52 

6.46 

65TH 

2.54 

6.53 

70TH 

2,57 

6.61 

75TH 

2.60 

6.69 

80TH 

2,64 

6.80 

85TH 

2.68 

6,94 

90TH 

2.73 

7,14 

95TH 

2.81 

7.28 

97TH 

2.37 

7.39 

98TH 

2.91 

7.56 

99TH 

2.98 

MALE 

CENTIMETERS 

INCHES 

7,01 

MEAN  VALUE 

2.76 

.01 

SE(KEAN) 

.00 

.53 

STD  DEVIATION 

.21 

.01 

SE (STD  DEV) 

.00 

9.00 

MAXIMUM 

3.54 

5.50 

MINIMUM 

2.17 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.49 

3.36 

7.5% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

5.97 

1ST 

2.35 

6.07 

2ND 

2.39 

6.14 

3RD 

2.42 

6.23 

5TH 

2.45 

6.38 

10TH 

2.51 

6.48 

15TH 

2.55 

6.57 

20TH 

2.59 

6,64 

25TH 

2.62 

6.71 

30TH 

2.64 

6.78 

35TH 

2.67 

6.84 

40TH 

2.69 

6.90 

45TH 

2.72 

6.97 

50TH 

2.74 

7,03 

55TH 

2.77 

7.10 

60TH 

2.80 

7.17 

65TH 

2.82 

7.25 

70TH 

2.86 

7.34 

75TH 

2.89 

7.44 

80TH 

2.93 

7.56 

85TH 

2.98 

7.71 

90TH 

3,04 

7.95 

95TH 

3.13 

8.12 

97TH 

3.20 

8.24 

98TH 

3.25 

8.45 

99TH 

3.33 

110 


(65)  HIP  BREADTH 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

34.27 

MEAN  VALUE 

13.49 

34.18 

MEAN  VALUE 

13.46 

.05 

SE ( MEAN ) 

.02 

,05 

SE (MEAN) 

.02 

2.24 

STD  DEVIATION 

.88 

2.03 

STD  DEVIATION 

.80 

.03 

SE ( STD  DEV) 

.01 

.03 

SE ( STD  DEV) 

.01 

42.00 

MAXIMUM 

16.54 

41,60 

MAXIMUM 

16.38 

27.00 

MINIMUM 

10.63 

28.20 

MINIMUM 

11.10 

SYMMETRY— VETA  I 

KURTOSIS - VETA  II 

COEF.  OF  VARIATION 
NUMBER  OF  SUBJECTS 

*  .29 
=  3.01 

*  6.5% 

»  2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  - 

.18 

3.15 

5.9% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

29.58 

1ST 

11.65 

29.64 

1ST 

11.67 

30.05 

2ND 

11.83 

30.18 

2ND 

11.88 

30.35 

3RD 

11.95 

30.51 

3RD 

12.01 

30.78 

5TH 

12.12 

30.97 

5TH 

12.19 

31.47 

10TH 

12.39 

31.66 

10TH 

12.46 

31.96 

15TH 

12.58 

32.12 

1 5TH 

12.65 

32.35 

20TH 

12.74 

32.49 

20TH 

12.79 

32.70 

25TH 

12.87 

32.81 

25TH 

12,92 

33.01 

30TH 

13.00 

33.10 

30TH 

13.03 

33.31 

35TH 

13.11 

33.36 

35TH 

13  14 

33.59 

40TH 

13.23 

33.62 

40TH 

13.24 

33.87 

45TH 

13.34 

33.87 

45TH 

13.33 

34.15 

50TH 

13.45 

34.12 

50TH 

13.43 

34,44 

55TH 

13.56 

34.37 

55TH 

13.53 

34.73 

60TH 

13.67 

34.62 

60TH 

13.63 

35.03 

65TH 

13.79 

34.89 

65TH 

13.74 

35.36 

70TH 

13.92 

35.18 

70TH 

13.85 

35.71 

75TH 

14.06 

35.49 

75TH 

13.97 

36.12 

80TH 

14.22 

35.85 

80TH 

14.11 

36.59 

85TH 

14.41 

36.27 

85TH 

14.28 

37.21 

90TH 

14.65 

36.82 

90TH 

14.50 

38.15 

95TH 

15.02 

37.65 

95TH 

14.82 

38.77 

97TH 

15.27 

38.22 

97TH 

15.05 

39.24 

98TH 

15.45 

38.64 

98TH 

15.21 

40.00 

99TH 

15.75 

39.32 

99TH 

15.48 
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(66)  HIP  BREADTH,  SITTING 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

38,45 

MEAN  VALUE 

15.14 

36.68 

MEAN  VALUE 

14.44 

.06 

SE (MEAN) 

.02 

.06 

SE(MEAN) 

.02 

2.72 

STD  DEVIATION 

1.07 

2.52 

STD  DEVIATION 

.99 

.04 

SE ( STD  DEV) 

.02 

.04 

SE ( STD  DEV) 

.02 

49.30 

MAXIMUM 

19.41 

48.40 

MAXIMUM 

19  *  06 

30.80 

MINIMUM 

12.13 

29.90 

MINIMUM 

11.77 

SYMMETRY- 

— VETA  I  = 

.34 

SYMMETRY- 

— VETA  I  = 

.36 

KURTOSIS- 

— VETA  II  = 

3.11 

KURTOSIS- 

— VETA  II  = 

3.22 

COEF.  OF 

VARIATION  - 

7.1% 

COEF.  OF 

VARIATION  = 

6.9% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

32.71 

1ST 

12.88 

31.15 

1ST 

12.26 

33.33 

2ND 

13.12 

31.90 

2ND 

12.56 

33.72 

3RD 

13.28 

32.33 

3RD 

12.73 

34.25 

5TH 

13.48 

32.87 

5TH 

12.94 

35.08 

ioth 

13.81 

33.64 

10TH 

13.24 

35.65 

15TH 

14.03 

34.15 

15TH 

13.45 

36.11 

20TH 

14.22 

34.56 

20TH 

13.60 

36.52 

25TH 

14.38 

34.91 

25TH 

13.75 

36.90 

30TH 

14.53 

35.24 

3QTH 

13.88 

37.25 

35TH 

14.67 

35.56 

35TH 

14.00 

37.60 

40TH 

14.80 

35.86 

40TH 

14.12 

37.94 

45TH 

14.94 

36.16 

45TH 

14.24 

38.28 

50TH 

15.07 

36.47 

50TH 

14.36 

38.63 

55TH 

15.21 

36.79 

55TH 

14.49 

38.99 

60TH 

15.35 

37.12 

60TH 

14.62 

39.36 

65TH 

15.50 

o  n  4  o 

D  f  (  1U 

r  r  rriTT 

vjj.n 

14 .75 

39.77 

70TH 

15.66 

37.86 

70TH 

14.90 

40.21 

75TH 

15.83 

38.28 

75TH 

15.07 

40.72 

80TH 

16.03 

38.77 

80TH 

15.26 

41.32 

85TH 

16.27 

39.34 

85TH 

15.49 

42.08 

90TH 

16.57 

40.07 

90TH 

15.78 

43.22 

95TH 

17.02 

41.16 

95TH 

16.20 

43 . 96 

97TH 

17.31 

41. b4 

97TH 

16.47 

44.49 

98TH 

17.52 

42.32 

98TH 

16.66 

45.32 

99TH 

17.84 

43.00 

99TH 

16.93 
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(67)  ILIOCRISTALE  HEIGHT 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

98.88 

MEAN  VALUE 

38.93 

107.34 

MEAN  VALUE 

42.26 

.10 

SE (MEAN) 

.04 

.12 

SE (MEAN) 

.05 

4.82 

STD  DEVIATION 

1.90 

5.14 

STD  DEVIATION 

2.02 

.07 

SE ( STD  DEV) 

.03 

.09 

SE ( STD  DEV) 

.03 

117.80 

MAXIMUM 

46.38 

131.70 

MAXIMUM 

51.85 

81.50 

MINIMUM 

32.09 

87.70 

MINIMUM 

34.53 

SYMMETRY- 

— VETA  I  = 

.13 

SYMMETRY- 

— VETA  I  = 

•  12 

KURT03IS- 

— VETA  II  = 

3.08 

KURTOSIS- 

—VETA  II  = 

3.25 

COEF.  OF 

VARIATION  = 

4.9% 

COEF.  OF 

VARIATION  = 

4.8% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

37.95 

1ST 

34.63 

95.66 

1ST 

37.66 

89.24 

2ND 

35.13 

97.07 

2ND 

38.22 

90.05 

3RD 

35.45 

97.94 

3RD 

38.56 

91.13 

5TH 

35.88 

99.10 

5TH 

39.02 

92.79 

10TH 

36.53 

100.86 

10TH 

39.71 

93.90 

15TH 

36.97 

102.05 

I5TH 

40.18 

94.79 

20TH 

37.32 

102.99 

20TH 

40.55 

95.56 

25TH 

37.62 

103.81 

25TH 

40.87 

96.26 

30TH 

37.90 

104.56 

30TH 

41.16 

96.90 

35TH 

38.15 

105.25 

35TH 

41.44 

97.52 

40TH 

38.39 

105.91 

40TH 

41,70 

98.12 

45TH 

38.63 

106.56 

45TH 

41.95 

98.73 

50TH 

38.87 

107.21 

50TII 

42.21 

99.33 

55TK 

39.11 

107.86 

55TU 

42.46 

99 . 95 

60TH 

39 . 35 

1  HP 

SQTH 

42 .73 

100.60 

65TH 

39 !  61 

109.22 

6STH 

43 !  00 

101.29 

70TH 

39.88 

109.95 

70TH 

43.29 

102.04 

75TH 

40.17 

110.75 

75TH 

43.60 

102.90 

80TH 

40.51 

111.65 

80TH 

43.96 

103.90 

85TH 

40.90 

112.69 

85TH 

44.36 

105.18 

90TH 

41.41 

114.00 

90TH 

44.88 

107.12 

95TH 

42.17 

115.89 

95TH 

45.63 

108.39 

97TH 

42.67 

117.07 

97TH 

46.09 

109.33 

93TH 

43.04 

117.91 

98TH 

46.42 

110.82 

9STII 

43.63 

119.15 

99TH 

46.91 
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(68)  INTERPUPILLARY  BREADTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

6.23 

MEAN  VALUE 

2.45 

6.47 

MEAN  VALUE 

2.55 

.01 

SE (MEAN) 

.00 

.01 

SE ( MEAN ) 

.00 

.36 

STD  DEVIATION 

.14 

.37 

STD  DEVIATION 

.15 

.01 

SE ( STD  DEV) 

.00 

.01 

SE(STD  DEV) 

.00 

7.60 

MAXIMUM 

2.99 

7.80 

MAXIMUM 

3.07 

5.20 

MINIMUM 

2.05 

5.20 

MINIMUM 

2.05 

SYMMETRY- 

— VETA  I  = 

.18 

SYMMETRY- 

— VETA  I  = 

.20 

KURTOSIS- 

— VETA  II  = 

2.97 

KURTOSIS- 

— VETA  II  = 

2.89 

COEF.  OF 

VARIATION  ~ 

5.8% 

COEF.  OF 

VARIATION  = 

5.7% 

NUMBER  OF 

SUBJECTS  = 

2205 

NUMBER  OF 

SUBJECTS  = 

1771 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

5.45 

1ST 

2.14 

5.68 

1ST 

2.24 

5.53 

2ND 

2.18 

5.76 

2ND 

2.27 

5.58 

3RD 

2.20 

5.81 

3RD 

2.29 

5.66 

5TH 

2.23 

5.88 

5TH 

2.31 

5.77 

10TH 

2.27 

6.00 

10TH 

2.36 

5.86 

15TH 

2.31 

6.08 

15TH 

2.39 

5.92 

20TH 

2.33 

6.15 

20TH 

2.42 

5.98 

25TH 

2.35 

6.21 

25TH 

2.44 

6.03 

30TH 

2.37 

6.26 

30TH 

2.46 

6.08 

35TH 

2.39 

6.31 

35TH 

2.48 

6.13 

40TH 

2.41 

6.36 

40TH 

2.50 

6.17 

45TH 

2.43 

6.41 

45TH 

2.52 

6.22 

50TH 

2.45 

6.45 

50TH 

2.54 

6.26 

55TH 

2.47 

6.50 

55TH 

2.56 

6.31 

60TH 

2.48 

6.55 

60TH 

2.58 

6.36 

65TH 

2.50 

6.60 

65TH 

2.60 

6.41 

70TH 

2.52 

6.65 

70TH 

2.62 

6.47 

75TH 

2.55 

6.71 

75TH 

2.64 

6.53 

80TH 

2.57 

6.78 

80TH 

2.67 

6.61 

85TH 

2.60 

6.86 

85TH 

2.70 

6.70 

90TH 

2.64 

6.96 

90TH 

2  o  74 

6.85 

95TH 

2.70 

7.10 

95TH 

2.80 

6.94 

97TH 

2.73 

7.20 

97TH 

2.83 

7.01 

98TH 

2.76 

7.27 

98TH 

2.86 

7.11 

99TH 

2.80 

7.38 

99TH 

2.91 
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(69)  INTERSCYE  I 


FEMALE 


CENTIMETERS  INCHES 


35.20 

MEAN  VALUE 

13.86 

.06 

SE ( MEAN ) 

.02 

2.65 

STD  DEVIATION 

1.04 

.04 

SE ( STD  DEV) 

.02 

44.50 

MAXIMUM 

17.52 

26.60 

MINIMUM 

10.47 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.18 

2.96 

7.5% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

29.39 

1ST 

11.57 

30.03 

2ND 

11.82 

30.43 

3RD 

11.98 

30.99 

5TH 

12.20 

31.85 

10TH 

12.54 

32.45 

15TH 

12.78 

32.93 

20TH 

12.96 

33.35 

25TH 

13.13 

33.73 

30TH 

13.28 

34.08 

35TH 

13.42 

34.42 

40TH 

13.55 

34.76 

45TH 

13.68 

35.09 

50TH 

13.82 

35  1 43 

55TH 

13.95 

35.78 

60TH 

14.09 

36.14 

65TH 

14.23 

36.52 

70TH 

14.38 

36.95 

75TH 

14.55 

37.42 

80TH 

14.73 

37.98 

S5TH 

14.95 

38.70 

90TH 

15.24 

39.78 

95TH 

15.66 

40.49 

97TH 

15.94 

41.01 

98TH 

16.15 

41.83 

99TH 

16.47 

MALE 


CENTIMETERS  INCHES 


40.15  MEAN  VALUE  15.81 
.07  SE(MEAN)  .03 

3.14  STD  DEVIATION  1.24 
.05  SE(STD  DEV)  .02 
54.10  MAXIMUM  21.30 

28.50  MINIMUM  11.22 


SYMMETRY - VETA  I  =  .15 

KURTOSIS - VETA  II  =  3.15 

COEF.  OF  VARIATION  ■=  7.8% 

NUMBER  OF  SUBJECTS  =  1774 


THE 

PERCENTILES 

CENTIMETERS 

INCHES 

33.23 

1ST 

13.08 

34.02 

2ND 

13.40 

34.52 

3RD 

13.59 

35.19 

5TH 

13.85 

36.21 

10TH 

14.26 

36.91 

15TH 

14.53 

37.48 

20TH 

14.75 

37.97 

25TH 

14.95 

38.42 

30TH 

15.13 

38.84 

35TH 

15.29 

39.24 

40TH 

15.45 

39.64 

45TH 

15.61 

40.04 

50TH 

15.76 

40.44 

55TH 

15.92 

40.85 

60TH 

16.08 

41.29 

65TH 

16.25 

41.75 

70TH 

16.44 

42.25 

75TH 

16.63 

42.82 

80TH 

16.86 

43.48 

85TH 

17.12 

44.32 

90TH 

17.45 

45.56 

95TH 

17.94 

46.35 

97TH 

18.25 

46.91 

98TH 

18.47 

47.77 

99TH 

18.81 
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(70) 


INTERSCYE  II 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

37.62 

MEAN  VALUE 

14  81 

40.68 

MEAN  VALUE 

16.02 

.05 

SE (MEAN) 

.02 

.06 

SE(MEAN) 

.03 

2.41 

STD  DEVIATION 

.95 

2.74 

STD  DEVIATION 

1.08 

.04 

SE ( STD  DEV) 

.01 

.05 

SE ( STD  DEV) 

.02 

47.00 

MAXIMUM 

18.50 

50.50 

MAXIMUM 

19.88 

28.40 

MINIMUM 

11.18 

31.30 

MINIMUM 

12.32 

SYMMETRY- 

— VETA  I  = 

.03 

SYMMETRY- 

—VETA  I  = 

.09 

KURTOSIS- 

— VETA  II  = 

3.04 

KURTOSIS- 

—VETA  II  = 

3.02 

COEF.  OF 

VARIATION  = 

6.4% 

COEF.  OF 

VARIATION  = 

6.7% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  « 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMET 

SRS 

INCHES 

CENTIMETERS 

INCHES 

32.14 

1ST 

12.66 

34.56 

1ST 

13.61 

32.69 

2ND 

12.87 

35.29 

2ND 

13.89 

33.07 

3RD 

13.02 

35.74 

3RD 

14.07 

33.61 

5TH 

13.23 

36.34 

5TH 

14.31 

34.48 

10TH 

13.57 

37.26 

10TH 

14.67 

35.08 

15TH 

13.81 

37.89 

15TH 

14.92 

35.56 

20TH 

14.00 

38.39 

20TH 

15.11 

35.98 

25TH 

14.17 

38.82 

25TH 

15.28 

36.35 

30TH 

14.31 

39.21 

30TH 

15.44 

.  36.70 

35TH 

14.45 

39.58 

35TH 

15.58 

37.02 

40TH 

14.58 

39.94 

40TH 

15.72 

37.33 

45TH 

14.70 

40.28 

4STH 

15.86 

37.64 

50TH 

14.82 

40.62 

50TH 

15.99 

37.94 

55TH 

14.94 

40.97 

55TH 

16.13 

38.25 

60TH 

15.06 

41.33 

60TH 

16.27 

38.57 

65TH 

15.18 

41.70 

65TH 

16.42 

38.90 

70TH 

15.31 

42.09 

70TH 

16.57 

39.25 

75TH 

15.45 

42.52 

75TH 

16.74 

39.65 

80TH 

15.61 

43.00 

80TH 

16.93 

40.10 

85TH 

15.79 

43.57 

85TH 

17.15 

40.69 

90TH 

16.02 

44.28 

90TH 

17.43 

41.57 

9  JTH 

16.36 

45.32 

95TH 

17.84 

42.16 

97TH 

16.60 

45.97 

97TH 

13.10 

42.61 

98TH 

16.77 

46.44 

98TH 

18.28 

43.35 

99TH 

17.07 

47.15 

99TK 

18.56 
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(71)  KN  E  CIRCUMFERENCE 


FEMALE 


CENTIMETERS  INCHES 


36.52 

MEAN  VALUE 

14.38 

.05 

SE (MEAN) 

.02 

2.33 

STD  DEVIATION 

.92 

.04 

SE ( STD  DEV) 

.01 

46.10 

MAXIMUM 

18.15 

30.20 

MINIMUM 

11.89 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  « 

.42 

3.51 

6.4% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

lriLHEiD 

31.58 

1ST 

12.43 

32.11 

2ND 

12.64 

32.46 

3RD 

12.78 

32.93 

5TH 

12.97 

33.67 

10TH 

13.26 

34.18 

15TH 

13.46 

34.58 

20TH 

13.62 

34.93 

25TH 

13.75 

35.25 

30TH 

13.88 

35.54 

35TH 

13.99 

35:83 

40TH 

14.11 

36.10 

45TH 

14.21 

36.38 

50TH 

14.32 

36.66 

55TH 

14.43 

36.95 

60TH 

14.55 

37.25 

65TH 

14.67 

37.58 

70TH 

14.79 

37.94 

75TH 

14.94 

38.36 

80TH 

15.10 

38.86 

85TH 

15.30 

39.53 

90TH 

15.56 

40.60 

95TH 

15.99 

41.37 

97TH 

16.29 

41.97 

98TH 

16.52 

42.99 

99TH 

16.93 

MALE 


CENTIMETERS  INCHES 


38.64 

MEAN  VALUE 

15.21 

.05 

SE  (MEAN) 

.02 

2.21 

STD  DEVIATION 

.87 

.04 

SE(STD  DEV) 

.01 

46.40 

MAXIMUM 

18.27 

31.70 

MINIMUM 

12.48 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.13 

3.00 

5.7% 

1774 

THE 

PERCENTILES 

nnnTfnT»immnn  n 

LDmirLCiiriAo 

ttnrtn  r* 

33.70 

1ST 

13 .  ■  7 

34.23 

2ND 

13. <  8 

34.57 

3RD 

13.61 

35.05 

5TH 

13.80 

35.82 

10TH 

14.10 

36.34 

15TH 

14.31 

36.76 

20TH 

14.47 

37.12 

25TH 

14.61 

37.45 

30TH 

14.74 

37.75 

35TH 

14.86 

38.04 

40TH 

14.98 

38.32 

45TH 

15.09 

38.59 

50TH 

15 . 19 

38.87 

55TH 

15.30 

39.15 

60TH 

15.41 

39.45 

65TH 

15.53 

39.75 

70TH 

15.65 

40.09 

75TH 

15.78 

40.47 

80TH 

15.93 

40.92 

85TH 

16.11 

41.49 

90TH 

16.33 

42.36 

95TH 

16.68 

42.95 

97TH 

16.91 

43.39 

98TH 

17.08 

44.13 

99TH 

17.37 
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(72)  KNEE  HEIGHT,  MIDPATELLA 


FEMALE 


CENTIMETERS  INCHES 


45.87 

MEAN  VALUE 

18.06 

.06 

SE(MEAN) 

.02 

2.61 

STD  DEVIATION 

1.03 

.04 

SE ( STD  DEV) 

.02 

58.40 

MAXIMUM 

22.99 

35.80 

MINIMUM 

14.09 

SYMMETRY- 

— VETA  I  = 

.15 

KURTOS1S- 

— VETA  II  = 

3.18 

COEF.  OF 

VARIATION  = 

5.7% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE  FERCEhxILES 


CENTIMETERS 

INCHES 

39.94 

1ST 

15.73 

40.64 

2ND 

16.00 

41.07 

3RD 

16.17 

41.67 

5TH 

16.40 

42.58 

10TH 

16.76 

43.19 

15TH 

17.00 

43.68 

20TH 

17.20 

44.10 

25TH 

17.36 

44.48 

30TH 

17.51 

44.83 

35TH 

17.65 

45.16 

40TH 

17.78 

45.48 

45TH 

17.91 

45.81 

50TH 

18.03 

46.13 

55TH 

18.16 

46.46 

60TH 

18.29 

46.81 

65TH 

18.43 

47.17 

70TH 

18.57 

47.57 

75TH 

18.73 

48.02 

80TH 

18.91 

48.55 

85TH 

19.11 

49.23 

90TH 

19.38 

50.25 

95TH 

19.78 

50.94 

97TH 

20.05 

51.45 

98TH 

20.26 

52.27 

99TI! 

20.58 

MALE 

CENTIMETERS  INCHES 

50.48  MEAN  VALUE  19.88 
.07  SE(MEAN)  .03 

2.76  STD  DEVIATION  1.09 
.05  SE ( STD  DEV)  .02 
62.00  MAXIMUM  24.41 


40.60 

MINIMUM 

15.98 

SYMMETRY- 

- VETA  I  = 

.15 

KURTOSIS— VETA  II  = 

3.04 

COEF.  OF 

VARIATION  = 

5.5% 

NUMBER  OF  SUBJECTS  = 

1774 

THIS 

PjskCeNtIi.ES 

CENTIMETERS 

INCHES 

44.30 

1ST 

17.44 

45.05 

2ND 

17.74 

45.50 

3RD 

17.91 

46.10 

5TH 

18.15 

47.01 

10TH 

18.51 

47.63 

15TH 

18.75 

48.13 

20TH 

18.95 

48.56 

25TH 

19.12 

48.96 

30TH 

19.27 

49.33 

35TK 

19.42 

49.69 

40TH 

19.56 

50.04 

45TH 

19.70 

50.39 

50TH 

19.84 

50.75 

55TH 

19.98 

51.11 

60TH 

20.12 

51.49 

65TH 

20  c  27 

51.90 

70TH 

20.43 

52.34 

75TH 

20.61 

52.84 

80TH 

20.80 

53.41 

85TH 

21.03 

54.13 

90TH 

21.31 

55.16 

95TH 

21.72 

55.78 

97TH 

21.96 

56.21 

98TH 

22.13 

56.81 

99TH 

22.37 
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(73)  KNEE  HEIGHT,  SITTING 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

51.54 

MEAN  VALUE 

20.29 

55.88 

MEAN  VALUE 

22.00 

.06 

SE (MEAN) 

.02 

.07 

SE (MEAN) 

.03 

2.63 

STD  DEVIATION 

1.04 

2.79 

STD  DEVIATION 

1.10 

.04 

SE ( STD  DEV) 

.02 

.05 

SE ( STD  DEV) 

.02 

63.30 

MAXIMUM 

24.92 

67.50 

MAXIMUM 

26.57 

40.60 

MINIMUM 

15.98 

45.40 

MINIMUM 

17.87 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.16 

3.29 

5.1% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.14 

3.14 

5.0% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

45.47 

1ST 

17.90 

49.66 

1ST 

19.55 

46.30 

2ND 

18.23 

50.38 

2ND 

19.84 

46.78 

3RD 

18.42 

50.83 

3RD 

20.01 

47.40 

5TH 

18.66 

51,44 

5TH 

20.25 

48.30 

10TH 

19.02 

52.36 

10TH 

20.62 

48.89 

15TH 

19.25 

53.00 

15TH 

20.86 

49.35 

20TH 

19.43 

53.50 

20TH 

21.06 

49.76 

25TH 

19.59 

53.95 

25TH 

21.24 

50.12 

30TH 

19.73 

54.35 

30TH 

21.40 

50.46 

35TH 

19.87 

54.73 

35TH 

21.55 

50.79 

40TH 

20.00 

55.09 

40TH 

21.69 

51.11 

45TH 

20.12 

55.44 

45TH 

21.83 

51.43 

50TH 

20.25 

55.80 

50TH 

21.97 

51.76 

55TH 

20.38 

56.16 

55TH 

22.11 

52.10 

60TH 

20.51 

56.52 

60TH 

22.25 

52.46 

C5TH 

20.65 

56.90 

65TH 

22.40 

52.84 

70TH 

20.80 

57.31 

70TH 

22.56 

53.26 

75TH 

20.97 

57.75 

75TH 

22.74 

53.73 

80TH 

21.15 

58.24 

80TH 

22.93 

54.28 

85TH 

21.37 

58.82 

85TH 

23.16 

54.99 

90TH 

21.65 

59.54 

90TH 

23.44 

56.02 

95TH 

22.05 

60,57 

95TH 

23.85 

56.66 

97TH 

22.31 

61.22 

97TH 

24.10 

57.12 

98TH 

22.49 

61.67 

98TH 

24.28 

57.78 

99TH 

22.75 

62.34 

99TH 

24,54 
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(74) 


LATERAL  FEMORAL  EPICONDYLE  HEIGHT 


FEMALE 


CENTIMETERS  INCHES 


46.11 

MEAN  VALUE 

18.15 

.05 

SE (MEAN) 

.02 

2.47 

STD  DEVIATION 

.97 

.04 

SE ( STD  DEV) 

.01 

57.10 

MAXIMUM 

22.48 

35.90 

MINIMUM 

14.13 

SYMMETRY- 

— VKTA  I  = 

.16 

KURTOSIS- 

— VETA  II  = 

3.18 

COEF.  OF 

VARIATION  = 

5.4% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

40.59 

1ST 

15.98 

41.23 

2ND 

16.23 

41.63 

3RD 

16.39 

42.18 

5TH 

16.60 

43.01 

10TH 

16.93 

43.58 

15TH 

17.16 

44.03 

20TH 

17.33 

44.42 

25TH 

17.49 

44.78 

30TH 

17.63 

45.11 

35TH 

17.76 

45.42 

40TH 

17.88 

45.73 

45TH 

18.00 

46.04 

50TH 

18.13 

46.35 

55TH 

18.25 

46.66 

60TH 

18.37 

46.99 

65TH 

18.50 

47.35 

70TH 

18.64 

47.73 

75TH 

18.79 

48.16 

BOTH 

18.96 

48.67 

85TH 

19.16 

49.32 

90TH 

19.42 

50.30 

95TH 

19.80 

50.94 

97TH 

20.06 

51.42 

98TH 

20.24 

52.16 

99TH 

20.54 

MALE 

CENTIMETERS 

INCHES 

50.15 

MEAN  VALUE 

19.75 

.06 

SE (MEAN) 

.02 

2.63 

STD  DEVIATION 

1.03 

.04 

SE ( STD  DEV) 

.02 

62.60 

MAXIMUM 

24.65 

39.80 

MINIMUM 

15.67 

SYMMETRY- 

—VETA  I  = 

.19 

KURTOSIS- 

—VETA  II  = 

3.33 

COEF.  OF 

VARIATION  = 

5.2% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

44.31 

1ST 

17.45 

45.01 

2ND 

17.72 

45.44 

3RD 

17.89 

46.01 

5TH 

18.12 

46.88 

10TH 

18.46 

47.47 

15TH 

18.69 

47.95 

20TH 

18.88 

48.36 

25TH 

19.04 

48.73 

3QTH 

19 « 19 

49 . 08 

35TH 

19.32 

49.42 

4QTH 

19  46 

49.74 

45TH 

19.58 

50.07 

50TH 

19,71 

50.41 

55TH 

19.84 

50.74 

60TH 

19.98 

51.10 

65TH 

20,12 

51.48 

70TH 

20.27 

51.89 

75TH 

20.43 

52.35 

80TH 

20.61 

52.89 

85TH 

20.82 

53.57 

90TH 

21.09 

54.57 

95TH 

21.48 

55.20 

97TH 

21.73 

55.64 

98TH 

21.91 

56.31 

99TH 

22.17 
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(75)  LATERAL  MALLEOLUS  HEIGHT 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

6.06 

MEAN  VALUE 

2.39 

6.71 

MEAN  VALUE 

2.64 

.01 

SE ( MEAN) 

.00 

.01 

SE ( MEAN ) 

.01 

.53 

STD  DEVIATION  .21 

.55 

STD  DEVIATION 

.22 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

8.30 

MAXIMUM 

3.27 

9.30 

MAXIMUM 

3.66 

4.20 

MINIMUM 

1.65 

5.20 

MINIMUM 

2.05 

SYMMETRY - VET  A  I  - 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.23 

3.14 

8.8% 

2208 

SYMMETRY VETA  I  = 

KURTOSIS VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  - 

.25 

3.38 

8.1% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

4.96 

1ST 

1.95 

5.48 

1ST 

2.16 

5.06 

2ND 

1.99 

5.62 

2ND 

2.21 

5.13 

3RD 

2.02 

5.71 

3RD 

2.25 

5.23 

5TH 

2.06 

5.84 

5TH 

2.30 

5.39 

10TH 

2.12 

6.02 

10TH 

2.37 

5.51 

15TH 

2.17 

6.15 

15TH 

2.42 

5.61 

20TH 

2.21 

6.25 

20TH 

2.46 

5.69 

25TH 

2.24 

6.34 

25TH 

2.50 

5.77 

30TH 

2.27 

6.42 

30TH 

2.53 

5.84 

35TI1 

2  o  30 

6.49 

35TH 

2.55 

5.91 

40TH 

2.33 

6.56 

40TH 

2.58 

5.97 

45TH 

2.35 

6.62 

45TH 

2.61 

6.04 

50TH 

2.38 

6.69 

50TH 

2.63 

6.11 

55TH 

2.40 

6.76 

55TH 

2.66 

6.18 

60TH 

2.43 

6.82 

60TH 

2.69 

6.25 

65TH 

2.46 

6.90 

65TH 

2.71 

6.33 

70TH 

2.49 

6.97 

70TH 

2.74 

6.41 

75TH 

2.52 

7.05 

75TH 

2.78 

6.50 

80TH 

2.56 

7.15 

80TH 

2.81 

6.61 

85TH 

2.60 

7.26 

85TH 

2.86 

6.76 

90TH 

2.66 

7.41 

90TH 

2.92 

6.97 

95TH 

2.74 

7.64 

9  5TH 

3.01 

7.11 

9  7  Til 

2.80 

7.79 

97TH 

3.07 

7.22 

98TH 

2.84 

7.91 

98TH 

3.12 

7.39 

99TH 

2.91 

8.11 

99TH 

3.19 
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(76)  LOWER  THIGH  CIRCUMFERENCE 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

37.75 

MEAN  VALUE 

14.86 

39.18 

MEAN  VALUE 

15.43 

.06 

SE(MEAN) 

.02 

.06 

SE (MEAN) 

.03 

2.76 

STD  DEVIATION 

1.09 

2.71 

STD  DEVIATION 

1.07 

.04 

SE ( STD  DEV) 

.02 

.05 

SE ( STD  DEV) 

.02 

49.20 

MAXIMUM 

19.37 

49.00 

MAXIMUM 

19.29 

30.30 

MINIMUM 

11.93 

30.10 

MINIMUM 

11.85 

SYMMETRY - VET  A  I  » 

.36 

SYMMETRY- 

— VETA  I  « 

.11 

KURTOSIS - VETA  II  = 

3.40 

KURTOSIS- 

— VETA  II  = 

3.04 

COEF.  OF  VARIATION  = 

7.3% 

COEF.  OF 

VARIATION  = 

6.9% 

NUMBER  OF  SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

* 


THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

31.93 

1ST 

12.57 

33.09 

1ST 

13.03 

32.52 

2ND 

12.80 

33.75 

2ND 

13.29 

32.91 

3RD 

12.96 

34.19 

3RD 

13.46 

33.46 

5TH 

13.17 

34.78 

5TH 

13.69 

34.34 

10  TO 

13.52 

35.73 

10TH 

14.07 

34.95 

15TH 

13.76 

36.38 

15TH 

14,32 

35.44 

20TH 

13.95 

36.89 

20TH 

14.53 

35.87 

2  5  TO 

14.12 

37.34 

25TH 

14.70 

36.25 

30TO 

14.27 

37.75 

30TH 

14.86 

36.61 

35TO 

14.41 

38.12 

35TH 

15.01 

36.96 

40TH 

3  4.55 

38.47 

40TH 

15,15 

37.29 

45TH 

14.68 

38.82 

45TH 

15.28 

37.63 

SOTO 

14.81 

39  16 

50TH 

15.42 

37.96 

55TH 

14.95 

39.50 

55TH 

15.55 

38.31 

60TH 

15.08 

39.84 

60TH 

15.69 

38.67 

65TH 

15.22 

40.20 

65TH 

15.83 

39.05 

70TH 

15.38 

40.58 

70TH 

15.98 

39  48 

75TH 

15.54 

40.99 

75TH 

16,14 

?y  .91 

80TH 

15,73 

41.45 

80TH 

16.32 

40.55 

85TH 

15.96 

41.98 

85TH 

16.53 

41.31 

9  ora 

16.26 

42.67 

90TH 

16.80 

42.52 

95TH 

16.74 

43.69 

95TH 

17.20 

43.37 

97TO 

17.07 

44.38 

97TH 

17.47 

44.03 

98TH 

17.33 

44.88 

98TH 

17.67 

45.14 

99TH 

17.77 

45.70 

99TH 

17.99 
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(77)  MENTGN-SELLION  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

11.35 

MEAN  VALUE 

4.47 

12.19 

MEAN  VALUE 

4.80 

.01 

SE (MEAN) 

.00 

.02 

SE (MEAN) 

.01 

.60 

STD  DEVIATION 

.23 

.65 

STD  DEVIATION 

.26 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

13.40 

MAXIMUM 

5.28 

14.80 

MAXIMUM 

5.83 

9.50 

MINIMUM 

3.74 

10.10 

MINIMUM 

3.98 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.19 

2.98 

5.3% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.18 

3.02 

5.3% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

nm-mmicmont? 

OUU  X  Xi'U-1  XUI\U 

TMPUPC 

CENTIMETERS 

INCHES 

10.06 

1ST 

3.96 

10.77 

1ST 

4.24 

10.18 

2ND 

4.01 

10.93 

2ND 

4.30 

10.27 

3RD 

4.04 

11.03 

3RD 

4.34 

10.39 

5TH 

4.09 

11.16 

5TH 

4.39 

10.59 

10TH 

4.17 

11.37 

10TH 

4.48 

10.73 

15TH 

4.22 

11.52 

15TH 

4.54 

10.84 

20TH 

4.27 

11.64 

20TH 

4.58 

10.93 

25TH 

4.30 

11.74 

25TH 

4.62 

11.02 

30TH 

4.34 

11.83 

30TH 

4.66 

11.10 

35TH 

4  -  37 

11.92 

35TH 

4.69 

11.18 

40TH 

4.40 

12.01 

40TH 

4.73 

11.25 

45TH 

4.43 

12.09 

45TH 

4.76 

11.33 

50TH 

4.46 

12.17 

50TH 

4.79 

11.40 

55TH 

4.49 

12.25 

55TH 

4.82 

11.48 

60TH 

4.52 

12.34 

60TH 

4.86 

11.56 

65TH 

4.55 

12.43 

65TH 

4.89 

11.64 

70TH 

4.58 

12.52 

70TH 

4.93 

11.73 

75TH 

4.62 

12.62 

75TH 

4.97 

11.84 

80TH 

4.66 

12.74 

GOTH 

5.01 

11.96 

85TH 

4.71 

12.87 

85TH 

5.07 

12.12 

90TH 

4.77 

13.04 

90TH 

5.13 

12.36 

95TH 

4.87 

13.29 

95TH 

5.23 

12.53 

97TH 

4.93 

13.45 

97TH 

5.30 

12.65 

98TH 

4.98 

13.57 

98TH 

5.34 

12.86 

99TH 

5.06 

13.74 

99TH 

5.41 
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(78)  MIDSHOULDER  HEIGHT,  SITTING 


FEMALE  MALE 


CENTIMETERS  INCHES  CENTIMETERS  INCHES 


58.40 

MEAN  VALUE 

22.99 

63.03 

MEAN  VALUE 

24.81 

.06 

SE  (MEAN) 

.02 

.07 

SE(MEAN) 

.03 

2.77 

STD  DEVIATION 

1.09 

2.82 

STD  DEVIATION 

1.11 

.04 

SE ( STD  DEV) 

.02 

.05 

SE ( STD  DEV) 

.02 

69.40 

MAXIMUM 

27.32 

73.00 

MAXIMUM 

28.74 

48.80 

MINIMUM 

19.21 

53.80 

MINIMUM 

21.18 

SYMMETRY- 

— VETA  I  = 

.08 

SYMMETRY- 

— VETA  I  = 

-.06 

KURTOSIS- 

— VETA  Ii  = 

2.85 

KURTOSIS- 

— VETA  II  = 

2.93 

COEF.  OF 

VARIATION  = 

4.7% 

COEF.  OF 

VARIATION  = 

4.5% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  ^ 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

52.31 

1ST 

20.60 

56.28 

1ST 

22.16 

52.94 

2ND 

20.84 

57.12 

2ND 

22.49 

53.35 

3RD 

21.00 

57.64 

3RD 

22.69 

53.92 

STH 

21.23 

58.34 

5TH 

22.97 

54.84 

10TH 

21.59 

59.39 

10TH 

23.38 

55.48 

15TH 

21.84 

60.09 

15TH 

23.66 

56.00 

20TH 

22.05 

60.65 

20TH 

23.88 

56.46 

25TH 

22.23 

61.12 

25TH 

24.06 

56.88 

30TH 

22.39 

61.55 

30TH 

24.23 

57.26 

35TH 

22.54 

61.95 

3  STH 

24.39 

57.64 

40TH 

22  „  69 

62.32 

40TH 

24.54 

58.00 

45TH 

22.83 

62.68 

45TH 

24.68 

58.36 

50TH 

22.98 

63.04 

50TH 

24.82 

58.72 

55TH 

23.12 

63.40 

55TH 

24 , 96 

59.09 

60TH 

23.26 

63.77 

60TH 

25.10 

59.47 

65TH 

23.41 

64.14 

65TH 

25.25 

59.87 

70TH 

23.57 

64.54 

70TH 

25.41 

60.31 

7  STH 

23.74 

64.97 

75TH 

25.58 

60.80 

80TH 

23.94 

65.44 

80TH 

25.76 

61.35 

85TH 

24.15 

65.99 

85TH 

25.98 

62.05 

90TH 

24.43 

66.67 

90TH 

26.25 

63.05 

95TH 

24.82 

67.66 

95TH 

26.64 

63.66 

97TH 

25.06 

68.27 

97TH 

26.88 

64.10 

98TH 

25.24 

68.71 

98TH 

27.05 

64.74 

99TH 

25.49 

69.36 

99TH 

27.31 
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(79) 


NECK-BUSTPOINT/THELION  LENGTH 


FEMALE 


CENTIMETERS  INCHES 


26.80  MEAN  VALUE  10.55 
.05  SE(MEAN)  .02 

2.23  STD  DEVIATION  .88 
.03  SE ( STD  DEV)  .01 
35.40  MAXIMUM  13.94 

20.20  MINIMUM  7.95 


SYMMETRY - VETA  I  =  .31 

KURTOSIS - VETA  II  =  3.21 

COEF.  OF  VARIATION  =  8.3% 

NUMBER  OF  SUBJECTS  =  2208 


THE  PERCENTILES 


CENTIMETERS  INCHES 


22.02 

1ST 

8.67 

22.55 

2ND 

8.88 

22.88 

3RD 

9.01 

23.34 

5th 

9.19 

24.04 

10TH 

9.47 

24.53 

15TH 

9.66 

24.91 

20TH 

9.81 

25.25 

25TH 

9.94 

25.56 

30TH 

10.06 

25.85 

35TH 

10.18 

26.13 

40TH 

10.29 

26.40 

45TH 

10.39 

26.67 

50TH 

10.50 

26.95 

55TH 

10.61 

27.23 

60TH 

10.72 

27.53 

65TH 

10.84 

27.85 

70TH 

10.96 

28.20 

75TH 

11.10 

28.60 

80TH 

11.26 

29.08 

85TH 

11.45 

29.70 

S0TH 

11.69 

30.65 

95TH 

12.07 

31.30 

97TH 

12.32 

31.78 

98TH 

12.51 

32.57 

99TH 

12.82 

MALE 


CENTIMETERS  INCHES 


27.24 

MEAN  VALUE 

10.73 

.04 

SE (MEAN) 

.02 

1.81 

STD  DEVIATION 

.71 

.03 

SE ( STD  DEV) 

.01 

34.20 

MAXIMUM 

13.46 

22.20 

MINIMUM 

8.74 

SYMMETRY- 

—VETA  I  = 

.33 

KURTOSIS- 

—VETA  11  = 

3.25 

COEF.  OF 

VARIATION  = 

6.7% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

inches 

23.27 

1ST 

9.16 

23.73 

2ND 

9.34 

24.02 

3RD 

9.46 

24.40 

5TH 

9.61 

25.00 

10TH 

9.84 

25.40 

15TH 

10.00 

25.72 

20TH 

10.12 

25.99 

25TH 

10.23 

26.24 

30TH 

10.33 

26.48 

35TH 

10.42 

26.70 

40TH 

10.51 

26.92 

45TH 

10.60 

27.14 

50TH 

10.68 

27.36 

55TH 

10.77 

27.59 

60TH 

10.86 

27.83 

65TH 

10.96 

28.09 

70TH 

11.06 

28.37 

75TH 

11.17 

28.70 

80TH 

11.30 

29.08 

85TH 

11.45 

29.59 

90TH 

11.65 

30.38 

95TH 

11.96 

30.92 

97TH 

12.17 

31.33 

98TH 

12.34 

32.00 

99TH 

12.60 
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(80)  NECK  CIRCUMFERENCE 


FEMALE 


CENTIMETERS 

INCHES 

31.57 

MEAN  VALUE 

12.43 

.03 

SE (MEAN) 

.01 

1.53 

STD  DEVIATION 

.60 

.02 

SE ( STD  DEV) 

.01 

37.20 

MAXIMUM 

14.65 

27.20 

MINIMUM 

10.71 

SYMMETRY - VET  A  I  = 

KURTOSIS - VKTA  II  = 

COEF.  OF  VARIATION  « 
NUMBER  OF  SUBJECTS  = 

.36 

3.19 

4.8% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

28.43 

1ST 

11.19 

28.73 

2ND 

11.31 

28.93 

3RD 

11.39 

29.22 

5TH 

11.50 

29.68 

10TH 

11.68 

30.00 

15TH 

11.81 

30.27 

20TH 

11.92 

30.50 

25TH 

12.01 

30.71 

30TH 

12.09 

30.91 

35TH 

12.17 

31.10 

40TH 

12.24 

31.29 

45TH 

12.32 

31.48 

50TH 

12.39 

31.67 

55TH 

12.47 

31.87 

60TH 

12.55 

32.07 

65TH 

12.63 

32.30 

70TH 

12.71 

32.54 

75TH 

12.81 

32.82 

80TH 

12.92 

33.15 

85TH 

13.05 

33.58 

90TH 

13.22 

34.25 

95TH 

13.48 

34.70 

97TH 

13.66 

35.04 

98TH 

13.80 

35.60 

99TH 

14.02 

MALE 

CENTIMETERS 

INCHES 

37.96 

MEAN  VALUE 

14.94 

.05 

SE ( MEAN ) 

.02 

1.97 

STD  DEVIATION 

.77 

.03 

SE ( STD  DEV) 

.01 

47.09 

MAXIMUM 

18.50 

31.60 

MINIMUM 

12.44 

SYMMETRY- 

— VETA  I  = 

.32 

KURTOSIS- 

— VETA  II  = 

3.50 

COEF.  OF 

VARIATION  = 

5.2% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

33.66 

1ST 

13.25 

34.17 

2ND 

13.45 

34.48 

3RD 

13.57 

34.90 

5TH 

13.74 

35.53 

1GTH 

13.99 

35.96 

15TH 

14.16 

36.31 

20TH 

14.29 

36.61 

25TH 

14.41 

36.88 

30TH 

14.52 

37.14 

35TH 

14.62 

37.38 

40TH 

14.72 

37.63 

45TH 

14.81 

37.87 

50TH 

14.91 

38.12 

55TH 

15.01 

38.37 

60TH 

15.11 

38.63 

65TH 

15.21 

38.92 

70TH 

15.32 

39.23 

75TH 

15.44 

39.58 

80TH 

15.58 

40.00 

85TH 

15.75 

40.53 

90TH 

15.96 

41.34 

95TH 

16.28 

41.87 

97TH 

16.48 

42.25 

98TH 

16.64 

42.86 

99TH 

16.87 
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(81)  NECK  CIRCUMFERENCE,  BASE 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

34.62 

MEAN  VALUE 

13.63 

40.84 

MEAN  VALUE 

16.08 

.03 

SE (MEAN ) 

.01 

.05 

SE ( MEAN ) 

.02 

1.63 

STD  DEVIATION  .64 

2.05 

STD  DEVIATION 

.81 

.02 

SE ( STD  DEV) 

.01 

.03 

SE ( STD  DEV) 

.01 

40.90 

MAXIMUM 

16.10 

50.50 

MAXIMUM 

19.88 

29.80 

MINIMUM 

11.73 

34.90 

MINIMUM 

13.74 

SYMMETRY- 

— VETA  I  = 

.21 

SYMMETRY- 

— VETA  I  = 

.29 

KURTOSIS- 

— VETA  II  = 

3.00 

KURTOSIS- 

— VETA  II  = 

3.48 

COEF.  OF 

VARIATION  = 

4.7% 

COEF.  OF 

VARIATION  = 

5.0% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMET 

ERS 

INCHES 

CENTIMETERS 

INCHES 

31.18 

1ST 

12.28 

36.32 

1ST 

14.30 

31.50 

2ND 

12.40 

36.83 

2ND 

14.50 

31.72 

3RD 

12.49 

37.15 

3RD 

14.63 

32.03 

5TH 

12.61 

37.59 

5TH 

14.80 

32.55 

10TH 

12.81 

38.28 

10TH 

15.07 

32.91 

15TH 

12.96 

38.75 

15TH 

15.26 

33.21 

20TH 

13.07 

39.12 

20TH 

15 , 40 

33.47 

25TH 

13.18 

39.45 

25TH 

15.53 

33.71 

30TH 

13.27 

39.74 

30TH 

15.64 

33.93 

35TH 

13.36 

40.01 

35TH 

15.75 

34.15 

40TH 

13.44 

40.27 

40TH 

15.85 

34.35 

45TH 

13.53 

40.52 

45TH 

15.95 

34.56 

50TH 

13.61 

40.77 

50TH 

16.05 

34.77 

55TH 

13.69 

41.02 

55TH 

16.15 

34.98 

60TH 

13.77 

41.28 

60TH 

16.25 

35.21 

65TH 

13.86 

41.55 

65TH 

16.36 

35.44 

70TH 

13.95 

41.84 

70TH 

16.47 

35.70 

7  5TH 

14.05 

42.16 

75TH 

16.60 

35.99 

BOTH 

14.17 

42.52 

80TH 

16.74 

36.33 

85TH 

14.30 

42.94 

85TH 

16.90 

36.76 

90TH 

14.47 

43.49 

90TH 

17.12 

37.42 

95TH 

14.73 

44.33 

95TH 

17.45 

37.85 

97TH 

14  o  90 

44.91 

97TH 

17.68 

38.18 

98TH 

15.03 

45.34 

98TH 

17.85 

38.71 

99TH 

15.24 

46.05 

99TH 

18.13 
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(82)  NECK  HEIGHT,  LATERAL 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

139.55 

MEAN  VALUE 

54.98 

150.95 

MEAN  VALUE 

59.43 

.12 

SE(MEAN) 

.05 

.15 

SE (MEAN) 

.06 

5.84 

STD  DEVIATION 

2.30 

6.16 

STD  DEVIATION  2.42 

.09 

SE ( STD  DEV) 

.03 

.10 

SE ( STD  DEV) 

.04 

161.30 

MAXIMUM 

63.50 

177.10 

MAXIMUM 

69.72 

120.60 

MINIMUM 

47.48 

125.40 

MINIMUM 

49.37 

SYMMETRY- 

— VETA  I  = 

.11 

SYMMETRY- 

— VETA  I  = 

.06 

XURTOSIS- 

— VETA  II  = 

3.00 

KURTOSIS- 

—VETA  II  = 

3.20 

COEF .  OF 

VARIATION  = 

4.2% 

COEF.  OF 

VARIATION  = 

4.1% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

126.30 

1ST 

49.72 

136.42 

1ST 

53.71 

127.97 

2ND 

50.38 

138.30 

2ND 

54.45 

128.98 

3RD 

50.78 

139.44 

3RD 

54.90 

130.32 

5TH 

51.31 

140.93 

5TH 

55.48 

132.32 

10TH 

52.10 

143.15 

10TH 

56.36 

133.66 

15TH 

52.62 

144.62 

15TH 

56.94 

134.73 

20TH 

53.04 

145.77 

20TH 

57.39 

135.65 

25TH 

53.41 

146.78 

25TH 

57.79 

136.49 

3QTH 

53.73 

147.68 

30TH 

58.14 

137.27 

35TH 

54.04 

148.51 

35TH 

58.47 

138.01 

40TH 

54.34 

149.31 

40TH 

58.78 

138.74 

45TH 

54.62 

150.09 

45TH 

59.09 

139.48 

50TH 

54-91 

150.86 

50TH 

59.39 

140.22 

55TH 

55.20 

151.64 

55TH 

59.70 

140.97 

60TH 

55.50 

152.43 

60TH 

60.01 

141.76 

6  5TH 

55.81 

153.26 

65TH 

60.34 

142.60 

7  0TH 

56.14 

154.13 

70TH 

60.68 

143.52 

75TH 

56.50 

155.08 

75TH 

61.06 

144.56 

80TH 

56.91 

156.15 

80TH 

61.48 

145.76 

85TH 

57.39 

157.38 

85TH 

61.96 

147.29 

90TH 

57.99 

158,93 

90TH 

62.57 

149.54 

95TH 

58.87 

161.16 

95TH 

63.45 

150.96 

97TH 

59.43 

162.55 

97TH 

63.99 

151.97 

98TH 

59.83 

163.52 

98TH 

64.38 

153.49 

99TH 

60.43 

164.94 

99TH 

64.94 
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(83)  OVERHEAD  FINGERTIP  REACH 


I  EMAIiE  JJALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

inches 

206.15 

MEAN  VALUE 

81.16 

223.14 

MEAN  VALUE 

87.85 

.20 

SE  ( MEAN ) 

.08 

.23 

SE ( MEAN ) 

.09 

9.24 

STD  DEVIATION 

3.64 

9.75 

STD  DEVIATION 

r  3.84 

.14 

SE ( STD  DEV) 

.05 

.16 

SE ( STD  DEV) 

.06 

239.30 

MAXIMUM 

94.21 

267.60 

MAXIMUM 

105.35 

172.10 

MINIMUM 

67.76 

179.90 

MINIMUM 

70.83 

SYMMETRY- 

--VETA  I  = 

.07 

SYMMETRY- 

— VETA  I  = 

.05 

KURTOSIS- 

— VETA  II  = 

3.02 

KURTOSIS- 

— VETA  II  = 

3.30 

COEF.  OF 

VARIATION  = 

4.5% 

COEF.  OF 

VARIATION  = 

4.4% 

NUMBER  OF 

SUBJECTS  - 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

184.98 

1ST 

72.83 

200.56 

1ST 

78.96 

187.68 

2ND 

73.89 

203.35 

2ND 

80.06 

189.31 

3RD 

74.53 

205.06 

3RD 

80.73 

191.45 

5TH 

75.37 

207.33 

5TH 

81.63 

194.64 

10TH 

76.63 

210.77 

10TH 

82.98 

196.76 

15TH 

77.47 

213.07 

15TH 

83.89 

198.44 

20TII 

78.13 

214.90 

20TH 

84.61 

199.91 

25TH 

78.70 

216.49 

25TH 

85.23 

201.22 

30TH 

79.22 

217.92 

30TH 

85.80 

202.45 

35TH 

79.71 

219.26 

35TH 

86.32 

203.63 

40TH 

80.17 

220.54 

40TH 

86.83 

204.79 

45TH 

80.62 

221.78 

45TH 

87.32 

205.94 

50TH 

81.08 

223.02 

50TH 

87.80 

207.10 

55TH 

81.54 

224.27 

55TH 

88.30 

208.29 

60TH 

82.01 

225.54 

60TH 

88.80 

209.54 

65TH 

82.50 

226.87 

65TH 

89.32 

210.86 

70TH 

83.02 

228.26 

70TH 

89.87 

212.31 

75TH 

83.59 

229.78 

75TH 

90.46 

213.94 

80TH 

84.23 

231.47 

80TH 

91.13 

215.83 

85TH 

84.97 

233.42 

85TH 

91.90 

218.23 

90TH 

85.92 

235.85 

90TH 

92.85 

221.73 

95TH 

87  „  30 

239.32 

95TH 

94.22 

223.93 

97TH 

88.16 

241.43 

97TH 

95.05 

225.50 

98TH 

88.78 

242.90 

98TH 

95.63 

227.82 

99TH 

89.69 

245.00 

99TH 

96.46 
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(84)  OVERHEAD  FINGERTIP  REACH,  EXTENDED 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

215.34 

MEAN  VALUE 

84.78 

232.80 

MEAN  VALUE 

91.65 

.20 

SE (MEAN) 

.08 

.24 

SE ( MEAN ) 

.09 

9.50 

STD  DEVIATION 

3.74 

9.99 

STD  DEVIATION 

3.94 

.14 

SE ( STD  DEV) 

.06 

.17 

SE ( STD  DEV) 

.07 

248.80 

MAXIMUM 

97.95 

281.10 

MAXIMUM 

110.67 

182. CO 

MINIMUM 

71.65 

191.70 

MINIMUM 

75.47 

SYMMETRY- 

— VETA  I  = 

.06 

SYMMETRY- 

— VETA  I  = 

.09 

KURTOSIS- 

— VETA  II  = 

3.01 

KURTOSIS- 

— VETA  II  = 

3.25 

COEF .  OF 

VARIATION  = 

4.4% 

COEF.  OF 

VARIATION  = 

4.3% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

193.57 

1ST 

76.21 

209.93 

1ST 

82.65 

196.30 

2ND 

77.28 

212.68 

2ND 

83.73 

197.97 

3RD 

77.94 

214.39 

3RD 

84.40 

200.16 

5TH 

78.80 

216.68 

iiTH 

85.31 

203.45 

10TH 

80.10 

220.16 

10TH 

86.68 

205.65 

15TH 

80.96 

222.52 

15TH 

87.60 

207.39 

20TH 

81.65 

224.38 

20TH 

88.34 

208.90 

25TH 

82.25 

226,01 

25TH 

88.98 

210.27 

30TH 

82.78 

227.47 

30TH 

89.56 

211.54 

35TH 

83.28 

228.83 

35TH 

90.09 

212.76 

40TH 

83.76 

230.14 

40TH 

90.60 

213.95 

45TH 

84.23 

231.40 

45TH 

91.10 

215.14 

50TH 

84.70 

232.66 

50TH 

91.60 

216.34 

55TH 

85.17 

233.93 

55TH 

92.10 

217.56 

60TH 

85.65 

235.22 

60TH 

92.61 

218.84 

65TH 

86.16 

236.56 

65TH 

93,14 

220.20 

70TH 

86.69 

237.98 

70TH 

93.69 

221.68 

75TH 

87.28 

239.53 

75TH 

94.30 

223.35 

80TH 

87.93 

241.26 

80TH 

94.98 

225.28 

85TH 

88.69 

243.26 

85TH 

95,77 

227.72 

90TH 

89.66 

245.77 

90TH 

96.76 

231.28 

95TH 

91.06 

249.44 

95TH 

98.20 

233.52 

97TH 

91.94 

251.74 

97TH 

99.11 

235.10 

98TH 

92.56 

253.38 

98TH 

99.75 

237.45 

99TH 

93.48 

255.84 

99TH 

100.72 
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(85)  OVERHEAD  FINGERTIP  REACH,  SITTING 


FEMALE 


CENTIMETERS 

INCHES 

132.65 

MEAN  VALUE 

52.22 

.12 

SE (MEAN) 

.05 

5.59 

STD  DEVIATION 

2 .20 

.08 

SE ( STD  DEV) 

.03 

151.40 

MAXIMUM 

59.61 

112.90 

MINIMUM 

44.45 

SYMMETRY- 

— VETA  I  = 

-.03 

KURTOSIS- 

— VETA  II  = 

2.93 

COEF.  OF 

VARIATION  = 

4.2% 

NUMBER  OF 

SUBJECTS  - 

2208 

THE  PERCENTILES 


PPWmTUPmi?DC 

V>U11  J,  X1XJU4  xui\u 

TlT^irpC 

Xll  UliiJkJ 

119.72 

1ST 

47.13 

121.12 

2ND 

47.69 

122.05 

3RD 

48.05 

123.33 

5TH 

48.55 

125.35 

10TH 

49.35 

126.75 

15TH 

49.90 

127.85 

20TH 

5C.34 

128.81 

25TH 

50.71 

129.68 

30TH 

51.05 

130.47 

35TH 

51.37 

131.22 

40TH 

51.66 

131.95 

45TH 

51.95 

132.67 

50TH 

52.23 

133.39 

55TH 

52.51 

134.11 

60TH 

52.80 

134.85 

65TH 

53.09 

135.63 

70TH 

53.40 

136.47 

75TH 

53.73 

137.40 

80TH 

54.09 

138.47 

85TH 

54.52 

139.81 

90TH 

55.04 

141.77 

95TH 

55.81 

143.03 

97TH 

56.31 

143.94 

98TH 

56.67 

145.38 

99TH 

57.24 

MALE 

CENTIMETERS 

INCHES 

143.38 

MEAN  VALUE 

56.45 

.14 

SE ( MEAN ) 

.06 

5.90 

STD  DEVIATION 

2.32 

.10 

SE ( STD  DEV) 

.04 

169.30 

MAXIMUM 

66.65 

116.40 

MINIMUM 

45.83 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

-.03 

3.28 

4.1% 

1774 

THE 

PERCENTILES 

fipiTmTiftJiTipnp 

TMnrmi!' 

129.31 

1ST 

50.91 

131.19 

2ND 

51  o  65 

132.32 

3RD 

52.09 

133.78 

5TH 

52.67 

135.93 

10TH 

53.52 

137.35 

15TH 

54.07 

138.46 

20TH 

54.51 

139.42 

25TH 

54.89 

140.28 

30TH 

55.23 

141.07 

35TH 

55.54 

141.84 

40TH 

55.84 

142.58 

45TH 

56.13 

143.32 

50TH 

56.42 

144.06 

55TH 

56.72 

144.82 

60TH 

57.02 

145.61 

65TH 

57.33 

146.45 

70TH 

57.66 

147.36 

75TH 

58.01 

148.38 

80TH 

58.42 

149.56 

85TH 

58.88 

151,04 

90TH 

59.46 

153.17 

95TH 

60.30 

154.48 

97TH 

60.82 

155.39 

98TH 

61.18 

156.72 

99TH 

61.70 
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(86)  POPLITEAL  HEIGHT 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

38.94 

MEAN  VALUE 

15.33 

43.41 

MEAN  VALUE 

17.09 

.05 

SE(MEAN) 

.02 

.06 

SE(MEAN) 

.02 

2.37 

STD  DEVIATION 

.93 

2.49 

STD  DEVIATION 

.98 

.04 

SE ( STD  DEV) 

.01 

.04 

SE ( STD  DEV) 

.02 

50.00 

MAXIMUM 

19.69 

54.70 

MAXIMUM 

21.54 

29.90 

MINIMUM 

11.77 

33.80 

MINIMUM 

13.31 

SYMMETRY- 

— VETA  I  = 

.14 

SYMMETRY- 

—VETA  I  = 

.19 

KURTOSIS- 

— VETA  II  = 

3.11 

KURTOSIS- 

— VETA  II  = 

3.32 

COEF.  OF 

VARIATION  = 

6.1% 

COEF.  OF 

VARIATION  ^ 

5.7% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

THPUPC 

33.67 

1ST 

13.25 

37. 83 

1ST 

14.89 

34.24 

2ND 

13.48 

38.49 

2ND 

lc .  15 

34.61 

3RD 

13.63 

38.90 

3RD 

15,32 

35.13 

5TH 

13.83 

39.46 

5TH 

15.53 

35.93 

10TH 

10.14 

40.30 

10TH 

15.86 

36.48 

15TH 

14.36 

40.86 

15TH 

16.09 

36.92 

20TH 

U  .53 

41.31 

20TH 

16.26 

37.30 

25TH 

14.69 

41.70 

25TH 

16.42 

37.65 

30TH 

14.82 

42.06 

30TH 

16.56 

37  .98 

35TH 

14.95 

42,39 

35TH 

16.69 

38.29 

40TH 

15.07 

42.70 

40TH 

16.81 

38.59 

45TH 

15.19 

43.01 

45TH 

16.93 

38.89 

50TH 

15.31 

43.32 

50TH 

17.06 

39.19 

55TH 

15.43 

43.63 

55TH 

17.18 

39.50 

60TH 

15.55 

43.95 

60TH 

17.30 

39.82 

65TH 

15.63 

44.28 

65TH 

17.43 

40.16 

70TH 

15.81 

44.64 

70TH 

17.57 

40.53 

75TH 

15.96 

45.03 

75TH 

17.73 

40.94 

80TH 

16.12 

45.47 

80TH 

17.90 

41.42 

85TH 

16.31 

45.98 

85TH 

18.10 

42.04 

90TH 

16.55 

46.64 

90TH 

18,36 

42.94 

95TH 

16.91 

47.63 

95TH 

18.75 

43.53 

97TK 

17.14 

48,28 

97TH 

19.01 

43.96 

98TH 

17.31 

48.75 

98TH 

19.19 

44.63 

99TH 

17.57 

49.49 

99TH 

19,48 
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(87)  RADIALE-STYLION  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

24.34 

MEAN  VALUE 

9.58 

26,99 

MEAN  VALUE 

10.62 

.03 

SE (MEAN) 

.01 

.04 

SE (MEAN) 

.01 

1.55 

STD  DEVIATION  .61 

1.57 

STD  DEVIATION 

.62 

.02 

SE ( STD  DEV) 

.01 

.03 

SE ( STD  DEV) 

.01 

31.20 

MAXIMUM 

12.28 

32.50 

MAXIMUM 

12.80 

15.70 

MINIMUM 

6.18 

21.20 

MINIMUM 

8.35 

SYMMETRY- 

— VETA  I  = 

.14 

SYMMETRY- 

—VETA  I  = 

.21 

KURTOSIS- 

— VETA  II  ^ 

3.48 

KURTOSIS- 

— VETA  II  = 

3.10 

COEF.  OF 

VARIATION  = 

5.3% 

COEF.  OF 

VARIATION  = 

5.8% 

NUMBER  OF 

SUBJECTS  - 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

INCHES 

PFM'I’TMF'PFPft 

TMPWEfi 

20.97 

1ST 

8.26 

23.67 

1ST 

9.32 

21.32 

2ND 

8.39 

24.01 

2ND 

9.45 

21.55 

3RD 

8.49 

24.23 

3RD 

9.54 

21.87 

5TH 

8,61 

24.54 

5TH 

9.66 

22.39 

10TH 

8.81 

25.03 

10TH 

9.85 

22.74 

15TH 

8.95 

25.37 

15TH 

9.99 

23.03 

20TH 

9.07 

25.65 

20TH 

10.10 

23.28 

25TH 

9.16 

25.89 

25TH 

10.19 

23.50 

30TH 

9.25 

26.11 

30TH 

10.28 

23.71 

35TH 

9.33 

26.32 

35TH 

10.36 

23.91 

40TH 

9.41 

26.52 

4GTH 

10.44 

24.10 

45TH 

9.49 

26.72 

4STH 

10.52 

24.30 

50TH 

9,57 

26.92 

50TH 

10.60 

24.49 

55TH 

9.64 

27.12 

55TH 

10.68 

24.69 

60TH 

9.72 

27.32 

60TH 

10.76 

24.89 

65TH 

9.80 

27.53 

65TH 

10.84 

25.11 

70TH 

9.89 

27.76 

70TH 

10.93 

25.35 

75TH 

9.98 

28.01 

75TH 

11.03 

25.62 

80TH 

10.09 

28.29 

80TH 

11.14 

25.93 

85TH 

10.21 

28.62 

85TH 

11.27 

26.33 

90TH 

10.37 

29.05 

90TH 

11.44 

26.94 

95TH 

10.61 

29.69 

95TH 

11.69 

27.35 

97TH 

10.77 

30.11 

97TH 

11.85 

27.65 

98TH 

10.89 

30.42 

98TH 

11.98 

28.14 

99TH 

11.08 

30.92 

99TH 

12.17 
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(88)  SCYE  CIRCUMFERENCE 


FEMALE 


MALE 


CENTIMETERS 


INCHES  CENTIMETERS 


INCHES 


37.13 

MEAN  VALUE 

14.62 

44.55 

MEAN  VALUE 

17.54 

.05 

SE(MEAN) 

.02 

.06 

SE(MEAN) 

.03 

2.30 

STD  DEVIATION 

.91 

2.71 

STD  DEVIATION 

1.07 

.03 

SE(STD  DEV) 

.01 

.05 

SE(STD  DEV) 

.02 

45.60 

MAXIMUM 

17.95 

55.30 

MAXIMUM 

21.77 

29.80 

MINIMUM 

11.73 

35.80 

MINIMUM 

14.09 

SYMMETRY- 

— VETA  I  « 

.39 

SYMMETRY- 

—VETA  I  = 

.24 

KURTOSIS- 

— VETA  II  = 

3.30 

KURTOSIS- 

—VETA  II  » 

3.41 

COEF.  OF 

VARIATION  = 

6.2% 

COEF.  OF 

VARIATION  = 

6.1% 

NUMBER  OF 

SUBJECTS  = 

2208 

HUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

^■nvTrfiT»*T5fTm,Pi  n 

WUll  X  ii'X£>  X  CjAQ 

INCHES 

CfiMTlfUSTISKS 

INCHES 

32.40 

1ST 

12.76 

38.42 

1ST 

15.13 

32.87 

2ND 

12.94 

39.18 

2ND 

15.43 

33.18 

3RD 

13.06 

39.65 

3RD 

15.61 

33.62 

5TH 

13.24 

40.27 

5TH 

15.85 

34.32 

10TH 

13.51 

41.20 

10TH 

16.22 

34.80 

15TH 

13.70 

41.82 

15TH 

16.47 

35.20 

20TH 

13.86 

42.31 

20TH 

16.66 

35.55 

25TH 

13.99 

42.73 

25TH 

16.82 

35.86 

30TH 

14.12 

43.11 

30TH 

16.97 

36.16 

35TH 

14.23 

43.46 

35TH 

17.11 

36.44 

40TH 

14.35 

43.80 

40TH 

17.24 

36.72 

45TH 

14.46 

44.13 

45TH 

17.37 

37.00 

50TH 

14.57 

44.46 

50TH 

17.50 

37.28 

55TH 

14.68 

44.79 

55TH 

17.63 

37.58 

60TH 

14.79 

45.12 

60TH 

17.77 

37.88 

65TH 

14.92 

45.48 

65TH 

17.90 

38.21 

70TH 

15,05 

45.85 

70TH 

18.05 

38.58 

75TH 

15,19 

46.27 

75TH 

18.22 

39.00 

80TH 

15.35 

46.74 

80TH 

18.40 

39.50 

85TH 

15.55 

47.30 

85TH 

18.62 

40.16 

90TH 

15.81 

48.02 

90TH 

18.91 

41.19 

95TH 

16,22 

49.13 

S5TH 

19.34 

41.91 

97TH 

16.50 

49.^8 

97TH 

19.64 

42.46 

98TH 

16.72 

50.45 

98TH 

19.86 

43.38 

99TH 

17.08 

51.36 

99TH 

20.22 
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(89)  SCYE  DEPTH 


FEMALE  ,  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

18.57 

MEAN  VALUE 

7.31 

21.27 

MEAN  VALUE 

8.38 

,03 

SE (MEAN) 

.01 

.04 

SE (MEAN) 

.01 

1.44 

STD  DEVIATION  .57 

1.55 

STD  DEVIATION 

.61 

.02 

SE ( STD  DEV) 

.01 

.03 

SE ( STD  DEV) 

.01 

23.50 

MAXIMUM 

9.25 

28.40 

MAXIMUM 

11.18 

14.20 

MINIMUM 

5.59 

16.60 

MINIMUM 

6.54 

SYMMETRY - VET  A  I  « 

KURTQSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.13 

2.93 

7.8% 

2208 

SYMMETRY - VETA  I  « 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  - 
NUMBER  OF  SUBJECTS  = 

.15 

3.46 

7.3% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

TNPHRR 

CENTIMETERS 

TMPHRQ 

T-rVTJtf-.-.TT’-VS 

15.31 

1ST 

6.03 

17.77 

1ST 

6.99 

15.70 

2ND 

6.18 

18.11 

2ND 

7.13 

15.95 

3RD 

6.28 

18.35 

3RD 

7.22 

16.27 

5TH 

6.41 

18.70 

5TH 

7.36 

16.77 

10TH 

6.60 

19.26 

10TH 

7.58 

17.10 

15TH 

6.73 

19.66 

15TH 

7.74 

17.36 

20TH 

6.83 

19.97 

20TH 

7.86 

17.59 

25TH 

6.92 

20.24 

25TH 

7.97 

17.79 

301'H 

7.01 

20.47 

30TH 

8.06 

17.99 

35TH 

7.08 

20.69 

35TH 

8.15 

18.17 

40TH 

7.15 

20.90 

40TH 

8.23 

18.35 

45TH 

7.22 

21.09 

45TH 

8.30 

18.53 

50TH 

7.30 

21.28 

50TH 

8.38 

18.71 

55TH 

7.37 

21.47 

55TH 

8.45 

18.90 

60TH 

7.44 

21.66 

60TH 

8.53 

19.10 

65TH 

7.52 

21.86 

65TH 

8,61 

19.30 

70TH 

7.60 

22.06 

70TH 

8.69 

19.53 

75TH 

7.69 

22.28 

75TH 

8.77 

19.79 

80TH 

7.79 

22.53 

80TH 

8.87 

20.09 

85TH 

7.91 

22.82 

85TH 

8.98 

20.47 

90TH 

8.06 

23.19 

90TH 

9.13 

21.04 

95TH 

8.28 

23.77 

95TH 

9.36 

21.40 

97TH 

8.43 

24.18 

97TH 

9.52 

21.67 

98TH 

8.53 

24.50 

98TH 

9.64 

22.08 

99TH 

8.69 

25.05 

99TH 

9.86 
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(90)  SHOULDER  CIRCUMFERENCE 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

102  *69 

MEAN  VALUE 

40.43 

117.52 

MEAN  VALUE 

46.27 

.11 

SE(MEAN) 

.04 

.14 

SE (MEAN) 

.06 

5.22 

STD  DEVIATION 

2.05 

6.04 

STD  DEVIATION 

2.38 

.08 

SE ( STD  DEV) 

.03 

.10 

SE ( STD  DEV) 

.04 

126.10 

MAXIMUM 

49.65 

142.40 

MAXIMUM 

56 » 06 

86.20 

MINIMUM 

33.94 

96.60 

MINIMUM 

38.03 

SYMMETRY- 

— VETA  I  = 

.36 

SYMMETRY - VETA  I  ~ 

.08 

KURTOSIS- 

— VETA  II  = 

3.32 

KURTOSIS - VETA  II  = 

3.22 

COEF.  OF 

VARIATION  = 

5.1% 

COEF.  OF  VARIATION  - 

5.1% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF  SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENtXMKTK US 

INCHES 

CENTIMETERS 

INCHES 

91.38 

1ST 

35.98 

103.66 

1ST 

40.81 

92.71 

2ND 

36.50 

105  *  32 

2ND 

41.46 

93.54 

3RD 

36.83 

106.36 

3RD 

41.87 

94.64 

5TH 

37.26 

107.77 

5TH 

42.43 

96.32 

10TH 

37.92 

109.92 

10TH 

43.28 

97.44 

15TH 

38.36 

111.37 

15TH 

43.84 

98.34 

20TH 

38.72 

112.50 

20TH 

44.29 

99.12 

25TH 

39.02 

113.49 

25TH 

44.68 

99.82 

30TH 

39.30 

114.37 

30TH 

45.03 

100.48 

35TH 

39.56 

115.18 

35TH 

45.35 

101.12 

40TH 

39.81 

115.95 

40TH 

45.65 

101.74 

45TH 

40.06 

116.70 

45TH 

45.94 

102.37 

LiOTH 

40.30 

117.44 

50TH 

46.24 

103.00 

55TH 

40.55 

118.19 

55TH 

46.53 

103.66 

60TH 

40.81 

118.94 

60TH 

46.83 

104.35 

65TH 

41.08 

119.73 

65TH 

47.14 

105.10 

70TH 

41.38 

120.56 

70TH 

47.47 

105.92 

75TH 

41.70 

121.47 

75TH 

47.82 

106.87 

80TH 

42.08 

122.50 

80TH 

48.23 

io8 .01 

85TH 

42.52 

123,70 

85TH 

48.70 

109.50 

90TH 

43.11 

125.25 

90TH 

49.31 

111.85 

95TH 

44.03 

127.61 

95TH 

50.24 

113.46 

97TH 

44.67 

129.19 

97TH 

50.86 

114.68 

98TH 

45.15 

130.38 

98TH 

51.33 

116.70 

99TH 

45.94 

132.30 

99TH 

52.09 
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(91)  SHOULDER-ELBOW  LENGTH 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

33.58 

MEAN  VALUE 

13.22 

36.90 

MEAN  VALUE 

14.53 

.04 

SE (MEAN) 

.01 

.04 

SE (MEAN) 

.02 

1.74 

STD  DEVIATION 

.68 

1.79 

STD  DEVIATION 

.71 

.03 

SE ( STD  DEV) 

.01 

.03 

SE ( STD  DEV) 

.01 

40.10 

MAXIMUM 

15.79 

44.60 

MAXIMUM 

17.56 

28.20 

MINIMUM 

11.10 

29.70 

MINIMUM 

11.69 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.13 

3.02 

5.2% 

2208 

SYMMETRY— -VETA  I  = 
KURTOSIS— VETA  II  = 
COEF.  OF  VARIATION  - 
NUMBER  OF  SUBJECTS  = 

.08 

3.25 

4.9% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

nniTmTiinmrm  r 

X  XlT£i  X  DAQ 

ninitrnvimmnri  n 

^^jxx  xrxD  x£ii\c> 

29.62 

1ST 

11.66 

32.88 

1ST 

12.94 

30.08 

2ND 

11.84 

33.33 

2ND 

13.12 

30.37 

3RD 

11.96 

33.62 

3RD 

13.24 

30  r  76 

5TH 

12.11 

34.02 

5TH 

13.39 

31.36 

10TH 

12.35 

34.64 

10TH 

13.64 

31.77 

15TH 

12.51 

35.06 

15TH 

13.80 

32.09 

20TH 

12.64 

35.40 

20TH 

13.94 

32.38 

25TH 

12.75 

35.69 

25TH 

14.05 

32.63 

30TH 

12.85 

35.95 

30TH 

14.15 

32.87 

35TH 

12.94 

36.20 

35TH 

14.25 

33.10 

40TH 

13.03 

36.43 

40TH 

14.34 

33.32 

45TH 

13.12 

36.66 

45TH 

14.43 

33.54 

50TH 

13.20 

36.88 

50TH 

14.52 

33.76 

55TH 

13.29 

37.11 

55TH 

14.61 

33.98 

60TH 

13.38 

37.34 

60TH 

14.70 

34.22 

65TH 

13.47 

37.58 

65TH 

14.79 

34.47 

70TH 

13.57 

37.83 

70TH 

14.89 

34.74 

75TH 

13.68 

38.10 

75TH 

15.00 

35.05 

80TH 

13.80 

38.41 

80TH 

15.12 

35.40 

85TH 

13.94 

38.76 

85TH 

15.26 

35.85 

90TH 

14.11 

39.21 

90TH 

15.44 

36.51 

95TH 

14.37 

39.88 

95TH 

15.70 

36.92 

97TH 

14.54 

40.31 

97TH 

15.87 

37.23 

98TH 

14.66 

40.63 

98TH 

16.00 

37.69 

99TH 

14.84 

41.13 

99TH 

16.19 
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(92)  SHOULDER  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

14.47 

MEAN  VALUE 

5.70 

15.05 

MEAN  VALUE 

5.92 

.02 

SE (MEAN) 

.01 

.03 

SE (MEAN) 

.01 

1.08 

STD  DEVIATION 

.43 

1.10 

STD  DEVIATION 

.43 

.02 

SE ( STD  DEV) 

.01 

.02 

SE ( STD  DEV) 

.01 

18.20 

MAXIMUM 

7.17 

18.50 

MAXIMUM 

7.28 

11.10 

MINIMUM 

4.37 

11.40 

MINIMUM 

4.49 

SYMMETRY- 

— VETA  I  = 

.05 

SYMMETRY- 

—VETA  I  = 

.05 

KURTOSIS- 

— VETA  II  = 

2.99 

KURTOSIS- 

—VETA  II  = 

3.01 

COEF.  OF 

VARIATION  = 

7.5% 

COEF.  OF 

VARIATION  = 

7.3% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  - 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

11.97 

1ST 

4.71 

12.44 

1ST 

4.90 

12.23 

2ND 

4 . 82 

12.79 

2ND 

5.03 

12.41 

3RD 

4.89 

12.99 

3RD 

5.12 

12.66 

5TH 

4.98 

13.26 

5TH 

5.22 

13.05 

10TH 

5.14 

13.66 

10TH 

5.38 

13,33 

15TH 

5.25 

13.92 

15TH 

5.48 

13.54 

20TH 

5.33 

14.13 

20TH 

5.56 

13.73 

25TH 

5.41 

14.30 

25TH 

5.63 

13.90 

30TH 

5.47 

14.46 

30TH 

5.69 

14.05 

35TH 

5.53 

14.61 

35TH 

5.75 

14.20 

40TH 

5.59 

14.75 

40TH 

5.81 

14.34 

45TH 

5.64 

14.89 

45TH 

5.86 

14.47 

50TH 

5.70 

15.02 

50TH 

5.92 

14,61 

55TH 

5.75 

15.16 

55TH 

5.97 

14,74 

60TH 

5.80 

15.30 

60TH 

6.03 

14.88 

65111 

5.86 

15.45 

65TH 

6.08 

15.03 

70TH 

5.92 

15.61 

70TH 

6.15 

15.19 

75TH 

5.98 

15.78 

75TH 

6.21 

15.37 

80TH 

6.05 

15.98 

80TH 

6.29 

15.57 

85TH 

6.13 

16.20 

85TH 

6.38 

15.84 

9QTH 

6.24 

16.49 

90TH 

6.49 

16.24 

95TH 

6,39 

16.91 

95TH 

6.66 

16.51 

97TH 

6.50 

17.18 

97TH 

6.76 

16.73 

98TH 

6.59 

17.37 

98TH 

6.84 

17.08 

99  TH 

6.72 

17.66 

9STH 

6.95 
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(93)  SITTING  HEIGHT 


FEMALE 


CENTIMETERS 

INCHES 

85.20 

MEAN  VALUE 

33.54 

.07 

SE (MEAN) 

.03 

3.49 

STD  DEVIATION 

1.37 

.05 

SE ( STD  DEV) 

.02 

97.10 

MAXIMUM 

38.23 

74.80 

MINIMUM 

29.45 

MALE 


CENTIMETERS 

INCHES 

91.39 

MEAN  VALUE 

35.98 

.08 

SE (MEAN) 

.03 

3.56 

STD  DEVIATION 

1.40 

.06 

SE ( STD  DEV) 

.02 

103.20 

MAXIMUM 

40.63 

80.80 

MINIMUM 

31.81 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  » 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.09 

2.82 

4.1% 

2208 

THE 

PERCLNTILES 

▼  *  rr-i  mn  r>  n 

±  J-Jplc.  ir.no 

Tl7/lT7tin 

77.48 

1ST 

30.50 

78.27 

2ND 

30.81 

78.79 

3RD 

31.02 

79.53 

5TH 

31.31 

80.70 

10TH 

31.77 

81.52 

15TH 

32.09 

82.18 

20TH 

32.35 

82.76 

25TH 

32.58 

83.28 

30TH 

32.79 

83.77 

35TK 

32.98 

84.23 

40TH 

33.16 

84.69 

45TH 

33.34 

85.14 

50TH 

33.52 

85.59 

55TH 

33.70 

86.05 

60TH 

'  33.88 

86.52 

65TH 

34.06 

87.02 

70TH 

34.26 

87.57 

75TH 

34.48 

88.17 

BOTH 

34.71 

88.87 

85TH 

34.99 

89.75 

90TH 

35.33 

91.02 

95TH 

35.84 

91.83 

97TH 

36.15 

92.42 

98TH 

36.38 

93.31 

99TH 

36.74 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  « 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  * 

-.06 

2.87 

3.9% 

1774 

THE 

PERCENTILES 

rMjiTmTut»mDDC 

VU11  J.  .VIU  JL  LU\U 

TMPWC 

82.79 

1ST 

32.59 

83.88 

2ND 

33.02 

84.55 

3RD 

33.29 

85.45 

5TH 

33.64 

86.79 

10TH 

34  r  17 

87.68 

15TH 

34.52 

88.38 

20TH 

34.80 

88.99 

25TH 

35.03 

89.53 

30TH 

35.25 

90.03 

35TH 

35.44 

90.51 

40TH 

35.63 

90,97 

45TH 

35.81 

91.42 

50TH 

35.99 

91.88 

55TH 

36.17 

92.34 

60TH 

36.35 

92.82 

65TH 

36.54 

93.32 

70TH 

36.74 

93.86 

75TH 

36.95 

94.46 

80TH 

37,19 

95.14 

85TH 

37.46 

95.99 

SOTH 

37.79 

97.19 

95TH 

38.26 

97.91 

97TH 

38.55 

90.42 

98TH 

38.75 

99.14 

99TH 

39.03 
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(94)  SLEEVE  LENGTH:  SPINE-ELBOW 


FEMALE  MALE 


CENTIMETERS  INCHES 

CENTIMETERS 

INCHES 

53.71 

MEAN  VALUE 

21.14 

59.12 

MEAN  VALUE 

23.28 

.05 

SE (MEAN) 

.02 

.06 

SE  (MEAN) 

.03 

2.47 

STD  DEVIATION 

.97 

2.70 

3TD  DEVIATION 

1.06 

.04 

SE ( STD  DEV) 

.01 

.05 

SE ( STD  DEV) 

.02 

61.60 

MAXIMUM 

24.25 

68.90 

MAXIMUM 

27.13 

44.80 

MINIMUM 

17.64 

48.40 

MINIMUM 

19.06 

SYMMETRY - VETA  I  « 

-.03 

SYMMETRY— VETA  I  = 

.05 

KURTOSIS - VETA  II  = 

2.91 

EUktOSIS - VETA  II  = 

3.15 

COEF.  OF  VARIATION  - 

4.6% 

COEF.  OF  VARIATION  = 

4.6% 

NUMBER 

OF  SUBJECTS  = 

2208 

NUMBER 

OF  SUBJECTS  =* 

1774 

THE  PERCENTILES 

THE  PERCENTILES 

^r.Nx  ixM.Tr.  no 

INCHES 

CENTIMETERS 

47.94 

1ST 

18.87 

52.88 

1ST 

20.82 

48.64 

2ND 

19.15 

53.63 

2ND 

21.11 

49.07 

3RD 

19.32 

54.10 

3RD 

21.30 

49.65 

5TH 

19.55 

54.74 

5TH 

21.55 

50.53 

10TH 

19.89 

55.71 

10TH 

21.93 

51.13 

15TH 

20.13 

56.36 

15TK 

22.19 

51.60 

20TH 

20.32 

56.88 

20TH 

22.39 

52.01 

25TH 

20.48 

57.32 

25TH 

22.57 

52.38 

30TH 

20.62 

57.72 

30TH 

22.72 

52.73 

35TH 

20.76 

58,08 

35TH 

22.87 

53.06 

40TH 

20.89 

58.43 

40TH 

23.00 

53.38 

45TH 

21.02 

58.77 

45TH 

23.14 

53.70 

50TH 

21.14 

59.10 

50TH 

23.27 

54.02 

55TH 

21.27 

59.43 

55TH 

23.40 

54.34 

60TH 

21.39 

59.77 

60TH 

23.53 

54,68 

65TH 

21.53 

60.13 

65TH 

23.67 

55.04 

70TH 

21.67 

60.50 

70TH 

23.82 

55.42 

75TH 

21.82 

60.91 

75TH 

23.98 

55.85 

80TH 

21.99 

61.37 

80TH 

24.16 

56.34 

85TH 

22.18 

61.90 

85TH 

24.37 

56.95 

90TH 

22.42 

62.59 

90TH 

24.64 

57.83 

95TH 

22.77 

63.63 

95TH 

25.05 

58.36 

97TH 

22.98 

64.33 

97TH 

25.33 

58.74 

98TH 

23.12 

64.85 

98TH 

25.53 

59.28 

99TH 

23.34 

65.69 

9  9TH 

25.86 
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(95)  SLEEVE  LENGTH:  SPINE-SCYE 


FEMALE 


CENTIMETERS  INCHES 


20.83 

MEAN  VALUE 

8.20 

.03 

SE (MEAN) 

.01 

1.29 

STD  DEVIATION 

.51 

.02 

SE ( STD  DEV) 

.01 

25.20 

MAXIMUM 

9.92 

16.70 

MINIMUM 

6.57 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.07 

3.08 

6.2% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

17.85 

1ST 

7.03 

18.19 

2ND 

7.16 

18.41 

3RD 

7.25 

18.71 

5TH 

7.37 

19.18 

10TH 

7.55 

19.50 

15TH 

7.68 

19.75 

2  JTH 

7.78 

19.97 

25TH 

7.86 

20.16 

30TH 

7.94 

20.33 

35TH 

8.01 

20.50 

40TH 

8.07 

20.66 

45TH 

8.14 

20.82 

50TH 

8.20 

20.98 

55TH 

8.26 

21.14 

60TH 

8.32 

21.31 

65TH 

8.39 

21.48 

70TH 

8.46 

21.68 

75TH 

8.53 

21.89 

80TH 

8.62 

22.14 

85TH 

8.72 

22.47 

90TH 

8.85 

22.97 

95TH 

9.04 

23.31 

97TH 

9.18 

23.58 

98TH 

9.28 

24.01 

99TH 

9.45 

MALE 


CENTIMETERS  INCHES 


22.59 

MEAN  VALUE 

8.89 

.04 

SE (MEAN) 

.01 

1.48 

STD  DEVIATION 

.58 

.02 

SE ( STD  DEV) 

.01 

27.50 

MAXIMUM 

10.83 

17.50 

MINIMUM 

6.89 

SYMMETRY- 

— VETA  I  = 

.07 

KURTOSIS- 

— VETA  II  “ 

2.99 

COEF.  OF 

VARIATION  = 

6.5% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENrIrus,xERS 

▼  mt/lttri  r% 
illbnCiO 

19.35 

1ST 

7.62 

19.69 

2ND 

7.75 

19.92 

3RD 

7.84 

20.23 

5TH 

7.96 

20.72 

10TH 

8.16 

21.06 

15TH 

8.29 

21.33 

20TH 

8.40 

21.57 

25TH 

8.49 

21.78 

30TH 

8.58 

21.99 

35TH 

8.66 

22.18 

40TH 

8.73 

22.37 

45TH 

8.81 

22.56 

50TH 

8.88 

22.75 

55TH 

8.95 

22.94 

60TH 

9.03 

23.14 

65TH 

9.11 

23.35 

70TH 

9.19 

23.58 

75TH 

9.28 

23.84 

80TH 

9.39 

24.14 

85TH 

9.50 

24.52 

90TH 

9.65 

25.08 

95TH 

9.87 

25.44 

97TH 

10.02 

25.70 

98TH 

10.12 

26.11 

99TH 

10.28 
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(96)  SLEEVE  LENGTH:  SPINE-WRIST 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

80.67 

MEAN  VALUE 

31.76 

88.60 

MEAN  VALUE 

34.88 

.08 

SE (MEAN) 

.03 

.09 

SE (MEAN) 

.04 

3.63 

STD  DEVIATION 

1.43 

3.79 

STD  DEVIATION 

1.49 

.05 

SE ( STD  DEV) 

.02 

.06 

SE ( STD  DEV) 

.03 

94.80 

MAXIMUM 

37.32 

103.70 

MAXIMUM 

40.83 

67.10 

MINIMUM 

26.42 

73.10 

MINIMUM 

28.78 

SYMMETRY- 

— VETA  I  = 

.05 

SYMMETRY- 

--VETA  I  = 

.03 

KURTOSIS- 

— VETA  II  a 

3.11 

KURTOSIS- 

— VETA  II  = 

3.23 

COEF.  OF 

VARIATION  = 

4.5% 

COEF.  OF 

VARIATION  = 

4.3% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

72.41 

1ST 

28.51 

80.12 

1ST 

31.54 

73.40 

2ND 

28.90 

81,06 

2ND 

31.91 

74.01 

3RD 

29.14 

81.66 

3RD 

32.15 

74.82 

5TH 

29.46 

82.49 

5TH 

32.47 

76.07 

10TH 

29.95 

83,78 

10TH 

32.98 

76.91 

15TH 

30.28 

84.67 

15TH 

33.33 

77.58 

20TH 

30.54 

85.38 

20TH 

33.61 

78.17 

25TH 

30.77 

86.00 

25TH 

33.86 

78.70 

30TH 

30.98 

86.56 

30TH 

34.08 

79.20 

35TH 

31.18 

87.08 

35TH 

34.28 

79.67 

40TH 

31.37 

87.58 

40TH 

34.48 

80.14 

45TH 

31.55 

88.06 

45TH 

34.67 

80.60 

50TH 

31.73 

88.54 

50TH 

34.86 

81.07 

55TH 

31.92 

89.03 

55TH 

35.05 

81.55 

60TH 

32.11 

89.52 

60TH 

35.24 

82.04 

65TH 

32.30 

90.03 

C5TH 

35.44 

82.57 

70TH 

32.51 

90.56 

70TH 

35.65 

83.14 

75TH 

32.73 

91.15 

75TH 

35.88 

83.78 

80TH 

?  2 . 9  8 

91.80 

S0TH 

36.14 

84.51 

85TH 

33.27 

92.56 

85TH 

36.44 

85.42 

90TH 

33.63 

93.52 

90TH 

36.82 

86.71 

95TH 

34.14 

54.93 

95TH 

37.37 

87.49 

97TH 

34.45 

95,84 

97TH 

37.73 

88.03 

98TH 

34.66 

96.50 

98TH 

37.99 

88.79 

99TH 

34.95 

97.51 

99TH 

38.39 
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(97) 


SLEEVE  OUTSEAM 


FEMALE 


MALE 


CENTIMETERS  INCHES  CENTIMETERS  INCHES 


54.72 

MEAN  VALUE 

21.54 

60.15 

MEAN  VALUE 

23.68 

.06 

SE (MEAN) 

,03 

.07 

SE (MEAN) 

.03 

3.02 

STD  DEVIATION 

1.19 

3.07 

STD  DEVIATION 

1.21 

.05 

SE ( STD  DEV) 

.02 

.05 

SE ( STD  DEV) 

.02 

67.80 

MAXIMUM 

26.69 

74.50 

MAXIMUM 

29.33 

42.10 

MINIMUM 

16.57 

48.10 

MINIMUM 

18.94 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  <= 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.15 

3.16 

5.5% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.15 

3.29 

5.1% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

CENTIMETERS 

INCHES 

47.91 

1ST 

18.86 

53.24 

1ST 

20.96 

48.66 

2ND 

19.16 

54.03 

2ND 

21.27 

49.15 

3RD 

19.35 

54.52 

3RD 

21.47 

49.81 

5TH 

19.61 

55.19 

5TH 

21.73 

50.85 

10TH 

20.02 

56.24 

10TH 

22.14 

51.56 

15TH 

20.30 

56.95 

15TH 

22.42 

52.13 

20TH 

20.52 

57.52 

20TH 

22.64 

52.62 

25TH 

20.72 

58.01 

25TH 

22.84 

53.07 

30TH 

20.89 

58.46 

30TH 

23.02 

53.48 

35TH 

21.06 

58.88 

35TH 

23.18 

53.88 

40TH 

21.21 

59.28 

40TH 

23.34 

54.26 

45TH 

21.36 

59.67 

45TH 

23.49 

54.64 

50TH 

21.51 

60.07 

50TH 

23.65 

55.02 

55TH 

21.66 

60.46 

55TH 

23.80 

55.41 

60TH 

21.82 

60.86 

60TH 

23.96 

55.^2 

65TH 

21.97 

61.28 

65TH 

24.13 

56.24 

70TH 

22.14 

61.72 

70TII 

24.30 

56.71 

75TH 

22.33 

62.21 

75TH 

24.49 

57.24 

80TH 

22.53 

62.75 

30TH 

24.71 

57.85 

85TH 

22.77 

63.39 

85TH 

24.96 

58.63 

90TH 

23.08 

64.20 

90TH 

25.27 

59.81 

95TH 

23.55 

65.39 

95TH 

25.74 

60.58 

97TH 

23.85 

66.16 

97TH 

26.05 

61.16 

98TH 

24.08 

66.72 

98TH 

26.27 

62.09 

99TH 

24.44 

67.58 

9  9TH 

26.61 
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(98)  SPAN 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

167.19 

MEAN  VALUE 

65.82 

182.31 

MEAN  VALUE 

71.77 

.17 

SE (MEAN) 

.07 

.19 

SE (MEAN) 

.08 

8.13 

STD  DEVIATION 

3.20 

8.19 

STD  DEVIATION 

3.23 

.  12 

SE ( STD  DEV) 

.05 

.14 

SE ( STD  DEV) 

.05 

196.80 

MAXIMUM 

77.48 

215.90 

MAXIMUM 

85.00 

135.60 

MINIMUM 

53.39 

147.40 

MINIMUM 

58.03 

SYMMETRY- 

—VETA  I  = 

.09 

SYMMETRY- 

— VETA  I  = 

.13 

KURTOSIS- 

--VET A  II  = 

3.09 

KURTOSIS- 

— • VETA  II  = 

3.21 

COEF.  OF 

VARIATION  = 

4.9% 

COEF.  OF 

VARIATION  = 

4.5% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  « 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENT  Ira r^TERS 

INCHES 

CkNtjMjetjskS 

iNUilEti 

148.81 

1ST 

58.59 

164.79 

1ST 

64.88 

151.02 

2ND 

59.46 

166.53 

2ND 

65.56 

152.38 

3RD 

59.99 

167.68 

3RD 

66.02 

154.21 

5TH 

60.71 

169.31 

5TH 

66.66 

157.00 

10TH 

61.81 

171.94 

10TH 

67.69 

158.88 

15TH 

62.55 

173.78 

15TH 

68.42 

160.37 

20TH 

63.14 

175.28 

20TH 

69.01 

161.67 

25TH 

63.65 

176.60 

25TH 

69.53 

162.85 

30TH 

64.11 

177.80 

30TH 

70.00 

163.94 

35TH 

64.54 

178.92 

35TH 

70.44 

164.98 

40TH 

64.95 

179.99 

40TH 

70.86 

166.00 

45TH 

65.36 

181.04 

45TH 

71.28 

167.02 

50TH 

65.76 

182.09 

50TH 

71.69 

168.04 

55TH 

66.16 

183.14 

55TH 

72.10 

169.09 

60TH 

66.57 

184.21 

60TH 

72.52 

170.18 

65TH 

67.00 

185.32 

65TH 

72.96 

171.33 

70TH 

67.45 

186.50 

70TH 

73.42 

172.60 

75TH 

67.95 

187.77 

75TH 

73.93 

174.02 

80TH 

68.51 

189.21 

80TH 

74.49 

375.67 

85TH 

69.16 

190.86 

85TH 

75.14 

177.76 

90TH 

69.99 

192.96 

90TH 

75.97 

180.86 

95TH 

71.20 

196.03 

95TH 

77.18 

182.84 

97TH 

71.98 

197.99 

97TH 

77.95 

184.27 

98TH 

72.55 

199.42 

98TH 

78.51 

186.45 

99TH 

73.41 

201.62 

99TH 

79.38 

(99)  STATURE 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

162.94 

MEAN  VALUE 

64.15 

175.58 

MEAN  VALUE 

69.13 

.14 

SE (MEAN) 

.05 

,16 

SE (MEAN) 

.06 

6  o  36 

STD  DEVIATION 

2.50 

6.68 

STD  DEVIATION 

2.63 

.10 

SE ( STD  DEV) 

.04 

.11 

SE ( STD  DEV) 

.04 

187.00 

MAXIMUM 

73.62 

204.20 

MAXIMUM 

80.39 

142.80 

MINIMUM 

56.22 

149.70 

MINIMUM 

58.94 

SYMMETRY - VETA  I  » 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.13 

3.01 

3.9% 

2208 

SYMMETRY - VETA  I  « 

KURTOSIS - VETA  II  ~ 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  « 

.08 

3.09 

3.8% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

148.32 

1ST 

58.39 

160.27 

1ST 

63.10 

150.18 

2ND 

59.33 

162.05 

2ND 

63.80 

151.31 

3RD 

59.57 

163.17 

3RD 

64.24 

152.78 

5TH 

60.15 

164.69 

5TH 

64.84 

154.97 

10TH 

61.01 

167.03 

10TH 

65.76 

156.43 

15TH 

61.59 

168.62 

15TH 

66.39 

157.58 

20TH 

62.04 

169.89 

20TH 

66.88 

158.58 

25TH 

62.43 

170.99 

25TH 

67  v  32 

159.48 

30TH 

62.79 

171.98 

30TH 

67.71 

160.32 

35TH 

63.12 

172.90 

35TII 

68.07 

161.14 

40TH 

63.44 

173.78 

40TH 

68.42 

161.93 

45TH 

63.75 

174.64 

45TH 

68.76 

162.72 

50TH 

64.06 

175.49 

50TH 

69.09 

163.53 

55TH 

64.38 

176.34 

55TH 

69.43 

164.35 

60TH 

64.70 

177.21 

60TH 

69.77 

165.21 

65TH 

65.04 

178.11 

65TH 

70.12 

166.13 

70TH 

65.40 

179.06 

70TH 

70.50 

167.13 

75TH 

65.80 

180.09 

75TH 

70.90 

168.27 

BOTH 

66.25 

181.24 

80TH 

71.35 

169.59 

85TH 

66.77 

182.57 

85TH 

71.88 

171.27 

80TH 

67.43 

184.23 

90TH 

72,53 

173.73 

95TH 

68.40 

18S.65 

95TH 

73.48 

175.28 

97TH 

69.01 

188.16 

97TH 

74.08 

176.39 

98TH 

69.44 

189.24 

9  8TH 

74.50 

178.04 

99TH 

70.09 

190.87 

99TH 

75,14 
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(100)  STRAP  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

67.86 

MEAN  VALUE 

26.72 

71.07 

MEAN  VALUE 

27.98 

.10 

SE (MEAN) 

.04 

.10 

SK(MEAN) 

.04 

4.62 

STD  DEVIATION 

1.82 

4.01 

STD  DEVIATION 

1.58 

.07 

SE ( STD  DEV) 

.03 

.07 

SE ( STD  DEV) 

.03 

86.70 

MAXIMUM 

34,13 

88.20 

MAXIMUM 

34.72 

54.50 

MINIMUM 

21.46 

59.20 

MINIMUM 

23.31 

SYMMETRY- 

— 1 VETA  I  = 

.28 

SYMMETRY- 

—VETA  I  = 

.30 

KURTOSIS- 

— 1 VETA  II  = 

3.17 

KURTOSXS- 

—VETA  II  = 

3.35 

COEF.  OF  1 

VARIATION  « 

6.8% 

COEF.  OF 

VARIATION  = 

5.7% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

57.95 

1ST 

22.82 

62.35 

1ST 

24.55 

58.98 

2ND 

23.22 

63.29 

2ND 

24.92 

59.65 

3RD 

23.48 

63.89 

3RD 

25.15 

60.58 

5TH 

23.85 

64.73 

5TH 

25.49 

62.05 

10TH 

24.43 

66.06 

10TH 

26.01 

63.08 

15TH 

24.83 

66.97 

15TH 

26.36 

63.90 

20TH 

25.16 

67.69 

20TH 

26.65 

64.63 

25TH 

25.44 

68.32 

25TH 

26.90 

65.28 

30TH 

25.70 

68.89 

30TH 

27.12 

65.90 

35TH 

25.94 

69.42 

35TH 

27.33 

66.49 

40TH 

26.18 

69.93 

40TH 

27.53 

67.06 

45TH 

26.40 

70.42 

45TH 

27.72 

67.64 

50TH 

26.63 

70.91 

50TH 

27  o  92 

68.22 

55TH 

26.86 

71.40 

55TH 

28.11 

60.81 

60TH 

27.09 

71.90 

60TH 

28.31 

69.43 

65TH 

27.34 

72.43 

65TH 

28.52 

70.09 

70TH 

27.60 

72.93 

70TH 

28.74 

70.82 

75TH 

27.88 

73.61 

75TK 

28.98 

71.64 

80TH 

28.20 

74.31 

80TH 

29.26 

72.60 

85TH 

28.58 

75.14 

85TH 

29.58 

73.85 

90TH 

29.07 

76.22 

90TH 

30.01 

75.74 

95TH 

29  82 

77.91 

95TH 

30.67 

77.00 

97TH 

30.31 

79.08 

97TH 

31.13 

77.94 

98TH 

30.69 

79.97 

98TH 

31.49 

79.46 

99TH 

31.28 

81.46 

99TH 

32.07 
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(101)  SUPRASTERNALE  HEIGHT 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

133.03 

MEAN  VALUE 

52.37 

143.84 

MEAN  VALUE 

56.63 

.12 

SE ( MEAN ) 

.05 

.14 

SE(MEAN) 

.06 

5.60 

STD  DEVIATION 

2.20 

5.93 

STD  DEVIATION 

2.33 

.08 

SE ( STD  DEV) 

.03 

.10 

SE(STD  DEV) 

.04 

153,80 

MAXIMUM 

60.55 

168.60 

MAXIMUM 

66.38 

115.10 

MINIMUM 

45.31 

118,80 

MINIMUM 

46.77 

SYMMETRY- 

— VETA  I  « 

.14 

SYMMETRY- 

—VETA  I  = 

.08 

KURTOSIS- 

— VETA  II  = 

3.02 

KURTOSIS- 

—VETA  II  = 

3.22 

CGEF.  OF 

VARIATION  = 

4.2% 

COEF.  OF 

VARIATION  = 

4.1% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

120.74 

1ST 

47.53 

130, .24 

1ST 

51.28 

122.08 

2ND 

48.06 

131.91 

2ND 

51.93 

122.93 

3RD 

48.40 

132.94 

3RD 

52.34 

124.11 

BTH 

48.86 

134.30 

5TH 

52.88 

125.96 

10TH 

49.59 

136.37 

10TH 

53.69 

127.24 

15TH 

50.09 

137.76 

15TH 

54.24 

128.26 

20TK 

50,50 

138.87 

20TH 

54.67 

129.16 

25TH 

50 . 85 

139.82 

25TH 

55.05 

129.97 

30TH 

51.17 

140.69 

30TH 

55.39 

130.73 

35TH 

51.47 

141.49 

35TH 

55.70 

131.46 

4.0VH 

51.76 

142.25 

40TH 

56.01 

132.17 

45TH 

52.04 

113.00 

45TH 

56.30 

132.88 

BOTH 

52,31 

143.74 

50TH 

56.59 

133.59 

55TK 

52.60 

144,49 

55TH 

56.89 

134.32 

60TK 

52,88 

145.26 

S0TH 

57.19 

135.08 

C5TH 

53. .18 

146,05 

65TH 

57.50 

135.88 

70TH 

53-5  0 

146.89 

70TH 

57.83 

136.76 

7  5TH 

53.84 

147.80 

75TH 

58.19 

137. .74 

BOTH 

5-4.23 

148.83 

BOTH 

58.59 

138.89 

85TH 

54.68 

350,01 

85TH 

59.06 

140*.  34 

90TB 

55  .25 

151.51 

90TH 

59.65 

142.48 

9  5TH 

56.09 

153.68 

95TH 

60.50 

143.86 

97TH 

56.64 

155.04 

97TH 

61.04 

144.85 

98TH 

57,03 

156.01 

98TH 

61,42 

146,40 

99TH 

57.64 

157.45 

99TH 

61.99 
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(102) 


TENTH  RIB  HEIGHT 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

104.44 

MEAN  VALUE 

41.12 

112.12 

MEAN  VALUE 

44.14 

.10 

SE(MEAN) 

.04 

.12 

SE(MEAN) 

.05 

4.87 

STD  DEVIATION 

1.92 

5.13 

STD  DEVIATION 

2.02 

.07 

SE ( STD  DEV) 

.03 

.09 

SE ( STD  DEV) 

.03 

124.30 

MAXIMUM 

48.94 

135.30 

MAXIMUM 

53.27 

87.60 

MINIMUM 

34.49 

90,50 

MINIMUM 

35.63 

SYMMETRY - VET  A  I  = 

.16 

SYMMETRY- 

—VETA  I  = 

.11 

KURTOSIS - VETA  II  = 

3.14 

KURTOSIS- 

—VETA  II  = 

3.31 

COEF ,  OF  VARIATION  = 

4.7% 

COEF.  OF 

VARIATION  = 

4.6% 

NUMBER  OF  SUBJECTS  « 

2208 

NUMBER  OF 

SUBJECTS  « 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHED 

93.23 

1ST 

36.71 

100.52 

1ST 

39.57 

94.69 

2ND 

37.28 

101 u  89 

2ND 

40.11 

95.56 

3RD 

37.62 

102.75 

3RD 

40.45 

96.70 

5TH 

38.07 

103.90 

5TH 

40.91 

98,38 

10TH 

38.73 

105.67 

10TH 

41.60 

99.49 

15TH 

39.17 

106.86 

15TH 

42.07 

100.37 

20TH 

39.52 

107.81 

2GTH 

42.44 

101.13 

25TH 

39.81 

108.63 

25TH 

42.77 

101.81 

30TH 

40.08 

109.37 

30TH 

43,06 

102.45 

35TH 

4C.34 

110.06 

35TH 

43.33 

103.07 

40TH 

40.58 

Ilf ,72 

40TH 

43.59 

103.66 

45TH 

40.81 

111.36 

45TH 

43.84 

104.26 

50TH 

41.05 

112.00 

50TH 

44.10 

104.87 

55TH 

41.29 

112,65 

55TH 

44.35 

105.50 

60TH 

41.53 

113.30 

60TH 

44.61 

106.15 

65TH 

41.79 

113.99 

65TH 

44.88 

106.85 

70TH 

42.07 

114.71 

70TH 

45.16 

107.62 

75TH 

42.37 

115.50 

75TH 

45.47 

108.49 

80TH 

42.71 

116.39 

80TH 

45.82 

109.51 

85TH 

43.11 

117.42 

85TH 

46.23 

110.82 

90TH 

43.63 

118.73 

90TH 

46.74 

112.77 

95TII 

44.40 

120.66 

95TH 

47.50 

114.04 

97TH 

44.90 

121.91 

97TH 

47  „  99 

114.96 

98TH 

45.26 

122.81 

98TH 

48.35 

116.37 

99TH 

45.82 

124.20 

99TH 

48.90 
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(103)  THIGH  CIRCUMFERENCE 


FEMALE 


MALE 


CENTIMETERS  INCHES  CENTIMETERS  INCHES 


58.03 

MEAN  VALUE 

22.85 

59.65 

MEAN  VALUE 

23.48 

.10 

SE (MEAN) 

.04 

.12 

SE (MEAN) 

.05 

4.50 

STD  DEVIATION 

1.77 

4.93 

STD  DEVIATION 

1.94 

.07 

SE ( STD  DEV) 

.03 

.08 

SE( STD  DEV) 

.03 

74.80 

MAXIMUM 

29.45 

78.70 

MAXIMUM 

30.98 

45.40 

MINIMUM 

17.87 

45.80 

MINIMUM 

18*0: 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  - 

.24 

3.09 

7.8% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  - 

.13 

2.95 

8.3% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

48.05 

1ST 

18.92 

48.72 

1ST 

19.18 

49.16 

2ND 

19.35 

49.85 

2ND 

19.62 

49.87 

3RD 

19.63 

50.60 

3RD 

19.92 

50.83 

5TH 

20.01 

51,65 

5TH 

20.33 

52.34 

10TH 

20.61 

53.33 

10TH 

21.00 

53.37 

15TH 

21.01 

54.49 

15TH 

21.45 

54.19 

20TH 

21.33 

55.43 

20TH 

21.82 

54.91 

25TH 

21,62 

56.25 

25TH 

22.15 

55.55 

30TH 

21.87 

56.98 

30TH 

22.43 

56.16 

35TH 

22.11 

57.67 

35TH 

22.70 

56.73 

40TH 

22.34 

58.32 

40TH 

22.96 

57.29 

45TH 

22.56 

58.95 

45TH 

23.21 

57.85 

50TH 

22,78 

59.58 

50TH 

23.46 

58.42 

55TH 

23.00 

60.21 

55TH 

23.70 

59.00 

60TH 

23.23 

60.85 

60TH 

23.96 

59.60 

65TH 

23.46 

61.51 

65TH 

24.22 

60.24 

70TH 

23,72 

62.21 

70TH 

24.49 

60.94 

75TH 

23.99 

62.96 

75TH 

24.79 

61.74 

80TH 

24.31 

63.81 

80TH 

25.12 

62.68 

85TH 

24.68 

64,79 

85TH 

25.51 

63.89 

90TH 

25.15 

66.04 

90TH 

26.00 

65.74 

95TH 

25.88 

67.90 

95TH 

26.73 

66.98 

97TH 

26.37 

69,12 

97TH 

27.21 

67.91 

98TH 

26.74 

70,03 

98TH 

27,57 

69.42 

99TH 

27.33 

71.46 

99TH 

28.13 
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(104)  THIGH  CLEARANCE 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

15.09 

MEAN  VALUE 

6.26 

16.82 

MEAN  VALUE 

6.62 

.03 

SE(MEAN) 

.01 

.03 

SE(MEAN) 

.01 

1.21 

STD  DEVIATION 

.48 

1.26 

STD  DEVIATION 

.49 

.02 

SE(STD  DEV) 

.01 

.02 

SE ( STD  DEV) 

.01 

20.60 

MAXIMUM 

8.11 

22.00 

MAXIMUM 

8.66 

12.10 

MINIMUM 

4.76 

12.90 

MINIMUM 

5.08 

SYMMETRY - VETA  I  = 

XURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.35 

3.17 

7.6% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  « 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.30 

3.27 

7.5% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

inches 

13.38 

1ST 

5.27 

14.09 

1ST 

5.55 

13.64 

2ND 

5.37 

14.40 

2ND 

5.67 

13.81 

3RD 

5.44 

14.59 

3RD 

5.75 

14.04 

5TH 

5.53 

14.86 

5TH 

5.85 

14.40 

10TH 

5.67 

15.27 

10TH 

6.01 

14.65 

15TH 

5.77 

15,54 

15TH 

6.12 

14  „  86 

20TH 

5.85 

15.76 

20TH 

6.21 

15.04 

25TH 

5.92 

15.96 

25TH 

6.28 

15.21 

30TH 

5.99 

:i6.13 

30TH 

6.35 

15.36 

35TH 

6.05 

16.30 

35TH 

6.42 

15.51 

40TH 

6.11 

16.45 

40TH 

6.48 

15.66 

45TH 

6.17 

Ki.61 

45TH 

6.54 

15.82 

50TH 

6.23 

16.76 

50TH 

6.60 

15.97 

55TH 

6.29 

16.91 

55TH 

6.66 

16.13 

60TH 

6.35 

17.07 

60TH 

6.72 

16.29 

65TH 

6.41 

17.24 

65TH 

6.79 

16.47 

70TK 

6.48 

17.42 

70TH 

6.86 

16.67 

75TH 

6.56 

17.62 

75TH 

6.94 

16.89 

BOTH 

6.65 

17.84 

80TH 

7.03 

17.16 

85TH 

6.75 

18.11 

85TH 

7.13 

17.50 

90TH 

6.89 

18.46 

90TH 

7.27 

18.02 

95TH 

7.09 

18.99 

95TH 

7.48 

18.36 

97TH 

7,23 

19.35 

97TH 

7.62 

18.61 

98TH 

7.33 

19.63 

98TH 

7.73 

19.01 

99TH 

7.48 

20.07 

99TH 

7.90 
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(105)  THUMB  BREADTH 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

2.07 

MEAN  VALUE 

.81 

2.41 

MEAN  VALUE 

.95 

.00 

SE (MEAN) 

.00 

.00 

SE (MEAN) 

.00 

.13 

STD  DEVIATION 

.05 

.14 

STD  DEVIATION 

.05 

.00 

SE ( STD  DEV) 

.00 

.00 

SE ( STD  DEV) 

.00 

2.50 

MAXIMUM 

.98 

2.90 

MAXIMUM 

1.14 

1.70 

MINIMUM 

.67 

1.90 

MINIMUM 

.75 

SYMMETRY- 

--VET A  I  * 

SYMMETRY- 

—VETA  I  = 

.08 

KURTOSIS- 

— VETA  II  = 

2.88 

KURTOSIS- 

— VETA  II  = 

3.11 

COEF.  OF 

VARIATION  = 

6.1% 

COEF.  OF 

VARIATION  = 

5.6% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE  PERCENTILES 

CENTIMETERS  II 

fCHES 

THE  PERCENTILES 

CENTIMETERS  I 

NCHES 

1.78 

1ST 

.70 

2.09 

1ST 

.82 

1.81 

2ND 

.71 

2.13 

2ND 

.  P4 

1.84 

3RD 

.72 

2.16 

3RD 

.85 

1.86 

5TH 

.73 

2.19 

5TH 

.86 

1.91 

10TH 

.75 

2.24 

10TH 

.88 

1.93 

1STH 

.76 

2.27 

15TH 

.90 

1.96 

20TH 

.77 

2.30 

20TH 

.91 

1,97 

25TH 

.78 

2.32 

25TH 

.91 

1.99 

30TH 

.78 

2.34 

30TH 

.92 

2.01 

35TH 

.79 

2.36 

35TH 

.93 

2.03 

40TH 

.80 

2.38 

40TH 

.94 

2.04 

45TH 

.80 

2.39 

45TH 

.94 

2.06 

50TH 

.81 

2.41 

50TH 

.95 

2.08 

55TH 

.82 

2.43 

55TH 

.96 

2.09 

60TH 

.82 

2.45 

60TH 

.96 

2.11 

65TH 

.83 

2.46 

65TH 

.97 

2.13 

70TH 

.84 

2.48 

70TH 

.98 

2.15 

75TH 

.85 

2.51 

75TH 

.99 

2.18 

80TH 

.86 

2.53 

80TH 

1.00 

2.20 

85TH 

.87 

2.56 

85TH 

1.01 

2.24 

9;iTH 

.88 

2.60 

90TH 

1.02 

2.29 

95TH 

.90 

2.65 

95TH 

1.04 

2.31 

97TH 

.91 

2.68 

97TH 

1.06 

2.33 

98TH 

.92 

2.71 

98TH 

1.07 

2.35 

99TH 

.93 

2.74 

99TH 

1.08 
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(106) 


THUHBTIP  REACH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

73.46 

MEAN  VALUE 

28.92 

80.08 

MEAN  VALUE 

31.53 

.08 

SE (MEAN) 

.03 

.09 

SE(MEAN) 

.04 

3.64 

STD  DEVIATION 

1.43 

3.92 

STD  DEVIATION 

1.54 

.05 

SE (STD  DEV) 

.02 

.07 

SE ( STD  DEV) 

.03 

89.80 

MAXIMUM 

35.35 

98.00 

MAXIMUM 

38.58 

60.50 

MINIMUM 

23.82 

66.20 

MINIMUM 

26.06 

SYMMETRY- 

— VETA  I  = 

.19 

SYMMETRY- 

--VETA  I  = 

.18 

KURTOSIS- 

~ VETA  II  = 

3.06 

KURTOSIS- 

— VETA  II  = 

3.19 

COEF.  OF 

VARIATION  = 

5.0% 

COEF.  OF 

VARIATION  = 

4.9% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

65.80 

1ST 

25.91 

71.98 

1ST 

28.34 

66.49 

2ND 

26.18 

72.69 

2ND 

28.62 

66.97 

3RD 

26.37 

73.19 

3RD 

28.81 

67.67 

5TH 

26.64 

73.92 

5TH 

29.10 

68.81 

10TH 

27.09 

75.14 

10TH 

29.58 

69.63 

15TH 

27.41 

76.02 

15TH 

29.93 

70.30 

20TH 

27.68 

76.74 

20TH 

30.21 

70.89 

25TH 

27.91 

77.37 

25TH 

30.46 

71.43 

30TH 

28.12 

77.95 

30TH 

30.69 

71.93 

35TH 

28.32 

78.48 

35TH 

30.90 

72.41 

40TH 

28.51 

79.00 

40TH 

31.10 

72.88 

45TH 

28.69 

79.50 

45TH 

31.30 

73.35 

50TH 

28.88 

80.00 

50TH 

31.49 

73.82 

55TH 

29.06 

80.50 

55TH 

31.69 

74.30 

60TH 

29.25 

81.01 

60TH 

31.89 

74.80 

65TH 

29.45 

81.53 

65TH 

32.10 

75.33 

70TH 

29.66 

82.09 

70TH 

32.32 

75.90 

75TH 

29.88 

82.70 

75TH 

32.56 

76.54 

80TH 

30.14 

83.38 

80TH 

32.83 

77.29 

85TH 

30.43 

84.17 

85TH 

33.14 

78  o  25 

90TH 

30.81 

85.18 

90TH 

33.54 

79.67 

95TH 

31.37 

86.70 

95TH 

34.14 

80  o  60 

97TH 

31.73 

87.71 

97TH 

34.53 

81.29 

98TH 

32.01 

88.46 

98TH 

34.83 

82.39 

99TH 

32.44 

89.68 

99TH 

35.31 
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(107)  TROCHANTERIC  HEIGHT 


FEMALE 


CENTIMETERS  INCHES 


86.16 

MEAN  VALUE 

33.92 

.10 

SE (MEAN) 

.04 

4.52 

STD  DEVIATION 

1.78 

.07 

SE ( STD  DEV) 

.03 

106.20 

MAXIMUM 

41.81 

67.30 

MINIMUM 

25.50 

SYMMETRY- 

— VETA  I  = 

.20 

KURTOSIS- 

--VETA  II  = 

3.33 

COEF.  OF 

VARIATION  = 

5.3% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

76.05 

1ST 

29.94 

77.19 

2ND 

30.39 

77.93 

3RD 

30.68 

78.93 

5TH 

31.08 

80.48 

10TH 

31.69 

81.54 

15TH 

32.10 

82.37 

20TH 

32.43 

83.09 

25TH 

32.71 

83.74 

30TH 

32.97 

84.34 

3  5TH 

33.21 

84.92 

40TH 

33.43 

85.47 

45TH 

33.65 

86.03 

50TH 

33.87 

86.59 

55TH 

34.09 

87.15 

60TH 

34.31 

87,74 

65TH 

34.54 

88.37 

70TH 

34.79 

89.06 

75TH 

35.06 

89.84 

80TH 

35.37 

90.75 

85TH 

35.73 

91.94 

90”^ 

36.20 

93.77 

95TH 

36.92 

95.01 

97TH 

37.41 

95.96 

98TH 

37.78 

97.50 

99TH 

38.39 

MALE 


CENTIMETERS  INCHES 


92.83  MEAN  VALUE  36.55 
.11  SE (MEAN)  .04 

4.77  STD  DEVIATION  1.88 
.08  SE ( STD  DEV)  .03 
116.20  MAXIMUM  45.75 

75.00  MINIMUM  29.53 


SYMMETRY - VETA  I  =  .20 

KURTOSIS - VETA  II  =  3.32 

COEF.  OF  VARIATION  =  5.1% 

NUMBER  OF  SUBJECTS  =  1774 


THE  PERCENTILES 


CENTIMETERS 

INCHES 

82.13 

1ST 

32.33 

83.44 

2ND 

32.85 

84.23 

3RD 

33.16 

85.29 

5TH 

33.58 

86.87 

10TH 

34.20 

87.94 

15TH 

34.62 

88.79 

20TH 

34.96 

89.54 

25TH 

35.25 

90.21 

30TH 

35.52 

90.85 

35TH 

35.77 

91.45 

40TH 

36.01 

92.05 

45TH 

36.24 

92.65 

50TH 

36.48 

93.25 

55TH 

36.71 

93.07 

60TH 

36.96 

94.52 

65TH 

37.21 

95.21 

70TH 

37.49 

95.97 

75TH 

37.78 

96.82 

80TH 

38.12 

97.81 

85TH 

38.51 

99.06 

90TH 

39.00 

100.89 

95TH 

39.72 

102.03 

97TH 

40.17 

102.83 

98TH 

40.49 

104.02 

99TH 

40.95 

153 


(108)  VERTICAL  TRUNK  CIRCUMFERENCE  (ASCC) 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

148.89 

MEAN  VALUE 

58.62 

158.91 

MEAN  VALUE 

62.56 

.14 

SE (MEAN) 

.06 

.18 

SE(MEAN) 

.07 

6.75 

STD  DEVIATION 

2.66 

7.74 

STD  DEVIATION 

3.05 

.10 

SE ( STD  DEV) 

.04 

.13 

SE ( STD  DEV) 

.05 

174.00 

MAXIMUM 

68.50 

187.50 

MAXIMUM 

73.82 

128.20 

MINIMUM 

50.47 

134.00 

MINIMUM 

52.76 

SYMMETRY- 

— VETA  I  = 

.20 

SYMMETRY- 

— VETA  I  « 

.15 

KURTOSIS- 

— VETA  II  = 

3.08 

KURTOSIS- 

— VETA  II  = 

3.37 

COEF.  OF 

VARIATION  = 

4.5% 

COEF.  OF 

VARIATION  « 

4.9% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  « 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

134.43 

1ST 

52.93 

141.22 

1ST 

55.60 

135.81 

2ND 

53.47 

143.39 

2ND 

56.45 

136.75 

3RD 

53.84 

144,75 

3RD 

56.99 

138.10 

5TH 

54.37 

146.57 

5TH 

57.71 

140.31 

10TH 

55.24 

149.33 

10TH 

58.79 

141.87 

15TH 

55.85 

151.17 

15TH 

59.51 

143.12 

20TH 

56.35 

152.60 

20TH 

60.08 

144.22 

25TH 

56.78 

153.83 

25TH 

60.56 

145.20 

30TH 

57.17 

154.93 

30TH 

60.99 

146.12 

35TH 

57.53 

155.94 

35TH 

61.39 

147.00 

40TH 

57.87 

156.89 

40TH 

61.77 

147.85 

45TH 

58.21 

157.82 

45TH 

62.13 

148.70 

50TH 

58.54 

158.74 

50TH 

62.50 

149.55 

55TH 

58.88 

159.67 

55TH 

62.86 

150.41 

60TH 

59.22 

160.61 

60TH 

63.23 

151.31 

65TH 

59.57 

161.59 

65TH 

63.62 

152.26 

70TH 

59.94 

162.64 

70TH 

64.03 

153.29 

75TH 

60.35 

163.78 

75TH 

64.48 

154.47 

80TH 

60.81 

165.09 

80TH 

65.00 

155.84 

85TH 

61.36 

166.64 

85TH 

65.60 

157.63 

90TH 

62.06 

168.67 

90TH 

66.40 

160.38 

95TH 

63.14 

171.85 

95TH 

67.66 

162.26 

97TH 

63.88 

174.06 

97TH 

68.53 

163.71 

98TH 

64.45 

175,77 

98TH 

69.20 

166.11 

99TH 

65.40 

178.62 

99TH 

70.32 
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(109)  VERTICAL  TRUNtf  CIRCUMFERENCE  (USA) 


FEMALE 


CENTIMETERS 

INCHES 

153.02 

MEAN  VALUE 

60.24 

.15 

SE (MEAN) 

.06 

6.92 

STD  DEVIATION 

2.72 

.10 

SE ( STD  DEV) 

.04 

177.30 

MAXIMUM 

69.80 

132.30 

MINIMUM 

52.09 

SYMMETRY- 

— VETA  I  = 

.21 

KURTOSIS- 

— VETA  II  = 

3.03 

COEF.  OF 

VARIATION  = 

4  „  5% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE  PERCENTILES 


CENTIMETERS 

INCHES 

137.99 

1ST 

54.33 

139.57 

2ND 

54.95 

140.60 

3RD 

55.35 

142.04 

5TH 

55.92 

144.32 

10TH 

56.82 

145.89 

J.5TH 

57.44 

147.15 

20TH 

57.93 

148.26 

25TH 

58.37 

149.25 

30TH 

58.76 

150.18 

35TH 

59.13 

151.07 

40TH 

59.47 

151.93 

45TH 

59.81 

152.79 

50TH 

60.15 

153.66 

S5TH 

60.49 

154.54 

60TH 

60.84 

155.46 

65TH 

61.21 

156.44 

7  0TH 

61.59 

157.51 

75TH 

62.01 

158.73 

80TH 

62.49 

160.16 

85TH 

63.05 

162.01 

90TH 

63.78 

164.84 

95TH 

64.90 

166.76 

97TH 

65.65 

168.21 

98TH 

66.22 

170.58 

99TH 

67.16 

MALE 


CENTIMETERS 

INCHES 

163.18 

MEAN  VALUE 

64  *  24 

.19 

SE (MEAN) 

.07 

7.81 

STD  DEVIATION 

3.07 

.13 

SE ( STD  DEV) 

.05 

190.40 

MAXIMUM 

74.96 

137.70 

MINIMUM 

54.21 

SYMMETRY- 

— VETA  I  = 

.OS 

KURTOSIS- 

— VETA  II  « 

3.31 

COEF.  OF 

VARIATION  ~ 

4.8% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE  PERCENTILES 


CENTIMETERS 

INCHES 

144.55 

1ST 

56.91 

147.11 

2ND 

57.92 

148.64 

3RD 

58.52 

150.64 

5TH 

59.31 

153.54 

10TH 

60.45 

155.41 

15TH 

61.18 

156.85 

20TH 

61.75 

158.09 

25TH 

62.24 

159.18 

30TH 

62.67 

160.19 

35TH 

63.07 

161.15 

40TH 

63.45 

162.08 

45TH 

63.81 

163.01 

50TH 

64.18 

163.95 

55Tu 

64.55 

164.90 

60TH 

64.92 

165.90 

65TH 

65.31 

166.96 

70TH 

65.73 

168.13 

75TH 

66.19 

169.47 

80TH 

66.72 

171.06 

85TH 

67.34 

173.13 

90TH 

68.16 

176.34 

95TH 

69.43 

178.53 

97TH 

70.29 

180.19 

98TH 

70.94 

182.90 

99TH 

72.01 
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(110)  WAIST  BACK  LENGTH  (NATURAL  INDENTATION) 


FEMALE  MALE 


CENTIMETERS  INCHES 

CENTIMETERS 

INCHES 

36.73 

MEAN  VALUE 

14.46 

41.20 

MEAN  VALUE 

16.22 

.05 

SE(MEAN) 

.02 

.06 

SE(MEAN) 

.02 

2.50 

STD  DEVIATION 

.99 

2.32 

STD  DEVIATION 

.91 

.04 

SE ( STD  DEV) 

.01 

.04 

SF ( STD  DEV) 

.02 

47.70 

MAXIMUM 

18.78 

49.30 

MAXIMUM 

19.41 

28.30 

MINIMUM 

11.14 

34.50 

MINIMUM 

13.58 

SYMMETRY - VET  A  I  = 

.20 

SYMMETRY - VETA  I  = 

.07 

KURTOSIS - VETA  II  = 

3.07 

KURTOSIS - VETA  II  = 

2.92 

COEF.  OF  VARIATION  = 

6.8% 

COEF.  OF  VARIATION  = 

5.6% 

NUMBER 

OF  SUBJECTS  = 

2208 

NUMBER 

OF  SUBJECTS  - 

1774 

THE  PERCENTILES 

THE  PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

31.35 

1ST 

12.34 

35.98 

1ST 

14.17 

31.88 

2ND 

12.55 

36.49 

2ND 

14.37 

32.23 

3RD 

12.69 

36.85 

3RD 

14.51 

32.73 

5TH 

12.89 

37.35 

5TH 

14.71 

33.54 

10TH 

13.21 

38.17 

10TH 

15.03 

34.11 

15TH 

13.43 

38.74 

15TH 

15.25 

34.57 

20TH 

13.61 

39.20 

20TH 

15.43 

34.98 

25TH 

13.77 

39.60 

25TH 

15.59 

35.35 

30TH 

13.92 

39.95 

30TH 

15.73 

35.69 

35TH 

14.05 

40.28 

35TH 

15.86 

36.02 

40TH 

14.18 

40.59 

40TH 

15.98 

36.34 

45TH 

14.31 

40.89 

45TH 

16.10 

36.65 

50TH 

14.43 

41.19 

50TH 

16.22 

36.97 

55TH 

14.56 

41.48 

55TH 

16.33 

37.30 

60TH 

14.69 

41.78 

60TH 

16.45 

37.64 

65TH 

14.82 

42,09 

65TH 

16.57 

38.00 

70TH 

14.96 

42.41 

70TH 

16.70 

38.39 

75TH 

15.11 

42.76 

75TH 

16.84 

38.83 

80TH 

15.29 

43.15 

80TH 

16.99 

39.34 

85TH 

15.49 

43.61 

85TH 

17.17 

39.99 

90TH 

15.75 

44.19 

90TH 

17.40 

40.98 

95TH 

16.13 

45.06 

95TH 

17.74 

41.62 

97TH 

16.39 

45.65 

97TH 

17.97 

42.11 

98TH 

16.58 

46.11 

98TH 

18.15 

42.88 

99TH 

16.88 

46.85 

99TH 

18.44 
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(in) 

WAIST  BACK 

LENGTH  (OMPHALION) 

FEMALE 

MALE 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

44.25 

MEAN  VALUE 

17.42 

47.85 

MEAN  VALUE 

18.84 

.05 

SE (MEAN) 

.02 

.06 

SE (MEAN) 

.03 

2.46 

STD  DEVIATION  .97 

2.68 

STD  DEVIATION 

1.06 

.04 

SE(STD  DEV) 

.01 

.05 

SE(STD  DEV) 

.02 

55.50 

MAXIMUM 

21.85 

57.10 

MAXIMUM 

22.48 

36.30 

MINIMUM 

14.29 

38.50 

MINIMUM 

15.16 

SYMMETRY- 

— VETA  I  = 

.27 

SYMMETRY- 

—VETA  I  = 

.18 

KURTOSIS- 

— VETA  II  = 

3.30 

KURTOSIS- 

— VETA  II  = 

3.24 

COEF.  OF 

VARIATION  = 

5.6% 

COEF.  OF 

VARIATION  = 

5.6% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

38.98 

1ST 

15.35 

41.91 

1ST 

16.50 

39.52 

2ND 

15.56 

42.53 

2ND 

16.74 

39.87 

3RD 

15.70 

42.95 

3RD 

16.91 

40.37 

5TH 

15.89 

43.54 

5TH 

17.14 

41.16 

10TH 

16.21 

44.47 

10TH 

17.51 

41.72 

15TH 

16.42 

45.12 

15TH 

17.76 

42.16 

20TH 

16.60 

45.63 

20TH 

17.96 

42.56 

25TH 

16.75 

46.06 

25TH 

18.14 

42.91 

30TH 

16.89 

46.46 

30TH 

18.29 

43.24 

35TH 

17.02 

46.82 

35TH 

18.43 

43.55 

40TH 

17.15 

47.16 

40TH 

18.57 

43.85 

45TH 

17.27 

47.48 

45TH 

18.69 

44.16 

50TH 

17.39 

47.81 

50TH 

18.82 

44.47 

55TH 

17.51 

48.13 

55TH 

18.95 

44.78 

60TH 

17.63 

48.46 

60TH 

19.08 

45.11 

65TII 

17.76 

48.80 

65TH 

19.21 

45 . 45 

70TH 

17.89 

49.16 

70TH 

19.35 

45.83 

75TH 

18.04 

49.55 

75TH 

19.51 

46.27 

80TH 

18.22 

50.00 

80TH 

19.68 

46.78 

85TH 

18.42 

50.52 

85TH 

19.89 

47.44 

90TH 

18.68 

51.21 

90TH 

20.16 

48.47 

95TH 

19.08 

52.32 

95TH 

20.60 

49.17 

97TH 

19.36 

53.10 

97TH 

20.91 

49.71 

98TH 

19.57 

53.72 

98TH 

21.15 

50.60 

99TH 

19.92 

54.78 

99TH 

21.57 

157 


( 112)  WAIST  BREADTH 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

28.97 

MEAN  VALUE 

11.40 

30.93 

MEAN  VALUE 

12.18 

.06 

SE (MEAN) 

.02 

.07 

SE(MEAN) 

.03 

2.83 

STD  DEVIATION 

1.11 

2.87 

STD  DEVIATION  1.13 

'  .04 

SE ( STD  DEV) 

.02 

.05 

SE ( STD  DEV) 

.02 

39.00 

MAXIMUM 

15.35 

40.50 

MAXIMUM 

15.94 

22.50 

MINIMUM 

8.86 

23.50 

MINIMUM 

9.25 

SYMMETRY - VETA  I  = 

KURTOSIS- — VETA  II  = 
COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.57 

3.12 

9.8% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.34 

2.91 

9.3% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

23.72 

1ST 

9.34 

24.98 

1ST 

9.83 

24.18 

2ND 

9.52 

25.59 

2ND 

10.08 

24.48 

3RD 

9.64 

25.98 

3RD 

10.23 

24.89 

5TH 

9.80 

26.51 

5TH 

10.44 

25.58 

10TH 

10.07 

27.36 

10TH 

10.77 

26.07 

15TH 

10.26 

27.95 

15TH 

11.00 

26.49 

20TH 

10.43 

28.43 

20TH 

11.19 

26.88 

25TH 

10.58 

28.87 

25TH 

11.36 

27.24 

30TH 

10.72 

29.26 

30TH 

11.52 

27.59 

35TH 

10.86 

29.64 

35TH 

11.67 

27.93 

40TH 

11.00 

30.00 

40TH 

11.81 

28.27 

45TH 

11.13 

30.36 

45TH 

11.95 

28.63 

50TH 

11.27 

30.73 

50TH 

12.10 

28.99 

55TH 

11.41 

31.10 

55TH 

12.24 

29.38 

60TH 

11.57 

31.48 

60TH 

12.39 

29.78 

65TH 

11.73 

31.88 

65TH 

12.55 

30.23 

70TH 

11.90 

32.31 

70TH 

12.72 

30.72 

75TH 

12.09 

32  o 79 

75TH 

12.91 

31.29 

80TH 

12.32 

33.32 

80TH 

13.12 

31.97 

85TH 

12.59 

33.95 

85TH 

13.37 

32.86 

90TH 

12.94 

34.76 

90TH 

13.68 

34.22 

95TH 

13.47 

35.95 

95TH 

14.16 

35.11 

97TH 

13.82 

36.72 

97TH 

14.46 

35.77 

98TH 

14.08 

37.27 

98TH 

14.67 

36.79 

99TH 

14.49 

38.11 

99TH 

15.01 
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(113)  WAIST  CIRCUMFERENCE  (NATURAL  INDENTATION) 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

72.55 

MEAN  VALUE 

28.56 

83.99 

MEAN  VALUE 

33.07 

.13 

SE (MEAN) 

.05 

.18 

SE (MEAN) 

.07 

6.30 

STD  DEVIATION 

2.48 

7.40 

STD  DEVIATION 

2.91 

.09 

SE ( STD  DEV) 

.04 

.12 

SE ( STD  DEV) 

.05 

98.70 

MAXIMUM 

38.86 

112.20 

MAXIMUM 

44.17 

56.80 

MINIMUM 

22.36 

64.70 

MINIMUM 

25.47 

SYMMETRY- 

— VET  A  T  = 

.73 

SYMMETRY- 

- — VETA  I  = 

.41 

KURTOSIS- 

— VETA  II  =■■ 

3.72 

KURTOSIS- 

—VETA  II  -= 

2.96 

COEF.  OF 

VARIATION  = 

8.7% 

COEF.  OF 

VARIATION  = 

8.8% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

60.69 

1ST 

23.89 

69.92 

1ST 

27  -  53 

61.96 

2ND 

24.39 

71.07 

2ND 

27.98 

62.72 

3RD 

24.69 

71.85 

3RD 

28.29 

63.74 

5TH 

25.09 

72,99 

5TH 

28.73 

65.30 

10TH 

25.71 

74.91 

10TH 

29.49 

66.38 

15TH 

26.13 

76.33 

15th 

30.05 

67.27 

20TH 

26.49 

77.53 

20TH 

30.52 

68.08 

25TH 

26.80 

78.61 

25TH 

30.95 

68.83 

30TH 

27.10 

79.61 

30TH 

31.34 

69.55 

35TH 

27.38 

80,58 

35TH 

31.72 

70.27 

40TH 

27.66 

81.52 

40TH 

32.09 

70.99 

45TH 

27.95 

82.45 

45TH 

32.46 

71.73 

50TH 

28.24 

83.40 

50TH 

32.83 

72.50 

55TH 

28.54 

84  *  36 

55TH 

33.21 

73.31 

60TH 

28.86 

85.36 

60TH 

33.61 

74.18 

65TH 

29.20 

86.41 

65TH 

34.02 

75  v  13 

70TH 

29.58 

87.54 

70TH 

34.47 

76.21 

75  TH 

30.01 

88.79 

75TH 

34.96 

77.48 

80TH 

30.50 

90.20 

80TH 

35.51 

79.01 

85TH 

31.11 

91.86 

85TH 

36.17 

81.07 

90TH 

31.92 

93.98 

90TH 

37.00 

84.32 

95TH 

33.20 

97.14 

95TH 

38.24 

86.56 

97TH 

34.08 

99.16 

97TH 

39.04 

88.27 

98TH 

34.75 

100.62 

98TH 

39.62 

91.03 

99TH 

35.84 

102.86 

99TH 

40.50 
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(114)  WAIST  CIRCUMFERENCE  (GMPHALION) 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

79.19 

MEAN  VALUE 

31.18 

86.24 

MEAN  VALUE 

33.95 

.18 

SE (MEAN) 

.07 

.21 

SE ( MEAN } 

.08 

8.27 

STD  DEVIATION 

3.26 

8.64 

STD  DEVIATION  3.40 

.12 

SE(STD  DEV) 

.05 

.15 

SE ( STD  DEV) 

.06 

110.80 

MAXIMUM 

43.62 

118.50 

MAXIMUM 

46.65 

61.00 

MINIMUM 

2  4.02 

65.40 

MINIMUM 

25.75 

SYMMETRY- 

— VETA  I  = 

.67 

SYMMETRY- 

—VETA  I  « 

.40 

KURTOSIS- 

— VETA  II  = 

3.28 

KURTGSIS- 

— VETA  II  = 

2,85 

COEF.  OF 

VARIATION  = 

10.4% 

COEF.  OF 

VARIATION  = 

10.0% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  * 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

64 . 42 

1ST 

25.36 

69.65 

1ST 

27.42 

65.64 

2ND 

25.84 

71.03 

2ND 

27.96 

66.44 

3RD 

26.16 

71.94 

3RD 

28.32 

67.56 

5TH 

26.60 

73.26 

5TH 

28.84 

69.43 

10TH 

27.34 

75.51 

10TH 

29.73 

70.82 

15TH 

27.88 

77.18 

15TH 

30.39 

72.00 

20TH 

28.35 

78.58 

20TH 

30.94 

73.09 

25TH 

28.78 

79.86 

25TH 

31,44 

74.11 

30TH 

29.18 

81.05 

30TH 

31.91 

75.11 

35TH 

29.57 

82.19 

35  TH 

32.36 

76.09 

4CTH 

29.96 

83.31 

40TH 

32.80 

77.08 

45TH 

30.35 

84.42 

45TH 

33.24 

78.10 

50TH 

30.75 

85.55 

50TH 

33.68 

79.16 

55TH 

31.17 

86.70 

55TH 

34.13 

80.27 

60TH 

31.60 

87.89 

60TH 

34.60 

81.46 

65TH 

32.07 

89.14 

65TH 

35.09 

82.75 

70TH 

32.58 

90.48 

70TH 

35,62 

84.20 

75TH 

33.15 

91.95 

75TH 

36.20 

85.88 

80TH 

33.81 

93.62 

80TH 

36.86 

87.89 

85TH 

34.60 

95,56 

85TH 

37.62 

90.54 

90TH 

35.65 

98.02 

90TH 

38.59 

94.63 

95TH 

37.26 

101.59 

95TH 

40.00 

97.37 

97TH 

38.33 

103.82 

97TH 

40.87 

99.40 

98TH 

39.13 

105.38 

98TH 

41.49 

102.61 

99TH 

40.40 

107.67 

99TH 

42.39 
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(US)  WAIST  DEPTH 


FEMALE  MALE 


CENTIMETERS 

INCHES 

XHCHF Sl 

20.39  MEAN  VALUE 

8.03 

22.62 

MEAN  VALUE 

8.91 

.05  SE(MEAN) 

.02 

.06 

SE(MEAN) 

.02 

2.49  STD  DEVIATION 

.90 

2.56 

STD  DEVIATION  1.01 

.04  SE(STD  DEV) 

.01 

.04 

SE(STD  DEV) 

.02 

30.40  MAXIMUM 

11.97 

33.20 

MAXIMUM 

13.07 

14.70  MINIMUM 

5.79 

15.90 

MINIMUM 

6.26 

SYMMETRY— *VETA  I  =■= 

KURTOSIS - VL i’A  II  ~ 

COEF.  OF  VARIATION  - 
NUMBER  OF  SUBJECTS  - 

.75 

3.56 

12.2% 

2208 

SYMMETRY - VETA  I 

KURTOSIS - VETA  II 

COEF.  OF  VARIATION 
NUMBER  OF  SUBJECTS 

*  .61 
-  3.35 

«  11.3% 
*  1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

inches 

15.84 

1ST 

6.24 

17.91 

1ST 

7.05 

16.34 

2ND 

6.43 

18.32 

2ND 

7.21 

16.62 

3RD 

6.54 

18.59 

3RD 

7.32 

16.99 

5TH 

6.69 

18.95 

5TH 

7.46 

17.56 

10TH 

6.91 

19.56 

10TH 

7.70 

17.95 

15TH 

7.07 

20.01 

15TH 

7.88 

18.28 

20TH 

7.20 

20.39 

20TH 

9.03 

18.58 

25TH 

7.32 

20.74 

25TH 

8.16 

18.87 

30TH 

7.43 

21.06 

30TH 

8.29 

19.15 

35TH 

7.54 

21.37 

35TH 

8.42 

19.43 

40TH 

7.65 

21.68 

40TH 

8.54 

19.72 

45TH 

7.76 

21.99 

45TH 

8.66 

20.01 

50TH 

7.88 

22.31 

50TH 

8.78 

20.32 

55TH 

8.00 

22.64 

55TH 

8.91 

20.65 

60TH 

8.13 

22.98 

60TH 

9.05 

21.01 

65TH 

8.27 

23.35 

65TH 

9  e  19 

21.40 

70TH 

8.43 

23.75 

70TK 

9.35 

21.84 

75TH 

8.60 

24.19 

75TH 

9.52 

22.36 

80TH 

8.80 

24.70 

80TH 

9.72 

22.99 

85TH 

9.05 

25.30 

85TH 

9.96 

23.81 

90TH 

9,37 

26.09 

90TH 

10.27 

25.09 

95TH 

9.88 

27.28 

95TH 

10.74 

25.93 

97TH 

10. 21 

28. or 

97TH 

11.05 

26.55 

9  8TH 

10.45 

20,62 

98VH 

11.27 

27.50 

99TH 

10.83 

29.50 

99IH 

1 1  v  6 1 
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(116)  WAIST  FRONT  LENGTH  (NATURAL  INDENTATION) 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIME 

TBRS 

INCHES 

31.17 

MEAN  VALUE 

12.27 

34.57 

MEAN  VALUE 

13.61 

.05 

SE(MEAN) 

.02 

.05 

SE(MEAN) 

.02 

2.35 

STD  DEVIATION 

.92 

2.18 

STD  DEVIATION 

.86 

.04 

SE(STD  DEV) 

.01 

.04 

SE(STD  DEV) 

.01 

40.40 

MAXIMUM 

15.91 

42.40 

MAXIMUM 

16.69 

23.80 

MINIMUM 

9.37 

27.80 

MINIMUM 

10.94 

SYMMETRY - VETA  I 

KURTOSIS- — VETA  II 
COEF.  OF  VARIATION 
NUMBER  OF  SUBJECTS 

-  *25 
«  3.22 

-  7.5% 

«  2208 

SYMMETRY - VETA  I 

KURTOSIS - VETA  II 

COEF.  OF  VARIATION 
NUMBER  OF  SUBJECTS 

-  .08 
**  3.C5 

*  6.3% 

-  1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES  . 

CENTIMETERS 

ihches 

26.09 

1ST 

10.27 

29.70 

1ST 

11.69 

26,64 

2ND 

10.49 

30.18 

2ND 

11.88 

27.00 

3RD 

10.63 

30.50 

3RD 

12.01 

27.49 

5TH 

10.82 

30.97 

5TH 

12.19 

28.25 

10TH 

11.12 

31.74 

10TH 

12.50 

28.78 

15TH 

11.33 

32.28 

15TH 

12.71 

29.20 

20TH 

11.50 

32.71 

20TH 

12.88 

29.57 

25TH 

11.64 

33.08 

25TH 

13.02 

29.90 

30TH 

11.77 

33  r  41 

30TH 

13.15 

30.21 

35TH 

11,89 

33.72 

35TH 

13.20 

30.50 

40TH 

12.01 

34.01 

40TH 

13.39 

30.79 

45TH 

12,12 

34.29 

45TH 

13.50 

31.08 

50TH 

12.23 

34.57 

50TH 

13.61 

31.37 

55TH 

12.35 

34.84 

55TH 

13.72 

31.66 

60TH 

12.47 

35.12 

60TH 

13.83 

31.97 

C5TH 

12.59 

35.40 

65TH 

13.94 

32.31 

70TH 

12.72 

35.70 

70TH 

14.06 

32.67 

75TH 

12.86 

36.02 

75TH 

14.18 

33.08 

80TH 

13.03 

36.38 

80TH 

14.32 

33.57 

85TH 

13.22 

36.80 

85TH 

14.49 

34.21 

90TH 

13.47 

37.33 

90TH 

14.70 

35.20 

95TH 

13.86 

38.14 

95TH 

15.01 

35.87 

97TH 

3  4.12 

38.68 

97TH 

15.23 

36.38 

98TH 

14.32 

39.10 

98TH 

15.39 

37.22 

99TH 

14.65 

3S.78 

99TH 

15.66 
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(117) 


WAIST  FRONT  LENGTH  (OMPHALION) 


FEMALE 

CENTIMETERS 

INCHES 

38.98 

MEAN  VALUE 

15.35 

.05 

SE(MEAN) 

.02 

2.23 

STD  DEVIATION 

.38 

,03 

SE ( STD  DEV) 

.01 

48.10 

MAXIMUM 

18.94 

32.30 

MINIMUM 

12.72 

SYMMETRY - VET  A  I  = 

KURTOSIS— VETA  II  = 
COEF.  OF  VARIATION  » 
NUMBER  OF  SUBJECTS  = 

.28 

3.28 

5.7% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

34.24 

1ST 

13.48 

34.69 

2ND 

13,66 

35.00 

3RD 

13.78 

35.45 

5TH 

13.96 

36.17 

10TH 

14.24 

36.68 

15TH 

14.44 

37.09 

20TH 

14.60 

37.45 

25TH 

14.74 

37.77 

30TH 

14.87 

38.07 

35TH 

14.99 

38.35 

40TH 

15.10 

38.63 

45TH 

15.21 

38.90 

50TH 

15.32 

39.18 

55TH 

15.43 

39.46 

60TH 

15.54 

39.75 

65TH 

15.65 

40.06 

70TH 

15.77 

40.40 

75TH 

15. 

40.79 

80TH 

16.06 

41.25 

85TH 

16.24 

41.85 

90TH 

16.47 

42.79 

95TH 

16.85 

43.45 

97TH 

17.11 

43.9? 

98TH 

17.31 

44.84 

99TH 

17.65 

MALE 

CENTIMETERS 

INCHES 

41.45 

MEAN  VALUE 

16.32 

.06 

SE(MEAN) 

.02 

2.45 

STD  DEVIATION 

.96 

.04 

SE ( STD  DEV) 

.02 

52.10 

MAXIMUM 

20.51 

34.00 

MINIMUM 

13.39 

SYMMETRY - VET  A  I  - 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.34 

3.52 

5.9% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

inches 

36.10 

1ST 

14.21 

36.71 

2ND 

14.45 

37.10 

3RD 

14.60 

37.62 

5TH 

14.81 

38.43 

10TH 

15.13 

38.98 

15TH 

15.35 

39.41 

20TH 

15.52 

39.79 

25TH 

15.66 

40.13 

30TH 

15.80 

40.44 

35TH 

15.92 

40.74 

40TH 

16.04 

41.04 

45TH 

16.16 

41.33 

50TH 

16.27 

41.63 

S5TH 

16.39 

41.93 

60TH 

16.51 

42.25 

65TH 

16.63 

42.59 

70TH 

16.77 

42.97 

75TH 

16.92 

43.40 

80TH 

17.09 

43.92 

85TH 

17.29 

44.61  1 

90TH 

17.56 

45.69 

95TH 

17.99 

46.46 

97TH 

18.29 

47.05 

98TH 

18.52 

48.04 

99TH 

18.91 
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(118)  WAIST  HEIGHT  (NATURAL  INDENTATION) 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

105.65 

MEAN  VALUE 

41,60 

112.71 

MEAN  VALUE 

44.37 

.11 

SE(MEAN) 

,04 

.12 

SE(MEAN) 

.05 

5.17 

STD  DEVIATION 

2.04 

5.20 

STD  DEVIATION 

2.05 

,  08 

SE ( STD  DEV) 

.03 

.09 

SE ( STD  DEV) 

.03 

123.40 

MAXIMUM 

48.58 

134.80 

MAXIMUM 

53.07 

86.30 

MINIMUM 

33.98 

91.70 

MINIMUM 

36.10 

SYMMETRY- 

— VET A  I  * 

.11 

SYMMETRY- 

--VETA  I  = 

.12 

KURTOSIS- 

--VETA  II  - 

3.11 

KURTOSIS- 

— VETA  II  = 

3.20 

COEF.  OF 

VARIATION  = 

4.9% 

COEF.  OF 

VARIATION  » 

4.6% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  * 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

94.14 

1ST 

37.06 

100.91 

1ST 

39.73 

95.39 

2ND 

37.56 

102.28 

2ND 

40.27 

96.20 

3RD 

37.88 

103.15 

3RD 

40.61 

97.32 

5TH 

38.32 

104.31 

5TH 

41.07 

99.09 

10TH 

39.01 

106.11 

10TH 

41.78 

100.30 

15TH 

39.49 

107.33 

15TH 

42.26 

101.26 

20TH 

39.87 

108.30 

20TH 

42.64 

102.10 

25TH 

40.20 

109.15 

25TH 

42.97 

102.86 

30TH 

40.50 

109.91 

30TH 

43.27 

103.56 

35TH 

40.77 

110.62 

35TH 

43.55 

104.23 

40TH 

41.04 

111.29 

40TH 

43.82 

104.88 

45TH 

41.29 

111.95 

45TH 

44.07 

105.53 

50TH 

41.55 

112.60 

50TH 

44.33 

106.18 

55TH 

41.80 

113.26 

55TH 

44.59 

106.84 

60TH 

42.06 

113.92 

60TH 

44.85 

107.52 

65TH 

42.33 

114.62 

65TH 

45.13 

108.25 

70TH 

42.62 

115.35 

70TH 

45.41 

109,04 

75TH 

42.93 

116.15 

75TH 

45.73 

109.93 

80TH 

43.28 

117.05 

80TH 

46.08 

110.97 

85TH 

43.69 

118.08 

85TH 

46.49 

112.31 

90TH 

44.22 

119.40 

90TH 

47.01 

114.33 

95TH 

45.01 

121.34 

95TH 

47.77 

115.67 

97TH 

45.54 

122.58 

97TH 

48.26 

116.68 

98TH 

45.94 

123.48 

98TH 

48.61 

118 . 30 

99TH 

46.58 

124.86 

99TH 

49.16 

1G4 


(119)  WAIST  HEIGHT  (OMPIiALION) 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

98.21 

MEAN  VALUE 

38,67 

105.88 

MEAN  VALUE 

41.69 

.10 

SE(MEAN) 

.04 

.12 

SE (MEAN) 

.05 

4.88 

STD  DEVIATION 

1.92 

5.09 

STD  DEVIATION 

2.00 

.07 

SE (STD  DEV) 

.03 

.09 

SE(STD  DEV) 

.03 

117.50 

MAXIMUM 

46.26 

130.50 

MAXIMUM 

51.38 

80.20 

MINIMUM 

31.57 

86.00 

MINIMUM 

33.86 

SYMMETRY - VET  A  I  = 

KURTOSIS-- — VETA  II  = 
COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.09 

3.13 

5.0% 

2208 

SYMMETRY— VETA  I  » 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.09 

3.35 

4.8% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

86.89 

1ST 

34.21 

94.20 

1ST 

37.09 

88.30 

2ND 

34.76 

95.  n 

2ND 

37.64 

89.16 

3RD 

35.10 

,49 

3RD 

37.99 

90.30 

5TH 

35.55 

97,67 

5TH 

38.45 

92.01 

10TH 

36.23 

99  .  46 

10TH 

39.16 

93.16 

15TH 

36,68 

100.67 

15TH 

39.63 

94.07 

20TH 

37.03 

101.63 

20TH 

40.01 

94.86 

25TH 

37.34 

102.45 

25TH 

40.34 

95.57 

30TH 

37,62 

103.20 

30TH 

40.63 

96.23 

35TH 

37.88 

103.89 

35TH 

40.90 

96.86 

40TH 

38.13 

104.54 

40TH 

41.16 

97.48 

45TH 

38.38 

105.18 

45TH 

41.41 

98.09 

50TH 

38.62 

105.82 

50TH 

41.66 

98.71 

55TH 

38.86 

106.45 

55TH 

41.91 

99.35 

60TH 

33.11 

107.10 

60TH 

42.17 

100.01 

65TH 

39,37 

107,77 

65TH 

42.43 

100.71 

70TH 

39.65 

108,48 

70TH 

42.71 

101.48 

75TH 

39,95 

109.26 

75TH 

43.01 

1C2.34 

BOTH 

40.29 

110,12 

BOTH 

43.36 

103.34 

85TH 

40.69 

111.13 

85TH 

43.75 

104.61 

90TH 

41.19 

112.40 

90TH 

44.25 

106.47 

95TH 

41.92 

114.26 

95TH 

44.98 

107.65 

97TH 

42.38 

115,45 

97TH 

45.45 

108.49 

98TII 

42.71 

116.31 

98TH 

45.79 

109.76 

99TH 

43.21 

117.63 

99TH 

46.31 
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(120)  WAIST  HEIGHT,  SITTING  (NATURAL  INDENTATION) 


FEMALE 


CENTIMETERS  INCHES 


27.95 

MEAN  VALUE 

11.01 

.05 

SE(MEAN) 

.02 

2.14 

STD  DEVIATION 

.84 

.03 

SE ( STD  DEV) 

.01 

36.00 

MAXIMUM 

14.17 

20.80 

MINIMUM 

8.19 

SYMMETRY- 

— VETA  I  - 

-.04 

KURTOSIS- 

— VETA  II  = 

2.99 

COEF.  OF 

VARIATION  = 

7.6% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

inches 

22.81 

1ST 

8.98 

23.48 

2ND 

9.24 

23.88 

3RD 

9.40 

24.42 

5TH 

9.61 

25.22 

10TH 

9.93 

25.75 

15TH 

10.14 

26.16 

20TH 

10.30 

26.52 

25TH 

10.44 

26.84 

30TH 

10.57 

27.14 

35TH 

10.69 

27.42 

40TH 

10.80 

27.70 

45TH 

10.90 

27.97 

50TH 

11.01 

28.24 

55TH 

11.12 

28.51 

60TH 

11.23 

28.80 

65TH 

11.34 

29.10 

70TH 

11.46 

29.42 

75TH 

11.58 

29.78 

80TH 

11.73 

30.20 

85TH 

11.89 

30.72 

90TH 

12.09 

31.46 

95TH 

12.39 

31.92 

97TH 

12.57 

32.25 

98TH 

12,70 

32.73 

9'JTH 

12.89 

MALE 

CENTIMETERS 

INCHES 

28.73 

MEAN  VALUE 

11.31 

.04 

SE(MEAN) 

.02 

1.66 

STD  DEVIATION 

.65 

.03 

SE ( STD  DEV) 

.01 

34.70 

MAXIMUM 

13.66 

23.10 

MINIMUM 

9,09 

SYMMETRY- 

—VETA  I  = 

.ii 

KURTOSIS- 

—VETA  II  = 

3.32 

COEF,  OF 

VARIATION  = 

5.8% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

24.79 

1ST 

9.76 

25.31 

2ND 

9.96 

25.63 

3RD 

10.09 

26.04 

5TH 

10.25 

26.66 

10TH 

10.50 

27.06 

15TH 

10.65 

27.37 

20TH 

10.78 

27.64 

25TH 

10.88 

27.88 

30TH 

10.98 

28.10 

35TH 

11.06 

28. 3G 

40TH 

11.14 

28.51 

45TH 

11.22 

28.70 

50TH 

11.30 

28.90 

55TH 

11.38 

29.11 

60TH 

11.46 

29.32 

65TH 

11.54 

29.55 

70TH 

11.63 

29.79 

75TH 

11.73 

30.07 

80TH 

11.84 

30.41 

85TH 

11.97 

30.84 

90TH 

12.14 

31.50 

95TH 

12.40 

31.95 

97TH 

12.58 

32.29 

98TH 

12.71 

32.85 

99TH 

12.93 
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(121)  WAIST  HEIGHT,  SITTING  (OMPHALION) 


FEMALE 


CENTIMETERS  INCHES 


22.76 

MEAN  VALUE 

8.96 

.03 

SE (MEAN) 

.01 

1.51 

STD  DEVIATION 

.60 

.02 

SE ( STD  DEV) 

.01 

27.50 

MAXIMUM 

10.83 

17.70 

MINIMUM 

6.97 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

- ,  08 
2.99 
6.7% 
2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

19.02 

1ST 

7.49 

19.54 

2ND 

7.69 

19.85 

3RD 

7.81 

20.25 

5TH 

7.97 

20.83 

10TH 

8.20 

21.21 

15TH 

8.35 

21.51 

20TH 

8.47 

21.76 

25TH 

8.57 

21.98 

30TH 

8.65 

22.19 

35TH 

8.74 

22.39 

40TH 

8.81 

22.58 

45TH 

8.89 

22.76 

50TH 

8.96 

22.95 

55TH 

9.04 

23.14 

60TH 

9.11 

23.34 

65TH 

9.19 

23.55 

70TH 

9.27 

23.78 

75TH 

9.36 

24.04 

80TH 

9.46 

24.33 

85TH 

9.58 

24 . 70 

90TH 

9.73 

25.24 

95TH 

9.94 

25.58 

97TH 

10.07 

25.82 

98TH 

10.16 

26.17 

99TH 

10.30 

MALE 


CENTIMETERS  INCHES 


23.46 

MEAN  VALUE 

9.23 

.04 

SE (MEAN) 

.01 

1.52 

STD  DEVIATION 

.60 

.03 

SE ( STD  DEV) 

.01 

28.50 

MAXIMUM 

11.22 

17.40 

MINIMUM 

6.85 

SYMMETRY- 

— VETA  I  = 

-.07 

KURTOSXS- 

— VETA  11  = 

3.04 

COEF.  OF 

VARIATION  - 

6.5% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

19.94 

1ST 

7.85 

20.36 

2ND 

8.02 

20.62 

3RD 

8.12 

20.98 

5TH 

8.26 

21.52 

10TH 

8.47 

21.88 

15TH 

8.61 

22.17 

20TH 

8.73 

22.42 

25TH 

8.83 

22.65 

30TH 

8.92 

22.86 

35TH 

9.00 

23.06 

40TH 

9.08 

23.26 

45TH 

9.16 

23.45 

50TH 

9.23 

23.65 

55TH 

9.31 

23.85 

60TH 

9.39 

24.05 

65TH 

9.47 

24.27 

70TH 

9.56 

24.51 

75TH 

9.65 

24.77 

80TH 

9.75 

25.07 

85TH 

9.87 

25.44 

90TH 

10.02 

25.97 

95TH 

10.22 

26.29 

97TH 

10.35 

26.51 

98TH 

10.44 

26.83 

99TH 

10.56 
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(122) 


WAIST-HIP  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

14.84 

MEAN  VALUE 

5.84 

17.68 

r  IAN  VALUE 

6.96 

.05 

SE (MEAN) 

.02 

.05 

SE (MEAN) 

.02 

2.13 

STD  DEVIATION 

.84 

2.04 

STD  DEVIATION 

.80 

.03 

SE ( STD  DEV) 

.01 

.03 

SE ( STD  DEV) 

.01 

21.60 

MAXIMUM 

8.50 

24.10 

MAXIMUM 

9.49 

7.70 

MINIMUM 

3.03 

12.00 

MINIMUM 

4.72 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

-.02 

2.92 

14.3% 

2208 

SYMMETRY - VETA  I 

KURTOSIS - VETA  II 

COEF.  OF  VARIATION 
NUMBER  OF  SUBJECTS 

= 

-.09 

2.89 

11.6% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

10.08 

1ST 

3 » 97 

12.68 

1ST 

4.99 

10.54 

2ND 

4.15 

13.30 

2ND 

5.24 

10.86 

3RD 

4.28 

13.69 

3RD 

5.39 

11.32 

5TH 

4.46 

14.22 

5TH 

5.60 

12.07 

10TH 

4.75 

15.01 

10TH 

5.91 

12.60 

15TH 

4.96 

15.54 

15TH 

6.12 

13.02 

20TH 

5.13 

15.96 

20TH 

6.28 

13.39 

25TH 

5.27 

16.32 

25TH 

6.42 

13.72 

30TH 

5.40 

16.63 

30TH 

6.55 

14.02 

35TH 

5.52 

16.92 

35TH 

6.66 

14.31 

40TH 

5.63 

17*20 

40TH 

6.77 

14.59 

45TH 

5.74 

17.46 

45TH 

6.87 

14.86 

50TH 

5.85 

17,72 

50TH 

6.98 

15.13 

55TH 

5.96 

17.98 

55TH 

7.08 

15.40 

60TH 

6.06 

18.24 

60TH 

7.18 

15.68 

65TH 

6.17 

18.51 

65TH 

7.29 

15.97 

70TH 

6.29 

18.78 

70TH 

7.40 

16.28 

75TH 

6.41 

19.08 

75TH 

7.51 

16.63 

80TH 

6.55 

19.42 

80TH 

7.64 

17.03 

85TH 

6.71 

19.80 

85TH 

7.79 

17.54 

90TH 

6.91 

20.27 

90TH 

7.98 

18.30 

95TH 

7.21 

20.96 

95TH 

8.25 

18.81 

97TH 

7.40 

21.39 

97TH 

8.42 

19.19 

98TH 

7.55 

21.70 

98TH 

8.54 

19.81 

99TH 

7.80 

22.18 

99TH 

8.73 
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(123)  WAIST  (NATURAL  INDENTATION) -WAIST  (OMPHALION)  LENGTH 


FEMALE 


CENTIMETERS  INCHES 


7.57 

MEAN  VALUE 

2.98 

.05 

SE(MEAN) 

.02 

2.13 

STD  DEVIATION 

.84 

.03 

SE (STD  DEV) 

.01 

15.50 

MAXIMUM 

6.10 

.70 

MINIMUM 

.28 

SYMMETRY - VETA  I  = 

.23 

KURTOSIS - VETA  II  « 

3.35 

COEF.  OF  VARIATION  = 

28.2% 

NUMBER 

OF  SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETI 

LBS 

INCHES 

2.57 

1ST 

1.01 

3.28 

2ND 

1.29 

3  o  69 

3RD 

1.45 

4.21 

5TH 

1.66 

4.96 

10TH 

1.95 

5.44 

15TH 

2.14 

5.82 

20TH 

2.29 

6.14 

25TH 

2.42 

6.43 

30TH 

2.53 

6.70 

35TH 

2.64 

6.96 

40TH 

2.74 

7.21 

45TH 

2.b4 

7.47 

50TH 

2.94 

7.72 

55TH 

3.04 

7.99 

60TH 

3.15 

8.27 

65TH 

3.26 

8.58 

70TH 

3.38 

8.91 

75TH 

3.51 

9.30 

80TH 

3.66 

9.75 

85TH 

3.84 

10.35 

90TH 

4.07 

11.26 

95TH 

4.43 

11.87 

97TH 

4.67 

12.32 

9  STL 

4.85 

13.02 

99TH 

5.13 

MALE 


CENTIMETERS  INCHES 


6.98 

MEAN  VALUE 

2.75 

.04 

SE  (MEAN) 

.02 

1.84 

STD  DEVIATION 

.72 

.03 

SE ( STD  DEV) 

.01 

13.30 

MAXIMUM 

5.24 

1.60 

MINIMUM 

.63 

SYMMETRY - VETA  I  = 

.34 

KURTOSIS - VETA  II  = 

3.17 

COEP.  OF  VARIATION  = 

26.4% 

NUMBER 

OF  SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

3.04 

1ST 

1.20 

3.48 

2ND 

1.37 

3.76 

3RD 

1.48 

4.14 

5TH 

1.63 

4.72 

10TH 

1.85 

5.11 

15TH 

2.01 

5.43 

20TH 

2.14 

5.70 

25TH 

2.25 

5.95 

30TH 

2.34 

6.19 

35TH 

2.44 

6.41 

40TH 

2.53 

6.64 

45TH 

2.61 

6.86 

50TH 

2.70 

7.09 

55TH 

2.79 

7.32 

60TH 

2.88 

7.57 

65TH 

2.98 

7.83 

70TH 

3.08 

8.12 

75TH 

3.20 

8.46 

80TH 

3.33 

8.86 

85TH 

3.49 

9.38 

90TH 

3.69 

10.20 

9  5TH 

4.02 

10.76 

97TH 

4.24 

11.19 

98TH 

4.40 

11.88 

99TH 

4.68 
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(124) 


WEIGHT 


FEMALE  MALE 


KILOGRAMS 

POUNDS 

KILOGRAMS 

POUNDS 

62.01 

MEAN  VALUE 

136.72 

78.49 

MEAN  VALUE 

173.03 

.18 

SE(MEAN) 

.39 

.26 

SE(MEAN) 

.58 

8.35 

STD  DEVIATION  18.41 

11.10 

STD  DEVIATION  24.48 

.13 

SE ( STD  DEV) 

.28 

.19 

SE ( STD  DEV) 

.41 

96.70 

MAXIMUM 

213.19 

127.80 

MAXIMUM 

281.75 

41.30 

MINIMUM 

91.05 

47.60 

MINIMUM 

104.94 

SYMMETRY - VETA  I  =  .53 

KURTOSIS - VETA  II  =  3.51 

COEF.  OF  VARIATION  =  13.5% 
NUMBER  OF  SUBJECTS  =  2208 

SYMMETRY - VETA  I 

KURTOSIS - VETA  II 

COEF.  OF  VARIATION 
NUMBER  OF  SUBJECTS 

=  .43 
=  3.40 
=  14.1% 
=  1774 

THE 

PERCENTILES 

rrrtYT* 

J.4UI 

TiwnnnMinrT  -n n 

£-LOW,Eii1  J-  XUDO 

KILOGRAMS 

POUNDS 

KILOGRAMS 

POUNDS 

45.24 

1ST 

99.73 

55.27 

1ST 

121.86 

47.02 

2ND 

103.66 

57.83 

2ND 

127.50 

48.13 

3RD 

106.11 

59.43 

3RD 

131.03 

49.64 

5TH 

109.43 

61.59 

STH 

135.78 

51.98 

10TH 

114.60 

64.93 

10TH 

143.14 

53.61 

15TH 

118.19 

67.22 

15TH 

148.20 

54.94 

20th 

121.12 

6D.08 

20TH 

152.28 

56.12 

25TH 

123.72 

70  c  71 

25TH 

155.89 

57.20 

30TH 

126.12 

72.21 

30TH 

159.19 

58.24 

35TH 

128.39 

73.61 

35TH 

162.29 

59.24 

40TH 

130.60 

74.98 

40TH 

165.30 

60.24 

45TH 

132.80 

76.33 

45TH 

168.27 

61.25 

50TH 

135.03 

77.69 

50TH 

171.27 

62.29 

55TH 

137.32 

79.07 

55TH 

174.33 

63.37 

60TH 

139.70 

80.50 

60TH 

177,48 

64.51 

65TH 

142.22 

82.02 

65TH 

180.82 

65.75 

70TH 

144.95 

83.64 

7  0TH 

184.40 

67.13 

75TH 

147.99 

85.45 

75TH 

188.38 

68.72 

80TH 

151.50 

87.51 

BOTH 

192.94 

70.62 

85TH 

155.68 

89.96 

85TH 

198.34 

73.11 

90TH 

161.19 

93.16 

90TH 

205.39 

76.98 

95TH 

169.72 

98.07 

95TH 

216.21 

79.59 

97TH 

175.48 

101.35 

97TH 

223.44 

81.56 

98TH 

179.81 

103.80 

98TH 

228.85 

84.70 

99TH 

186.74 

107.71 

99TH 

237.46 
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(125)  WRIST-CENTER  OF  GRIP  LENGTH 


FEMALE 


CENTIMETERS  INCHES 


6.63 

MEAN  VALUE 

2.61 

.01 

SE  ( MEAN ) 

.00 

,49 

STD  DEVIATION 

.19 

.01 

SE(STD  DEV) 

.00 

8.30 

MAXIMUM 

3.27 

5.20 

MINIMUM 

2.05 

SYMMETRY - VET  A  I  - 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.26 

2.90 

7.4% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

5.57 

1ST 

2.19 

5.69 

2ND 

2.24 

5.77 

3RD 

2.27 

5.87 

5TH 

2.31 

6.02 

10TH 

2.37 

6.12 

15TH 

2.41 

6.21 

20TH 

2.44 

6.28 

25TH 

2.47 

6.35 

30TH 

2.50 

6.41 

35TH 

2.52 

6.47 

40TH 

2.55 

6.54 

45TH 

2.57 

6.60 

50TH 

2.60 

6.66 

55TH 

2.62 

6.73 

60TH 

2.65 

6.80 

65TH 

2.68 

6.87 

7  OTH 

2.70 

6.95 

75TH 

2.74 

7.04 

8  OTH 

2.77 

7.15 

85TH 

2.81 

7.29 

9  OTH 

2.87 

7.49 

95TH 

2.95 

7.62 

97TH 

3.00 

7.71 

98TH 

3.04 

7.85 

99TH 

3.09 

MALE 


CENTIMETERS  INCHES 


6.97 

MEAN  VALUE 

2.75 

.01 

SE(MEAN) 

,00 

.49 

STD  DEVIATION 

.19 

.01 

SE ( STD  DEV) 

.00 

8.70 

MAXIMUM 

3.43 

5.70 

MINIMUM 

2.24 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.33 

2.87 

7.0% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

5.99 

1ST 

2.36 

6.08 

2ND 

2.40 

6.15 

3RD 

2.42 

6.23 

5TH 

2.45 

6.37 

10TH 

2.51 

6.47 

15TH 

2.55 

6.55 

2  OTH 

2.58 

6.62 

25TH 

2.61 

6.69 

3  OTH 

2.63 

6.75 

35TH 

2.66 

6.82 

4  OTH 

2.68 

6,88 

45TH 

2.71 

6.94 

50TH 

2.73 

7.01 

55TH 

2.76 

7.07 

6  OTH 

2.78 

7.14 

65TH 

2.81 

7.22 

7  OTH 

2.84 

7.30 

75TH 

2.87 

7,39 

80TH 

2.91 

7,50 

85TH 

2.95 

7.63 

9  OTH 

3. GO 

7.83 

95TH 

3,08 

7.95 

97TH 

3.13 

8.04 

98TH 

3.16 

8.16 

99TH 

3.21 

1/1 


(126)  WRIST  CIRCUMFERENCE 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS  I 

NCHES 

15.12 

MEAN  VALUE 

5.95 

17.42 

MEAN  VALUE 

6.86 

.01 

SE (MEAN) 

.01 

.02 

SE(MEAN) 

o01 

.69 

STD  DEVIATION 

.27 

.83 

STD  DEVIATION 

.33 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.01 

17.40 

MAXIMUM 

6.85 

20.40 

MAXIMUM 

8.03 

12.90 

MINIMUM 

5.08 

14.30 

MINIMUM 

5  o  63 

SYMMETRY- 

— VETA  I  = 

.20 

SYMMETRY- 

— VETA  I  ® 

.13 

KURTOSIS- 

— VETA  II  = 

3.04 

KURTQSIS- 

—VETA  II  « 

3.24 

COEF.  OF 

VARIATION  = 

4.6% 

COEF.  OF 

VARIATION  = 

4.8% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

13.61 

1ST 

5.36 

15.59 

1ST 

6.14 

13.78 

2ND 

5.43 

15.81 

2ND 

6.23 

13.89 

3RD 

5.47 

15.95 

3RD 

6.28 

14.03 

STM 

5.52 

16.13 

5TH 

6.35 

14.26 

10TH 

5.61 

16.40 

10TH 

6.46 

14.41 

15TH 

5.67 

16.59 

15TH 

6.53 

14.54 

20TH 

5.72 

16.73 

20TH 

6.59 

14.65 

25TH 

5.77 

16.86 

25TH 

6.64 

14.74 

30TH 

5.80 

16.98 

30TH 

6.68 

14.84 

35TH 

5.84 

17.09 

35TH 

6.73 

14.92 

40TH 

5.88 

17.19 

40TH 

6.77 

15.01 

45TH 

5.91 

17.29 

45TH 

6.81 

15.10 

50TH 

5.94 

17.40 

50TH 

6.85 

15.18 

55TH 

5.98 

17.50 

55TH 

6.89 

15.27 

60TH 

6.01 

17.61 

60TK 

6.93 

15.37 

65TH 

6.05 

17.72 

65TH 

6.98 

15.46 

70TH 

6.09 

17.84 

70TH 

7.02 

15.57 

75TH 

6.13 

17.97 

75TH 

7.07 

15.69 

BOTH 

6.18 

18.12 

80TH 

7.13 

15.84 

85TH 

6.23 

18.29 

85TH 

7.20 

16.02 

90TH 

6.31 

18.51 

90TH 

7.29 

16.29 

95TH 

6.42 

18.84 

95TH 

7.42 

16.47 

97TH 

6.49 

19.05 

97TH 

7.50 

16.61 

98TH 

6.54 

19.21 

98TH 

7.56 

16.82 

99TH 

6.62 

19.44 

99TK 

7.66 
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FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

79  *  03 

MEAN  VALUE 

.  31.11 

84.65 

MEAN  VALUE 

33.33 

.08 

SE  (MEAN) 

.03 

.10 

SE  (  MEAN ) 

.04 

3.86 

STD  DEVIATION 

1.52 

4.15 

STD  DEVIATION 

1.63 

.06 

SE ( STD  DEV) 

.02 

.07 

SE ( STD  DEV) 

.03 

93.90 

MAXIMUM 

36.97 

100.50 

MAXIMUM 

39.57 

67.30 

MINIMUM 

26.50 

70.20 

MINIMUM 

27.64 

SYMMETRY- 

— VETA  I  - 

.13 

SYMMETRY- 

—VETA  I  = 

.02 

KURTOSIS- 

— VETA  II  = 

2.92 

KURTOSIS- 

—VETA  II  = 

3.05 

COEF .  OF 

VARIATION  = 

4.9% 

COEF.  OF 

VARIATION  = 

4.9% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

70.80 

1ST 

27.87 

74.89 

1ST 

29.49 

71.53 

2ND 

28.16 

76.07 

2ND 

29.95 

72.04 

3RD 

28.36 

76.81 

3RD 

30.24 

72.79 

5TH 

28.66 

77.79 

5TH 

30.63 

74.04 

10TH 

29.15 

79.30 

10TH 

31.22 

74.94 

15TH 

29.50 

80.32 

15TH 

31.62 

75.67 

20TH 

29.79 

81.12 

20TH 

31.94 

76.31 

25TH 

30.04 

81.82 

25TH 

32.21 

76.89 

30TH 

30.27 

82.45 

30TH 

32.46 

77.43 

35TH 

30.48 

83.02 

35TH 

32.69 

77.95 

40TH 

30.69 

83.58 

40TH 

32.90 

78.45 

45TH 

30.89 

84.11 

45TH 

33.11 

78.95 

50TH 

31.08 

84.64 

50TH 

33.32 

79.45 

55TH 

31.28 

85.17 

55TH 

33.53 

79.95 

60TH 

31.48 

85.71 

60TH 

33.74 

80.48 

65TH 

31.68 

86.27 

65TH 

33.96 

81.03 

70TH 

31.90 

86.86 

70TH 

34.20 

81.63 

75TH 

32.14 

87.49 

75TH 

34.45 

82.29 

80TH 

32.40 

88.20 

80TH 

34.73 

83.07 

85TH 

32.70 

89.02 

85TH 

35.05 

84.05 

90TH 

33.09 

90.04 

90TH 

35.45 

85.51 

95TH 

33.67 

91.52 

95TH 

36.03 

86.47 

97TH 

34.04 

92.44 

97TH 

36.40 

87.19 

98TH 

34.33 

93.10 

98TH 

36.65 

88.34 

99TH 

34.78 

94.09 

99TH 

37.04 

(128)  WRIST  HEIGHT,  SITTING 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

47.13 

MEAN  VALUE 

18.55 

45.98 

MEAN  VALUE 

18.10 

.07 

SE (MEAN) 

.03 

.08 

SE ( MEAN ) 

.03 

3.44 

STD  DEVIATION 

1  1.36 

3.52 

STD  DEVIATION 

1.39 

.05 

SE ( STD  DEV) 

.02 

.06 

SE ( STD  DEV) 

.02 

57.20 

MAXIMUM 

22.52 

55.90 

MAXIMUM 

22.01 

35.50 

MINIMUM 

13.  $8 

34.30 

MINIMUM 

13.50 

SYMMETRY- 

--VETA  I  « 

-.11 

SYWKETRY- 

— VETA  I  ® 

-.24 

KTJRTOSIS- 

--VETA  II  = 

2.71 

KURTOSIS- 

— VETA  II  = 

3.06 

COEF.  OF 

VARIATION  - 

7.3% 

COEF.  OF 

VARIATION  ^ 

7.7% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  « 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

CENTIMETERS 

inches 

39,46 

1ST 

15.53 

37.13 

1ST 

14.62 

40.09 

2ND 

15.78 

38.19 

2ND 

15.04 

40.57 

3RD 

15.97 

38.88 

3RD 

15.31 

41.29 

5TH 

16.25 

39.84 

5TH 

15.68 

42.52 

1QTH 

16.74 

41,32 

10TH 

16.27 

43.40 

15TH 

17.09 

42.30 

15TH 

16.66 

44.12 

20TH 

17.37 

43.0*7 

20TH 

16.96 

44.75 

25TH 

17.62 

43.72 

25TH 

17.21 

45.31 

30TH 

17.84 

44.29 

30TH 

17.44 

45.83 

35TH 

18.04 

44.81 

35TH 

17.64 

46.32 

40TH 

18.24 

45.29 

40TH 

17.83 

46.79 

45TH 

18.42 

45.74 

45TH 

18.01 

47,25 

BOTH 

18.60 

46.19 

50TH 

18.18 

47.71 

55TH 

18.78 

46.62 

55TH 

18.35 

48.16 

60TH 

18.96 

47.05 

60TH 

18.52 

48.62 

65TH 

19.14 

47.49 

65TH 

18.70 

49.10 

70TH 

19,33 

47  .94 

7QTH 

18.88 

49.61 

75TH 

19.53 

48.43 

75TH 

19.07 

50.16 

80TH 

19.75 

48.96 

80TH 

19.28 

50.79 

fi5TH 

19.99 

49,57 

85TH 

19.52 

51.56 

30TH 

20.30 

50.34 

90TH 

19.82 

52.66 

95TH 

20.73 

51.50 

?  STM 

20.27 

53.37 

97TH 

21.01 

52.27 

97TK 

20.58 

53.85 

98TH 

21.22 

52.87 

9?  Til 

20.82 

54.72 

99Td 

21.54 

53.88 

99TH 

21.21 
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(129)  WRIST-INDEX  FINGER  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

16 , 92 

MEAN  VALUE 

6.66 

18.08 

MEAN  VALUE 

7.12 

.02 

SE (MEAN) 

.01 

.02 

SE (MEAN) 

.  01 

.89 

STD  DEVIATION 

.35 

.91 

STD  DEVIATION 

.36 

.01 

SE ( STD  DEV) 

.01 

.02 

SE ( STD  DEV) 

.01 

20.20 

MAXIMUM 

7.95 

21.60 

MAXIMUM 

8.50 

14 . 00 

MINIMUM 

5.51 

14.80 

MINIMUM 

5.83 

SYKMETRY- 

--VET A  I  = 

.11 

SYMKETRY- 

— VETA  I  « 

.22 

KUATOSIS- 

— VETA  II  * 

3.20 

KURTOSIS- 

— VETA  II  = 

3.27 

COEF.  OF 

VARIATION  = 

5.2% 

COEF.  OF 

VARIATION  = 

5.0% 

NUMBER  OF 

SUBJECTS  « 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

14.90 

1ST 

5. 86 

16.06 

1ST 

6.32 

15.12 

2ND 

5.95 

16.32 

2ND 

6.42 

15.27 

3RD 

6.01 

16.47 

3RD 

6.49 

15,48 

5TH 

6.09 

16.68 

5TH 

6.57 

15.79 

10TH 

6.22 

16.98 

10TH 

6.68 

16.01 

15TH 

6.30 

17.18 

15TH 

6.76 

16.18 

20TH 

6.37 

17.33 

20TH 

6  c  82 

16.33 

25TH 

6.43 

17.47 

25TH 

6.68 

16.46 

30TH 

6.48 

17.60 

30TH 

6.93 

16.58 

35TH 

6.53 

17.71 

3STH 

6.97 

16.69 

40TH 

6.57 

17.82 

10TH 

7.02 

16.80 

45TH 

6.61 

17.93 

45TH 

7.06 

15.91 

50TH 

6.66 

18.04 

50TH 

7.10 

17.02 

55TH 

6.73 

18.16 

55TH 

7.15 

17 . 13 

60TH 

6.74 

16.27 

60TH 

7,19 

17.24 

oSTH 

6 . 7 

18.39 

65TH 

7.24 

IV  .  36 

70TH 

6 . 84 

18.52 

70TH 

7.29 

2  / .  50 

75TH 

6.89 

18.67 

75TH 

7.35 

17.65 

30TH 

6.95 

18.83 

80TH 

7  41 

17.82 

U5TH 

7.02 

19.02 

85TH 

7.49 

18.05 

90TH 

7.11 

19.27 

90TH 

7.59 

18.41 

95TH 

7.25 

19.64 

95TH 

7.73 

18.66 

97TH 

7.35 

19.88 

97TH 

7.83 

18.86 

98TH 

7.42 

20.06 

98TH 

7.90 

19.19 

99TH 

7.55 

20.34 

99TH 

8.01 
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(130)  WRIST-THUMBTIP  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

11.76 

MEAN  VALUE 

4.63 

12.44 

MEAN  VALUE 

4.90 

.01 

SE ( MEAN ) 

.01 

.02 

SE  ( MEAN ) 

.01 

.67 

STD  DEVIATION 

.26 

.67 

STD  DEVIATION 

.27 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

14.20 

MAXIMUM 

5.59 

15.10 

MAXIMUM 

5.94 

9.60 

MINIMUM 

3.78 

10.40 

MINIMUM 

4.09 

SYMMETRY- 

— VETA  I  = 

.13 

SYMMETRY- 

— VETA  I  = 

.23 

KURTOSIS- 

— VETA  II  “ 

3.06 

KURTOSIS- 

—VETA  II  = 

3.24 

COEF .  OF 

VARIATION  = 

5.7% 

COEF.  OF 

VARIATION  = 

5.4% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

10.28 

1ST 

4.05 

10.94 

1ST 

4.31 

10.45 

2ND 

4.11 

11.12 

2ND 

4.38 

10.55 

3RD 

4.16 

11.23 

3RD 

4.42 

10.70 

5TH 

4.21 

11.38 

5TH 

4.48 

10.92 

10TH 

4.30 

11.61 

10TH 

4.57 

11.08 

15TH 

4.36 

11.76 

15TH 

4.63 

11.20 

20TH 

4.41 

11.88 

20TH 

4.68 

11.30 

25TH 

4.45 

11.99 

25TH 

4.72 

11.40 

30TH 

4.49 

12.08 

30TH 

4.76 

11.49 

35TH 

4.52 

12.17 

35TH 

4.79 

11.58 

40TH 

4.56 

12.25 

40TH 

4.82 

11.66 

45TH 

4.59 

12.33 

45TH 

4.86 

11.75 

50TH 

4.62 

12.42 

50TH 

4,89 

11.83 

55TH 

4.66 

12.50 

55TH 

4.92 

11.92 

60TH 

4.69 

12.58 

60TH 

4.95 

12.01 

65TH 

4.73 

12.67 

65TH 

4.99 

12.11 

70TH 

4.77 

12.77 

70TH 

5.03 

12.21 

75TH 

4.81 

12.87 

75TH 

5.07 

12.33 

80TH 

4.85 

12.99 

80TH 

5.11 

12.47 

85TH 

4.91 

13.13 

85TH 

5.17 

12.64 

90TH 

4.98 

13.31 

90TH 

5.24 

12.90 

95TH 

5.08 

13.59 

95TH 

5.35 

13.06 

97TH 

5.14 

13.78 

97TH 

5.43 

13.18 

98TH 

5.19 

13.92 

98TH 

5.48 

13.36 

99TH 

5.26 

14.15 

99TH 

5.57 
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(131)  WRIST-WALL  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

CO 

r-H 

MEAN  VALUE 

24.40 

00 

o 

CO 

MEAN  VALUE 

26.81 

.07 

SE (MEAN) 

.03 

.08 

SE (MEAN) 

.03 

3.21 

STD  DEVIATION 

1.26 

3.48 

STD  DEVIATION 

1.37 

.05 

SE ( STD  DEV) 

.02 

.06 

SE ( STD  DEV) 

.02 

76.30 

MAXIMUM 

30.04 

83.50 

MAXIMUM 

32.87 

50.80 

MINIMUM 

20.00 

56.50 

MINIMUM 

22.24 

SYMMETRY - VET  A  I 

KURTOS IS VETA  II 

COEF.  OF  VARIATION 
NUMBER  OF  SUBJECTS 

=  .20 
-  3.02 

»  5.2% 

»  2208 

SYMMETRY- — VET  A  I  = 

KURTOS  IS - VETA  II  - 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.19 

3.16 

5.1% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

55.30 

1ST 

21.77 

60.69 

1ST 

23,90 

55.89 

2ND 

22.00 

61.35 

2ND 

24.16 

56.30 

3RD 

22.16 

61.83 

3RD 

24 » 34 

56.89 

5TH 

22.40 

62.51 

5TH 

24.61 

57.89 

10TH 

22.79 

63.65 

10TH 

25.06 

58.60 

15TH 

23.07 

64.46 

15TH 

25,38 

59.19 

20TH 

23.30 

65.12 

20TH 

25.64 

59.71 

25TH 

23,51 

65.70 

25TH 

25.86 

50.18 

30TH 

23.69 

66.22 

3CTH 

26.07 

60.62 

35TH 

23.87 

66.70 

35TH 

26.26 

61.05 

40TH 

24.04 

67.16 

40TH 

26.44 

61.47 

45TH 

24.20 

67.61 

45TH 

26.62 

61.89 

50TH 

24.36 

68.05 

509’li 

26.79 

62.31 

55TH 

24.53 

68,49 

55TH 

26.96 

62.73 

60TH 

24.70 

68,94 

60TH 

27.14 

63.18 

65TH 

24.87 

69.40 

65TP 

27.32 

63.65 

7  0TH 

25.06 

69.89 

70TH 

27.52 

64.16 

75TH 

25.26 

70.42 

75TH 

27.73 

64.74 

80TH 

25.49 

71.02 

80TH 

27.96 

65.41 

85TH 

25.75 

71.71 

85TH 

28.23 

66.26 

S0TH 

26.09 

72.60 

90TH 

28,58 

67.52 

95TH 

26,58 

73.96 

95TH 

29.12 

68.34 

97TH 

26.91 

74.88 

97TH 

29.48 

68.95 

98TH 

27.15 

75.58 

98TH 

29.75 

69.91 

99TH 

27.52 

76.73 

99TH 

30.21 

1"7 


(132)  WR1ST-W.-.C.  LENGTH t  EXTENDED 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

67.93 

MEAN  VALUE 

26.71 

74,84 

MEAN  VALUE 

29.47 

.07 

SE(MSAN) 

.03 

.09 

SE  (MEAN) 

.03 

3.43 

STD  DEVIATION 

3.35 

3.73 

STD  DEVIATION 

1.47 

.05 

SIS  { STD  DEV) 

.02 

.06 

SE(STD  DEV) 

.02 

84.50 

MAXIMUM 

33.  27 

90.  .30 

MAXIMUM 

35.55 

56.00 

MINIMUM 

22  *  03 

63.00 

MINIMUM 

24.80 

SYMMETRY- 

— VETA  I  ® 

.17 

SYMMETRY- 

—VETA  I  = 

.14 

KURTOSIS- 

— VETA  II 

3.14 

KURTOS1S- 

— VETA  II  = 

3.23 

COEF.  OF 

VARIATION  « 

5 .  i  V> 

CO*F.  OF 

VARIATION  « 

5.0% 

NUMBER  OF 

SUBJECTS  «- 

2208 

NUICSEF  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

T7IE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

60.56 

1ST 

23 «■ 84 

66.43 

1ST 

26,15 

61.29 

2ND 

24.13 

67.34 

2ND 

26.51 

61.78 

3RD 

24.32 

67.94 

3RD 

26.75 

62  o 47 

5TH 

24.60 

68,78 

5TH 

27,08 

63.59 

lOTfl 

25.04 

70.09 

10TH 

27.59 

64.37 

1 5TH 

25.34 

70.98 

15TH 

27.95 

65,01 

20TH 

25.59 

71.69 

20TH 

2f<  23 

65.56 

25TH 

25.81 

72.31 

25TH 

28.47 

66.07 

30TH 

2C.01 

72.86 

30TH 

28.69 

66.54 

35TH 

26.20 

73,37 

35TH 

28.89 

66.99 

4CTH 

26.37 

73.85 

40TH 

29.08 

67.43 

45TH 

26,55 

74.32 

4STH 

29.26 

67.87 

50TH 

26.72 

7  4 ..  7  3 

50TH 

29.44 

68.31 

55TH 

26.89 

75.25 

55TH 

29.63 

68*76 

60  TH 

27.07 

75.72 

6  GTH 

29.81 

69.22 

65TH 

27.25 

76.21 

6  5TH 

30. CO 

69.72 

7  0TH 

27.45 

76,72 

70TH 

30.20 

70.25 

75TH 

27.66 

77.28 

75TH 

30.43 

70.85 

80TH 

27.90 

77.91 

BOTH 

30.67 

71.55 

85TH 

28.17 

78.65 

85TH 

30.37 

72.43 

90TH 

28.52 

79.61 

9  0TH 

31.34 

73.74 

95TH 

29.03 

81.07 

95TH 

31,92 

74.59 

97TK 

29.37 

82,36 

97TH 

32.31 

75  *  2 1 

9  8TH 

29.61 

92.82 

98Tif 

3/. .  61 

76.19 

99TH 

29.59 

84.08 

99t:: 

3  >.10 
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CHAPTER  IV 


THE  DERIVED  DIMENSIONS 


While  logistics  demand  a  reasonable  limit  to  the  number  of  dimensions  that  can  be 
measured  in  an  anthropometric  survey,  there  is  an  almost  infinite  number  of  additional  dimensions 
that  can  be  calculated  from  the  measured  data.  Some  60  additional  dimensions,  concentrated  in 
areas  applicable  to  clothing,  workspace,  and  analog  design,  were  derived  from  the  measured 
dimensions  in  this  survey.  These  are  intended  to  meet  some  of  the  more  specialized  needs  of 
designers  and  engineers  in  these  fields,  though  users  should  be  cautioned  that  calculated  data  may 
not  be  as  consistently  reliable  as  data  obtained  by  direct  measurement. 

A  visual  index  begins  on  the  next  page  and  is  followed  by  dimension  descriptions  (page 
l^J)  and  summary  statistics  (page  195). 


VISUAL  INDEX  -  DERIVED  DIMENSIONS 


(D 1) 

ABDOMINAL  LINK 

(012) 

CROTCH  LENGTH  ANTERIOR 

(W) 

(D4) 

ACROMION-AXILLA  LENGTH 

ARM  LENGTH 

AXILI  V-WAIST  LENGTH  (NATURAL 

(019) 

(D29) 

(OMPHALION) 

EYE  HEIGHT 

PELVIC  LINK 

INDENTATION) 

(D33) 

SHOULDER-WAIST  LENGTH 
(NATURAL  INDENTATION) 

(05) 

AXILLA- WAIST  LENGTH  (OMPHALION) 

(034) 

SHOULDER- WAIST  LENGTH 

m 

CALF  LINK 

(OMPHALION) 

(DIO) 

CLAVICLE  LINK 

(035) 

SLEEVE  JLNoEAM 

(Dll) 

CROTCH  LENGTH,  ANTERIOR 
(NATURAL  INDENTATION) 

(037) 

3TIIGH  LINK 
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VISUAL  INDEX  -  DERIVED  DIMENSIONS  (Continued) 


(D  i  3)  DACTYLION  HEIGHT 
(DI6)  ELBOW  REST  HEIGHT,  STANDING 
(D17)  ELBOW-CENTER  Or  GRIP  LENGTH 
(D 1 8)  ELBOW- WRIST  LENGTH 
(D20)  EYE-TRAGION  LINK 


(D25)  NECK  LINK 

(D30)  RISE  (NATURAL  INDENTATION) 

(D3 1)  RISE  (OMPHALION) 

(D38)  THORAX  LINK 

(D39)  THUMBTIP  REACH,  EXTENDED 

(D40)  TRAGION  HEIGHT 

(D47)  VERTICAL  INDEX  FINGERTIP  REACH 
DOWN 

(D59)  WAIST-WAIST  (NATURAL 

INDENTATION)  OVER  SHOI JLDER 

(D60)  W  /VIST-' WAIST  (OMPH  AUON) 

OVER  SHOULDER 
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VISUAL  INDEX  -  DERIVED  DIMENSIONS  (Continued) 


(D7)  CHEST  HEIGHT,  SITTING 

(D26)  NECK-BUTTOCK  LENGTH 

(D27)  NECK-GLUTEAL  FURROW  LENGTH 

(D28)  NECK-SCYE  LENGTH 

(D36)  SUPRASTERNALE  HEIGHT,  SITTING 

(D41)  TRAGION  HEIGHT,  SITTING 

(D45)  VERTICAL  GRIP  REACH,  SITTING 


(D49)  VERTICAL  INDEX  FINGERTIP  REACH, 
SITTING 

(D51)  VERTICAL  THUMBTIP  REACH,  SITTING 

(D54)  \L.\TICAL  WRIST  HEIGHT,  SITTING 

(D5i>)  WAIST  BACK.  VERTICAL  (NATURAL 
INDENTATION) 

(D56)  WAIST  BACK,  VERTICAL  (OMFHALION) 
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VISUAL  INDEX  -  DERIVED  DIMENSIONS  (Continued) 


(D32)  SHOULDER  SLOPE 
(D42)  VERTICAL  GRIP  REACH 
(D43)  VERTICAL  GRIP  REACH  DOWN 
(D44)  VERTICAL  GRIP  REACH,  EXTENDED 
(D46)  VERT1CA  L  INDEX  FINGERTIP  REACH 


(D48)  VERTICAL  INDEX  FINGERTIP  REACH, 
EXTENDED 

(D50)  VERTICAL  THUMBTIP  REACH  DO  >/W , 

(D52)  VERTICAL  WRIST  HEIGHT 

(D53)  VERTICAL.  WRIST  HEIGHT,  EXTO  .DP} 
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VISUAL  INDEX  -  DERIVED  DIMENSIONS  (Continued) 


(D14)  DACTYLION  REACH  FROM  WALL 

(D 1 5)  DACTYLION  REACH  FROM  W ALL, 
EXTENDED 

(D2l)  FUNCTIONAL  GRIP  REACH 

(D22)  FUNCTIONAL  GRIP  REACH,  EXTENDED 

(D23)  INDEX  FINGER  REACH 

(D24)  INDEX  FINGER  REACH,  EXTENDED 


DERIVED  VALUES,  NOT  ILLUSTRATED: 

(D8)  CHEST-WAIST  DROP,  NATURAL  INDEN¬ 
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DERIVED  DIMENSION  DESCRIPTIONS 


(Dl)  ABDOMINAL  LINK 

The  vertical  distance  between  the  inferior  point  of  the  right  tenth  rib  and  the  superior 
point  of  the  iliocristale  landmark  on  the  right  side  of  the  pelvis  is  calculated  as  follows: 
TENTH  RIB  HEIGHT  minus  ILIOCRISTALE  HEIGHT. 


(D2)  ACROMION- AXILLA  LENGTH 

The  vertical  distance  between  the  acromion  landmark  on  the  tip  of  the  right  shoulder 
and  the  anterior-scye-on-the-torso  landmark  of  a  subject  standing  erect  with  the  arms 
relaxed  at  the  sides  is  calculated  as  follows:  ACROMIAL  HEIGHT  minus  AXILLA 
HEIGHT. 


(D3)  ARM  LENGTH 

The  vertical  distance  between  the  acromion  landmark  on  the  tip  of  the  right  shoulder 
and  the  tip  of  the  middle  finger  of  a  subject  standing  erect  with  the  arms  straight  at  the 
sides  is  calculated  as  follows:  ACROMIAL  HEIGHT  minus  WRIST  HEIGHT  plus 
HAND  LENGTH. 


(D4)  AXILLA-WAIST  LENGTH  (NATURAL  INDENTATION) 

The  vertical  distance  between  the  right  anterior-scye-on-the-torso  landmark  and  the  level 
of  the  waist  at  its  natural  indentation  is  calculated  as  follows:  AXILLA  HEIGHT  minus 
WAIST  HEIGHT  (NATURAL  INDENTATION). 


(D5)  AXILLA-WAIST  LENGTH  (OMPHALION) 

The  vertical  distance  between  the  anterior-scye-on-the-torso  landmark  and  the  level  of 
the  waist  at  the  navel  (omphalion)  is  calculated  as  follows:  AXILLA  HEIGHT  minus 
WAIST  HEIGHT  (OMPHALION). 


(D6)  CALF  LINK 

The  vertical  distance  between  the  lateral  femoral  epicondyle  landmark  on  the  side  of  the 
right  knee  and  the  lateral  malleolus  landmark  on  the  outside  of  the  right  ankle  is 
calculated  as  follows:  LATERAL  FEMORAL  EPICONDYLE  HEIGHT  minus 
LATERAL  MALLEOLUS  HEIGHT. 
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(D7)  CREST  HEIGHT,  SITTING 

The  vertical  distance  between  a  sitting  surface  and  the  right  nipple  on  men  or  the  right 
bustpoint  on  women,  sitting  erect,  is  calculated  as  follows:  SITTING  HEIGHT  minus 
(STATURE  minus  CHEST  HEIGHT). 


(D8)  CHEST- WAIST  DROP  (NATURAL  INDENTATION) 

The  difference  between  the  circumference  of  the  chest  and  the  circumference  of  the 
waist  at  the  level  of  its  natural  indentation  is  calculated  as  follows:  CHEST 
CIRCUMFERENCE  minus  WAIST  CIRCUMFERENCE  (NATURAL  INDEN¬ 
TATION). 


(D9)  CHEST-WAIST  DROP  (OMPHAUON) 

The  difference  between  the  circumference  of  the  chest  and  the  circumference  of  the 
waist  at  the  level  of  the  navel  (omphalion)  is  calculated  as  follows:  CHEST 
CIRCUMFERENCE  minus  WAIST  CIRCUMFERENCE  (OMPHAUON). 


(DIO)  CLAVICLE  LINK 

The  distance  between  the  midline  of  the  body  and  the  acromion  landmark  on  the  tip  of 
the  right  shoulder  is  calculated  as  one-half  of  BIACROMIAL  BREADTH. 


(Dll)  CROTCH  LENGTH,  ANTERIOR  (NATURAL  INDENTATION) 

The  surface  distance  between  the  inner  thigh  landmark  and  the  abdomen  at  the  level  of 
the  waist  at  its  natural  indentation  of  a  subject  standing  with  one  leg  on  a  step  is 
calculated  as  follows:  CROTCH  LENGTH  (NATURAL  INDENTATION)  minus 
CROTCH  LENGTH,  POSTERIOR  (NATURAL  INDENTATION). 


(D12)  CROTCH  LENGTH  ANTERIOR  (OMPHAUON) 

The  surface  distance  between  the  inner  thigh  landmark  and  the  abdomen  at  the  level  of 
the  waist  at  the  navel  (omphalion)  of  a  subject  standing  with  one  leg  on  a  step  is 
calculated  as  follows:  CROTCH  LENGTH  (OMPHALION)  minus  CROTCH  LENGTH 
POSTERIOR  (OMPHAUON). 


(D13)  DACTYUON  HEIGHT 

The  vertical  distance  between  a  standing  surface  and  the  tip  of  the  right  middle  finger 
(dactylion)  of  a  subject  standing  erect  with  the  anus  and  hands  straight  at  the  sides  is 
calculated  as  follows:  WRIST  HEIGHT  minus  HAND  LENGTH. 


186 


(D14)  DACTYLION  REACH  FROM  WALL 


The  horizontal  distance  between  the  plane  of  the  back  and  the  tip  of  the  right  middle 
finger  of  a  subject  standing  erect  with  the  back  against  a  wall  and  the  arm,  hand,  and 
fingers  extended  forward  horizontally  is  calculated  as  follows:  WHIST-WALL  LENGTH 
phrs  HAND  LENGTH. 


(D15)  DACTYLION  REACH  FROM  WALL,  EXTENDED 

The  horizontal  distance  between  the  plane  of  the  back  and  the  tip  of  the  right  middle 
finger  of  a  subject  standing  erect  with  the  left  shoulder  against  a  wall  and  the  right 
shoulder,  arm,  hand,  and  fingers  extended  forward  horizontally  is  calculated  as  follows: 
WRIST-WALL  LENGTH,  EXTENDED  plus  HAND  LENGTH. 

(D16)  ELBOW  REST  HEIGHT,  STANDING 

The  vertical  distance  between  a  standing  surface  and  the  lowest  point  of  the  right  elbow 
of  a  subject  standing  erect  with  the  right  elbow  flexed  90  degrees  is  calculated  as  follows: 
ELBOW  REST  HEIGHT  plus  STATURE  minus  SITTING  HEIGHT. 

(D17)  ELBOW-CENTER  OF  GRIP  LENGTH 

The  horizontal  distance  between  the  posterior  point  of  the  right  elbow  flexed  90  degrees 
and  the  center  of  a  1-1/4"  diameter  dowel  gripped  vertically  in  the  right  hand  is  calculated 
as  follows:  FOREARM-HAND  LENGTH  minus  HAND  LENGTH  plus  WRIST- 
CENTER  OF  GRIP  LENGTH. 


(D18)  ELBOW- WRIST  LENGTH 

The  horizontal  distance  between  the  posterior  point  of  the  right  elbow  flexed  90  degrees 
and  the  stylion  landmark  on  the  right  wrist  of  a  subject  standing  with  the  forearm  and 
hand  held  horizontally  is  calculated  as  follows:  FOREARM-HAND  LENGTH  minus 
HAND  LENGTH. 


(D19)  EYE  HEIGHT 

The  vertical  distance  between  a  standing  surface  and  the  outer  corner  of  the  right  eye 
of  a  subject  standing  erect  with  the  head  in  the  Frankfort  plane  is  calculated  as  follows: 
EYE  HEIGHT,  SITTING  plus  STATURE  minus  SITTING  HEIGHT. 


(D20)  EYE  TRAGION  LINK 

The  distance  between  the  ectoorbitale  landmark  near  the  outer  comer  of  the  eye  and 
the  tragion  landmark  on  the  cartilaginous  flap  of  flesh  in  front  of  the  earhole  is  calculated 
using  the  distance  formula  for  the  points;  ECTOORBITALE  and  TRAGION. 

(D21)  FUNCTIONAL  GRIP  REACH 

The  horizontal  distance  between  the  vertical  plane  of  the  back  and  the  center  of  a  1-1/4" 
diameter  dowel  gripped  in  the  right  hand  of  a  subject  standing  erect  with  the  back  against 
a  wall  and  the  arm  and  hand  extended  forward  horizontally  is  calculated  as  follows: 
WRIST-WALL  LENGTH  plus  WRIST-CENTER  OF  GRIP  LENGTH. 

(D22)  FUNCTIONAL  GRIP  REACH,  EXTENDED 

The  horizontal  distance  between  the  vertical  plane  of  the  back  and  the  center  of  a  1-1/4" 
diameter  dowel  gripped  in  the  right  hand  of  a  subject  standing  erect  with  the  left  shoulder 
against  a  wall  and  the  right  shoulder,  arm,  and  hand  extended  forward  horizontally  as  far 
as  possible  is  calculated  as  follows:  WAIL-WRIST  LENGTH,  EXTENDED  plus  WRIST- 
CENTER  OF  GRIP  LENGTH. 


(D23)  INDEX  FINGER  REACH 

The  horizontal  distance  between  the  vertical  plane  of  the  back  and  the  tip  of  the  right 
index  finger  of  a  subject  standing  erect  with  the  back  against  a  wall  and  the  arm,  hand, 
and  fingers  extended  forward  horizontally  is  calculated  as  follows:  WRIST-WALL 
LENGTH  plus  WRIST-INDEX  FINGER  LENGTH. 


(D24)  INDEX  FINGER  REACH,  EXTENDED 

The  horizontal  distance  between  the  vertical  plane  of  the  back  and  the  tip  of  the  right 
index  finger  of  a  subject  standing  erect  with  the  left  shoulder  against  a  wall  and  the  right 
shoulder,  arm,  hand,  and  fingers  extended  forward  horizontally  as  far  as  possible  is 
calculated  as  follows:  WALL- WRIST  LENGTH,  EXTENDED  plus  WRIST-INDEX 
FINGER  LENGTH. 


(D25)  NECK  LINK 

The  vertical  distance  between  the  cervicale  landmark  at  the  base  of  the  back  of  the  neck 
and  the  tragion  landmark  on  the  cartilaginous  flap  of  flesh  in  front  of  the  earhole  is 
calculated  as  follows:  STATURE  minus  TRAGION-TOP  OF  HEAD  minus  CERVICALE 
HEIGH! 
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(D26)  NECK-BUTTOCK  LENGTH 

The  vertical  distance  between  the  cervicaie  landmark  at  the  base  of  the  back  of  the  neck 
and  the  level  of  the  maximum  prot  rusion  of  the  right  buttock  is  calculated  as  follows: 
CERVICALE  HEIGHT  minus  BUTTOCK  HEIGHT 


(D27)  NECK-GLUTEAL  FURROW  LENGTH 

The  vertical  distance  between  the  cervicaie  landmark  at  the  base  of  the  back  of  the  neck 
and  the  gluteal  furrow  landmark  at  the  juncture  of  the  right  buttock  with  the  back  of  the 
thigh  is  calculated  as  follows:  CERVICALE  HEIGHT  minus  GLUTEAL  FURROW 
HEIGHT. 


(D28)  NECK-SCYE  LENGTH 

The  vertical  distance  between  the  cervicaie  landmark  at  the  base  of  the  back  of  the  neck 
and  the  anterior  scye  landmark  at  the  bottom  of  the  axillary  fold  is  calculated  as  follows: 
CERVICALE  HEIGHT  minus  AXILLA  HEIGHT. 


(D29)  PELVIC  LINK 

The  vertical  distance  between  the  iiiocristale  landmark  on  the  right  side  of  the  pelvis  and 
the  level  of  the  trochanterion  landmark  on  the  right  hip  is  calculated  as  follows: 
ILIOCRISTALE  HEIGHT  minus  TROCHANTERIC  HEIGHT. 


(D30)  RISE  (NATURAL  INDENTATION) 

The  vertical  distance  between  the  level  of  the  waist  at  its  natural  indentation  and  the 
crotch  of  a  subject  standing  erect  is  calculated  as  follows:  WAIST  HEIGHT'  (NATURAL 
INDENTATION)  minus  CROTCH  HEIGHT. 


(D31)  RISE  (OMPHAUON) 

The  vertical  distance  between  the  level  of  the  waist  at  the  navel  (omphalion)  and  the 
crotch  of  a  subject  standing  erect  is  calculated  as  follows:  WAIST  HEIGHT 
(OMPHALION)  minus  CROTCH  HEIGHT. 


(D32)  SHOULDER  SLOPE 

The  degree  of  the  slope  of  the  right  shoulder  of  a  subject  standing  erect  with  the  arms 
relaxed  at  the  sides  is  calculated  as  follows:  Arcsin  of  (NECK  L. EIGHT,  LATERAL 
minus  ACROMIAL  HEIGHT)  divided  by  SHOULDER  LENGTH. 
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(D33)  SHOULDER- WAIST  LENGTH  (NATURAL  INDENTATION) 

The  vertical  distance  between  the  acromion  landmark  on  the  tip  of  the  right  shoulder 
and  the  level  of  the  waist  at  its  natural  indentation  of  a  subject  standing  erect  is  calculated 
as  follows:  ACROMIAL  HEIGHT  minus  WAIST  HEIGHT  (NATURAL 

INDENTATION). 

(D34)  SHOULDER-WAIST  LENGTH  (OMPHALION) 

The  vertical  distance  between  the  acromion  landmark  on  the  tip  of  the  right  shoulder 
and  the  level  of  the  waist  at  the  navel  (omphalion)  of  a  subject  standing  erect  is  calculated 
as  follows:  ACROMIAL  HEIGHT  minus  WAIST  HEIGHT  (OMPHALION). 

(D35)  SLEEVE  INSEAM 

The  vertical  distance  between  the  right  anterior-scye-on-the-torso  landmark  and  the  stylion 
landmark  on  the  right  wrist  of  a  subject  standing  erect  with  the  arms  straight  at  the  sides 
is  calculated  as  follows:  AXILLA  HEIGHT  minus  WRIST  HEIGHT. 


(D36)  SUPRASTERNALE  HEIGHT,  SITTING 

'The  vertical  distance  between  a  sitting  surface  and  the  suprastemale  landmark  on  the 
lowest  point  of  the  notch  at  the  top  of  the  breastbone  of  a  subject  sitting  erect  is 
calculated  as  follows:  SUPRASTERNALE  HEIGHT  minus  (STATURE  minus  SITTING 
HEIGHT). 

(D37)  THIGH  LINK 

The  vertical  distance  between  the  trochanterion  landmark  on  the  right  thigh  and  the 
lateral  femoral  epicondyle  landmark  on  the  side  of  the  knee  is  calculated  as  follows: 
TROCHANTERIC  HEIGHT  minus  LATERAL  FEMORAL  EPICONDYLE  HEIGHT. 


(D38)  THORAX  LINK 

The  vertical  distance  between  the  cervicale  landmark  at  the  base  of  the  back  of  the  neck 
and  the  level  of  the  interior  point  of  the  right  tenth  rib  is  calculated  as  follows: 
CERVICALE  HEIGHT  minus  TENTH  RIB  HEIGHT. 
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(D39)  TI1UMBTIP  REACH,  EXTENDED 

The  horizontal  distance  between  the  vertical  plane  of  the  back  and  the  tip  of  the  right 
thumb  of  a  subject  standing  creel  with  the  left  shoulder  against  a  wall  and  the  right 
shoulder,  arm,  and  hand  extended  forward  horizontally  wiih  the  thumb  lying  on  the  first 
knuckle  of  the  forefinger  is  calculated  as  follows:  WRIST-WALL  LENGTH, 
EXTENDED  plus  WRIST-THUMBTIP  LENGTH. 


(D40)  TRAGION  HEIGHT 

The  vertical  distance  between  a  standing  surface  and  the  tragion  landmark  on  the 
cartilaginous  flap  of  flesh  in  front  of  the  right  earhole  of  a  subject  standing  erect  with 
the  head  in  the  Frankfort  plane  is  calculated  as  follows:  STATURE  minus  TRAGION- 
TOP  OF  HEAD. 


(D41)  TRAGION  HEIGHT,  SITTING 

The  vertical  distance  between  a  sitting  surface  and  the  tragion  landmark  on  the 
cartilaginous  flap  of  flesh  in  front  of  the  right  earhole  of  a  subject  sitting  erect  with  the 
head  in  the  Frankfort  plane  is  calculated  as  follows:  SITTING  HEIGHT  minus 
TRAGION-TOP  OF  HEAD. 


(D42)  VERTICAL  GRIP  REACH 

The  vertical  distance  between  a  standing  surface  and  the  center  of  a  1-1/4"  diameter 
dowel  gripped  horizontally  in  the  right  hand  of  a  subject  standing  erect  with  the  shoulder, 
arm,  and  hand  held  straight  overhead  is  calculated  as  follows:  OVERHEAD  FINGERTIP 
REACH  minus  HAND  LENGTH  plus  WRIST-CENTER  OF  GRIP  LENGTH. 


(D43)  VERTICAL  GRIP  REACH  DOWN 

The  vertical  distance  between  the  acromion  landmark  on  the  tip  of  the  right  shoulder 
and  the  center  of  a  1-1/4"  diameter  dowel  gripped  perpendicularly  in  the  right  hand  of 
a  subject  standing  erect  with  the  arms  held  straight  at  the  sides  is  calculated  as  follows: 
ACROMIAL  HEIGHT  minus  WRIST  HEIGHT  plus  WRIST-CENTER  OF  GRIP 
LENGTH. 


(D44)  VERTICAL  GRIP  REACH,  EXTENDED 

The  vertical  distance  between  a  standing  surface  and  the  center  of  a  1-1/4"  diameter 
dowel  gripped  horizontally  in  the  right  hand  of  a  subject  standing  on  the  toes  and  reaching 
straight  overhead  as  far  as  possible  is  calculated  as  follows:  OVERHEAD  FINGERTIP 
REACH,  EXTENDED  minus  HAND  LENGTH  plus  WRIST-CENTER  OF  GRIP 
LENGTH. 
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(D45)  VERTICAL  GRIP  REACH,  SITTING 

The  vertical  distance  between  a  sitting  surface  and  the  center  of  a  1-1/4"  diameter  dowel 
gripped  horizontally  in  the  right  hand  of  a  subject  sitting  erect  with  the  arm  held  straight 
overhead  is  calculated  as  follows:  OVERHEAD  FINGERTIP  REACH,  SITTING  minus 
HAND  LENGTH  plus  WRIST-CENTER  OF  GRIP  LENGTH. 


(D46)  VERTICAL  INDEX  FINGERTIP  REACH 

The  vertical  distance  between  a  standing  surface  and  the  tip  of  the  right  index  finger  of 
a  subject  standing  erect  with  the  right  shoulder,  arm,  and  fingers  stretched  straight 
overhead  is  calculated  as  follows:  OVERHEAD  FINGERTIP  REACH  minus  HAND 
LENGTH  plus  WRIST-INDEX  FINGER  LENGTH. 


(D47)  VERTICAL  INDEX  FINGERTIP  REACH  DOWN 

The  vertical  distance  between  the  acromion  landmark  on  the  tip  of  the  right  shoulder 
and  the  tip  of  the  right  index  finger  of  a  subject  standing  erect  with  the  arms,  hands,  and 
fingers  held  straight  down  at  the  sides  is  calculated  as  follows:  ACROMIAL  HEIGHT 
minus  WRIST  HEIGHT  plus  WRIST-INDEX  FINGER  LENGTH. 


(i  ;48)  VtRi  iCAL  INDEX  riNGnK  1  ir  keAcH,  EXteN DED 

The  vertical  distance  between  a  standing  surface  and  the  tip  of  the  right  index  finger  of 
a  subject  standing  on  the  tips  of  the  toes  and  reaching  overhead  as  far  as  possible  with 
the  arms,  hands,  and  fingers  straight  and  parallel  is  calculated  as  follows:  OVERHEAD 
FINGERTIP  REACH,  EXTENDED  minus  HAND  LENGTH  plus  WRIST-INDEX 
FINGER  LENGTH 


(D49)  VERTICAL  INDEX  FINGERTIP  REACH,  SITTING 

The  vertical  distance  between  a  sitting  surface  and  the  tip  of  the  right  index  finger  of  a 
subject  sitting  erect  and  raising  the  right  shoulder,  arm,  and  fingers  straight  overhead  is 
calculated  as  follows:  OVERHEAD  FINGERTIP  REACH,  SITTING  minus  HAND 
LENGTH  plus  WRIST-INDEX  FINGER  LENGTH. 


(D50)  VERTICAL  THUMBTIP  REACH  DOWN 

The  vertical  distance  between  the  acromion  landmark  on  the  tip  of  the  right  shoulder 
and  the  tip  of  the  right  thumb  of  a  subject  standing  erect  with  the  arms  held  straight 
down  and  the  thumb  lying  on  the  first  knuckle  of  the  index  finger  is  calculated  as  follows: 
ACROMIAL  HEIGHT  minus  WRIST  HEIGHT  plus  WRIST-THUMBTIP  LENGTH. 
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(D51)  VERTICAL  THUMBT1P  REACH,  SPITING 

ITe  vertical  distance  between  a  sitting  surface  and  the  tip  of  the  right  thumb  of  a  subject 
sitting  erect  with  the  rignt  shoulder,  arm,  and  hand  held  straight  overhead  with  the  thumb 
lying  on  the  first  knuckle  of  the  index  finger  is  calculated  as  follows:  OVERHEAD 
FINGERTIP  REACH,  SITTING  minus  HAND  LENGTH  plus  WRIST-TH UMBTIP 
LENGTH. 


(D52)  VERTICAL  WRIST  HEIGHT 

The  vertical  distance  between  a  standing  surface  and  the  stylion  landmark  on  the  right 
wrist  of  a  subject  standing  erect  with  the  shoulder,  arm,  and  hand  held  straight  overhead 
is  calculated  as  follows:  OVERHEAD  FINGERTIP  REACH  minus  HAND  LENGTH. 


(D53)  VERTICAL  WRIST  HEIGHT,  EXTENDED 

The  vertical  distance  between  a  standing  surface  and  the  stylion  landmark  on  the  right 
wrist  of  a  subject  standing  on  the  toes  and  reaching  straight  overhead  as  far  as  possible 
is  calculated  as  follows:  OVERHEAD  FINGERTIP  REACH,  EXTENDED  minus 
HAND  LENGTH. 


(D54)  VERTICAL  WRIST  HEIGHT,  SITTING 

The  vertical  distance  between  a  sitting  surface  and  the  stylion  landmark  on  the  right  wrist 
of  a  subject  sitting  erect  reaching  straight  overhead  is  calculated  as  follows:  OVERHEAD 
FINGERTIP  REACH,  SITTINC  minus  HAND  LENGTH. 

(D55)  WAIST  BACK,  VERTICAL  (NATURAL  INDENTATION) 

The  vertical  distance  between  the  cervicale  landmark  at  the  base  of  the  back  of  the  neck 
and  the  level  of  the  waist  at  its  natural  indentation  is  calculated  as  follows:  CERVICALE 
HEIGHT  minus  WAIST  HEIGHT  (NATURAL  INDENTATION). 

(D56)  WAIST  BACK,  VERTICAL  (OMPHALION) 

The  vertical  distance  between  the  cervicale  landmark  at  the  base  of  the  back  of  the  neck 
and  the  waist  at  the  level  of  the  navel  (omphalion)  is  calculated  as  follows:  CERVICALE 
HEIGHT  minus  WAIST  HEIGHT  (OMPHALION). 
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(D57)  WAIST-BUTTOCK  DROP  (NATURAL  INDENTATION) 


The  difference  between  the  circumference  of  the  waist  at  the  level  of  its  natural 
indentation  and  the  torso  circumference  at  the  level  of  the  maximum  protrusion  of  the 
right  buttock  is  calculated  as  follows:  BUTTOCK  CIRCUMFERENCE  minus  WAIST 
CIRCUMFERENCE  (NATURAL  INDENTATION). 

(D58)  WAIST-BUTTOCK  DROP  (OMPHALION) 

The  difference  between  the  circumference  of  the  waist  at  the  level  of  the  navel 
(omphalion)  and  the  torso  circumference  at  the  level  of  the  maximum  protrusion  of  the 
right  buttock  is  calculated  as  follows:  BUTTOCK  CIRCUMFERENCE  minus  WAIST 
CIRCUMFERENCE  (OMPHALION). 

(D59)  WAIST-WAIST  (NATURAL  INDENTATION)  OVER  SHOULDER 

The  vertical  circumference  of  the  upper  torso  between  the  front  of  the  waist  at  its  natural 
indentation  passing  up  over  the  right  nipple  on  men  or  the  right  bustpolnt  on  women, 
over  the  shoulder,  and  down  the  back  to  the  waist  at  the  level  of  its  natural  indentation 
is  calculated  as  follows:  VERTICAL  TRUNK  CIRCUMFERENCE  (USA)  minus 
CROTCH  LENGTH  (NATURAL  INDENTATION). 

(D60)  WAIST  WAIST  (OMPHALION)  OVER  SHOULDER 

The  vertical  circumference  of  the  upper  torso  between  the  front  of  the  waist  at  the  navel 
(omphalion)  passing  up  over  the  right  nipple  on  men  or  the  right  bustpoint  on  women, 
over  the  shoulder,  and  down  the  back  to  the  waist,  at  the  level  of  the  navel  is  calculated 
as  follows:  VERTICAL  TRUNK  CIRCUMFERENCE  (USA)  minus  CROTCH  LENGTH 
(OMPHALION). 
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(Dl)  ABDOMINAL  LINK 


FEMALE 

CENTIMETERS 

INCHES 

5.56 

MEAN  VALUE 

2.19 

.03 

SE (MEAN) 

.01 

1.47 

STD  DEVIATION 

.58 

.02 

SE ( STD  DEV) 

.01 

11.00 

MAXIMUM 

4.33 

.60 

MINIMUM 

.24 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.  18 
3.24 
26.5% 
2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

2.16 

1ST 

.85 

2.61 

2ND 

1.03 

2.87 

3RD 

1.13 

3.22 

5TH 

1.27 

3.74 

10TH 

1.47 

4.07 

15TH 

1.60 

4.34 

20TH 

1.71 

4.56 

25TH 

1.80 

4.77 

30TH 

1.88 

4.96 

35TH 

1.95 

5.14 

40TH 

2.03 

5.32 

45TH 

2.10 

5.50 

50TH 

2.17 

5.68 

55TII 

2.24 

5.87 

60TH 

2.31 

6.06 

65TH 

2.39 

6.27 

70TH 

2.47 

6.50 

75TH 

2.56 

6.77 

80TH 

2.66 

7.08 

85TH 

2.79 

7.48 

90TH 

2.95 

8.10 

95TH 

3.19 

8.50 

97TH 

3.35 

8.81 

98TH 

3.47 

9.28 

99TH 

3.66 

MALE 


CENTIMETERS  INCHES 


4.78 

MEAN  VALUE 

1.88 

.04 

SE (MEAN ) 

.01 

1.57 

STD  DEVIATION 

.62 

.03 

SE ( STD  DEV) 

.01 

11.00 

MAXIMUM 

4.33 

.10 

MINIMUM 

.04 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  « 

COEF .  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.41 

3.63 

32.7% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

1.33 

1ST 

.52 

1.77 

2ND 

.70 

2.04 

3RD 

.80 

2.39 

5TH 

.94 

2.91 

10TH 

1.15 

3.25 

15TH 

1.28 

3.52 

20TH 

1.38 

3.75 

25TH 

1.47 

3.95 

30TH 

1.56 

4.14 

35TH 

1.63 

4.32 

40TH 

1.70 

4.50 

45TH 

1.77 

4.68 

50TH 

1.84 

4.86 

55TH 

1.91 

5.05 

60TH 

1.99 

5.25 

65TH 

2.07 

5.46 

70TH 

2.15 

5.70 

75TH 

2.25 

5.98 

80TH 

2.36 

6.32 

85TH 

2.49 

6.78 

90TH 

2.67 

7.52 

95TH 

2.96 

8.05 

97TH 

3.17 

8.47 

98TH 

3.33 

9.17 

99Ti: 

3.61 
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(D2)  ACROMION-AXILLA  LENGTH 


FEMALE 


CENTIMETERS 

INCHES 

9.99 

MEAN  VALUE 

3.93 

.02 

SE (MEAN) 

.01 

.91 

STD  DEVIATION 

.36 

.01 

SE ( STD  DEV) 

.01 

13.30 

MAXIMUM 

5.24 

6.80 

MINIMUM 

2.68 

SYMMETRY- 
KURTOSIS- 
COEF.  OF 
NUMBER  OF 

— VETA  I  = 
— VETA  II  = 
VARIATION  = 

“  SUBJECTS  = 

.04 

3.07 

9.1% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

7.86 

1ST 

3.10 

8.11 

2ND 

3.19 

8.27 

3RD 

3.26 

8.49 

5TH 

3.34 

8.83 

10TH 

3.48 

9.05 

15TH 

3.56 

9.23 

20TH 

3.63 

9.38 

25TH 

3.69 

9.52 

30TH 

3.75 

9.64 

35TH 

3.80 

9.76 

40TH 

3.84 

9.88 

45TH 

3.89 

9.99 

50TH 

3.93 

10.10 

55TH 

3.98 

10.22 

60TH 

4.02 

10.33 

65TH 

4.07 

10.46 

70TH 

4.12 

10.59 

75TH 

4.17 

10.75 

80TH 

4.23 

10.92 

85TH 

4.30 

11.15 

90TH 

4.39 

11.50 

95TH 

4.53 

11.73 

97TH 

4.62 

11.91 

98TH 

4.69 

12.20 

99TH 

4.80 

MALE 


CENTIMETERS  INCHES 


12.16  MEAN  VALUE  4.79 

.02  SE(MEAN)  .01 

1.03  STD  DEVIATION  .40 
.02  SE ( STD  DEV)  .01 

16.60  MAXIMUM  6.54 

8.80  MINIMUM  3.46 


SYMMETRY - VETA  I  =  .22 

KURTOSIS - VETA  II  =  3.22 

COEF.  OF  VARIATION  =  8.4% 

NUMBER  OF  SUBJECTS  =  1774 


THE  PERCENTILES 


CENTIMETERS  INCHES 


9.90 

1ST 

3.90 

10.17 

2ND 

4.00 

10.33 

3RD 

4.07 

10,55 

5TH 

4.15 

10.89 

10TH 

4.29 

11.12 

15TH 

4.38 

11.30 

20TH 

4.45 

11.46 

25TH 

4.51 

11.61 

30TH 

4.57 

11.74 

35TH 

4  v  62 

11.87 

40TH 

4.67 

12.00 

45TH 

4.72 

12.13 

50TH 

4.77 

12.25 

55TH 

4.82 

12.39 

60TH 

4.88 

12.52 

65TH 

4.93 

12.67 

70TK 

4.99 

12.83 

75TH 

5.05 

13.01 

80TH 

5.12 

13.23 

85TH 

5.21 

13.50 

90TH 

5.32 

13.91 

95TH 

5.48 

14.17 

97TH 

5.58 

14.36 

98TH 

5.65 

14.65 

99TH 

5.77 
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( D3 )  ARM  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

72.37 

MEAN  VALUE 

28.49 

78.97 

MEAN  VALUE 

31.09 

.08 

SE (MEAN ) 

.03 

.09 

SE (MEAN) 

.04 

3.84 

STD  DEVIATION 

1.51 

3.86 

STD  DEVIATION 

1.52 

.06 

SE ( STD  DEV) 

.02 

,06 

SE ( STD  DEV) 

.03 

87.10 

MAXIMUM 

34.29 

95.90 

MAXIMUM 

37.76 

57.90 

MINIMUM 

22.80 

64.10 

MINIMUM 

25.24 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  -= 
NUMBER  OF  SUBJECTS  = 

.12 

3,12 

5.3% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.14 

3.21 

4.9% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

63.74 

1ST 

25.09 

70.43 

1ST 

27.73 

64.71 

2ND 

25.48 

71.42 

2ND 

28,12 

65.33 

3RD 

25.72 

72.03 

3RD 

28.36 

66.18 

5TH 

26.06 

72.85 

5TH 

28.68 

67.50 

10TH 

26.58 

74.12 

10TH 

29.18 

68.40 

15TH 

26.93 

74.99 

15TH 

29.52 

69.12 

20TH 

27.21 

75.68 

20TH 

29.80 

69.74 

25TH 

27.46 

76.29 

25TH 

30.04 

70.31 

30TH 

27.68 

76.84 

30TH 

30.25 

70.83 

35TH 

27.88 

77,36 

35TH 

30.46 

71.32 

40TH 

28.08 

77.86 

40TH 

30.65 

71.81 

45TH 

28.27 

78.35 

45TH 

30.85 

72.29 

50TH 

28.46 

78.84 

50TH 

31.04 

72.77 

55TH 

28.65 

79.33 

55TH 

31.23 

73,26 

60TH 

28.84 

79.84 

60TH 

31.43 

73.77 

65TH 

29.04 

80.37 

65TH 

31.64 

74.31 

70TH 

29.26 

80.93 

70TH 

31.86 

74.90 

75TH 

29.49 

81.55 

75TH 

32.11 

75.57 

BOTH 

29.75 

82.24 

80TH 

32.38 

76.34 

85TH 

30.05 

83.05 

85TH 

32.70 

77.32 

90TH 

30.44 

84.08 

90TH 

33,10 

78.79 

95TH 

31.02 

85.58 

95TH 

3  j  .69 

79.76 

97TH 

31.40 

86.53 

97TH 

34.07 

80.47 

98TH 

31.68 

87.21 

98TH 

34.33 

81.59 

99TH 

32.12 

88.23 

99TH 

34.74 
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( D4 )  AXILLA-WAIST  LENGTH  (NATURAL  INDENTATION) 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

17.71 

MEAN  VALUE 

6.97 

19.38 

MEAN  VALUE 

7.63 

.05 

SE (MEAN) 

.02 

.05 

SE (MEAN) 

.02 

2.15 

STD  DEVIATION 

.85 

2.00 

STD  DEVIATION 

.79 

.03 

SE ( STD  DEV) 

.01 

.03 

SE ( STD  DEV) 

.01 

26.80 

MAXIMUM 

10.55 

27.40 

MAXIMUM 

10.79 

10.50 

MINIMUM 

4.13 

13.40 

MINIMUM 

5.28 

SYMMETRY- 

— VETA  I  = 

.31 

SYMMETRY- 

— VETA  I  = 

.02 

KURTOSIS- 

— VETA  II  = 

3.11 

KURTOSIS- 

— VETA  II  = 

2.90 

COEF.  OF 

VARIATION  = 

12.1% 

COEF.  or 

VARIATION  = 

10.3% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

13.23 

1ST 

5.21 

14.74 

1ST 

5.80 

13.71 

2ND 

5.40 

15.25 

2ND 

6.00 

14.02 

3RD 

5.52 

15.58 

3RD 

6.14 

14.42 

5TH 

5.68 

16.05 

5TH 

6.32 

15.06 

10TH 

5.93 

16.77 

10TH 

6.60 

15.51 

15TH 

6.11 

17.27 

15TH 

6.80 

15.87 

20TH 

6,25 

17.66 

20TH 

6.95 

16.19 

25TH 

6.38 

18,00 

25TH 

7.09 

16.49 

30TH 

6.49 

18.31 

30TH 

7.21 

16.77 

35TH 

6.60 

18.60 

35TH 

7.32 

17.04 

40TH 

6.71 

18.87 

40TH 

7.43 

17.31 

45TH 

6.81 

19.13 

45TH 

7.53 

17.58 

50TH 

6.92 

19.39 

50TH 

7.63 

17.86 

55TH 

7.03 

19.64 

55TH 

7.73 

18.14 

60TH 

7.14 

19.90 

60TH 

7.84 

18.44 

65TH 

7,26 

20.17 

65TH 

7.94 

18.76 

70TH 

7.39 

20.45 

70TH 

8.05 

19.11 

75TH 

7,52 

20.75 

75TH 

S .  17 

19.51 

80TH 

7.68 

21.09 

80TH 

8.30 

19.98 

85TH 

7.87 

21.48 

85TH 

8.46 

20.57 

90TH 

8.10 

21.96 

90TH 

8.65 

21.45 

95TH 

8.44 

22.66 

95TH 

8.92 

22.00 

97TH 

8.66 

23.11 

97TH 

9.10 

22.39 

98TH 

8.82 

23.43 

98TH 

9.23 

22.98 

99TH 

9.05 

23.93 

99TH 

9.42 
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(  D5  )  AXILLA-WAIST  LENGTH  (OMPHALION) 


FEMALE 


CENTIMETERS  INCHES 


25.15  MEAN  VALUE  9.90 

.04  SE (MEAN)  .02 

1.91  ST.;  DEVIATION  .75 
.03  SE ( STD  DEV)  .01 
32.90  MAXIMUM  12.95 

19.40  MINIMUM  7.64 


SYMMETRY - VETA  I  =  .18 

KURTOSIS - VETA  II  =  3.11 

COEF.  OF  VARIATION  =  7.6% 

NUMBER  OF  SUBJECTS  =  2208 


THE  PERCENTILES 


CENTIMETERS  INCHES 


20.91 

1ST 

8.23 

21.41 

2ND 

8.43 

21.72 

3RD 

8.55 

22 . 13 

5TH 

8,71 

22,77 

10TH 

8.97 

23.20 

15TH 

9.14 

23,55 

20TH 

9.27 

23.85 

25TH 

9.39 

24 . 12 

30TH 

9.50 

24.37 

35TH 

9.60 

24.61 

40TH 

9.69 

24.85 

451'H 

9.78 

25.09 

50TH 

9.88 

25.33 

55TH 

9.97 

25.57 

60TH 

10.07 

25.82 

65TH 

10.17 

26.10 

70TH 

10.27 

26.39 

75TH 

10.39 

26.73 

80TH 

10.52 

27.12 

85TH 

10.68 

27.63 

90TH 

10.88 

28.39 

95TH 

11.18 

28.88 

97TH 

11.37 

29.25 

98TK 

11.51 

29.82 

99TH 

11.74 

MALE 


CENTIMETERS  INCHES 


26.21 

MEAN  VALUE 

10.32 

.05 

SE(MEAN) 

.02 

2.13 

STD  DEVIATION 

.84 

.04 

SE ( STD  DEV) 

.01 

34.50 

MAXIMUM 

19.00 

MINIMUM 

‘  *  ft 

SYMMETRY- 

—VETA  I  = 

.21 

KURTOSIS- 

— VETA  II  = 

3.15 

COEF.  OF 

VARIATION  - 

8.1% 

NUMBER  OF 

SUBJECTS  = 

1771 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

21.46 

1ST 

8.45 

22.01 

2ND 

8.66 

22.35 

3RD 

8 .80 

22.82 

5TH 

8.98 

23.54 

10TH 

9.27 

24.02 

15TH 

9.46 

24.41 

20TH 

9.61 

24.74 

25TH 

9.74 

25.05 

30TH 

9.86 

25,33 

35TH 

9.97 

25.60 

40TH 

10.08 

25.86 

45TH 

10.18 

26.13 

50TH 

10.29 

26.39 

55TH 

10.39 

26.67 

60TH 

10.50 

26.95 

65TH 

10.61 

27.25 

70TH 

10.73 

27.59 

75TH 

10.86 

27.97 

80TH 

11.01 

28.41 

85TH 

11.19 

28.99 

90TH 

11.41 

29.87 

95TH 

11.76 

30.45 

97TH 

11.99 

30.89 

98TH 

12.16 

31.60 

99TH 

12.44 
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(  D6 )  CALF  LINK 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

40.04 

MEAN  VALLE 

15.77 

43.45 

MEAN  VALUE 

17.11 

.05 

SE (MEAN) 

.02 

.06 

SE (MEAN) 

.02 

2.36 

STD  DEVIATION 

.93 

2.45 

STD  DEVIATION 

.96 

.04 

SE ( STD  DEV) 

.01 

.04 

SE(STD  DEV) 

.02 

50.90 

MAXIMUM 

20.04 

53.30 

MAXIMUM 

20.98 

29.30 

MINIMUM 

11.54 

33.80 

MINIMUM 

13.31 

SYMMETRY - VET  A  I  = 

KURTOSIS—- VETA  II  = 
COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.16 

3.23 

5.9% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.19 

3.14 

5.6% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

34.84 

1ST 

13.72 

38.07 

1ST 

14.99 

35.41 

2ND 

13.94 

38.72 

2ND 

15.24 

35.78 

3RD 

14.09 

39.11 

3RD 

15.40 

36.28 

5TH 

14.28 

39.63 

5TH 

15.60 

37.07 

10TH 

14.59 

40.42 

10TH 

15.91 

37.60 

15TH 

14.80 

40.95 

15TH 

16.12 

38.04 

20TH 

14.97 

41.38 

20TH 

16.29 

38.41 

25TH 

15.12 

41.75 

25  ■'H 

16.44 

38.76 

30TH 

15.26 

42.10 

3QT.: 

16.57 

39.08 

35TH 

15.38 

42.42 

35TH 

16.70 

39.38 

40TH 

15.50 

42.73 

40TH 

16.82 

39.68 

45TH 

15.62 

43.03 

45TH 

16.94 

39.98 

50TH 

15.74 

43.34 

50TH 

17.06 

40.28 

55TH 

15.86 

43.65 

55TH 

17.19 

40.59 

6CTH 

15.98 

43.98 

60TH 

17.31 

40.91 

65TH 

16.10 

44.31 

65TH 

17.45 

41.25 

70TH 

16.24 

44.67 

70TH 

17.59 

41.62 

75TH 

16.38 

45.06 

75TH 

17.74 

42.03 

80TH 

16.55 

45.51 

80TH 

17.92 

42.52 

85TH 

16.74 

46.02 

85TH 

18.12 

43.14 

90TH 

16.98 

46.67 

90TH 

18.38 

44.05 

95TH 

17.34 

47.62 

95TH 

18.75 

44.64 

97TH 

17.58 

48.21 

97TH 

18.98 

45.08 

98TH 

17.75 

48.62 

98TH 

19.14 

45.75 

99TH 

18.01 

49.22 

99TH 

19.38 
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( D7 )  CHEST  HEIGHT,  SITTING 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

39.70 

MEAN  VALUE 

15.63 

43.40 

MEAN  VALUE 

17.09 

.06 

SE (MEAN) 

.02 

.06 

SE (MEAN ) 

.02 

2.74 

STD  DEVIATION 

1.08 

2.45 

STD  DEVIATION 

.96 

.04 

SE ( STD  DEV) 

.02 

.04 

SE ( STD  DEV) 

.02 

50.30 

MAXIMUM 

19.80 

51.60 

MAXIMUM 

20.31 

30.20 

MINIMUM 

11.89 

34.70 

MINIMUM 

13.66 

SYMMETRY- 

— VETA  I  - 

-.07 

SYMMETRY- 

— VETA  I  = 

.03 

KURTGSIS- 

— VETA  II  = 

3.21 

KURTOSIS- 

— VETA  II  = 

3.14 

COEF.  OF 

VARIATION  = 

6.9% 

COEF.  OF 

VARIATION  = 

5.6% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

32.81 

1ST 

12.92 

37.64 

1ST 

14.82 

33.84 

2ND 

13.32 

38.33 

2ND 

15.09 

34.43 

3RD 

13.56 

38.77 

3RD 

15.26 

35.19 

5TH 

13.85 

39.37 

5TH 

15.50 

36.26 

10TH 

14.28 

40.28 

10TH 

15.86 

36.94 

15TH 

14.55 

40.89 

15TH 

16.10 

37.47 

20TH 

14.75 

41.37 

20TH 

16.29 

37.91 

25TH 

14.93 

41.78 

25TH 

16.45 

38.31 

30TH 

15.08 

42.14 

30TH 

16.59 

38.67 

35TH 

15.22 

42.48 

35TH 

16.72 

39.01 

40TH 

15.36 

42.79 

40TH 

16,85 

39.35 

45TH 

15.49 

43.10 

45TH 

16.97 

39.68 

50TH 

15.62 

43.40 

50TH 

17.09 

40.02 

55TH 

15.75 

43.70 

55TH 

17.20 

40.36 

60TH 

15.89 

44.00 

60TH 

17.32 

40.71 

65TH 

16.03 

44.31 

65TH 

17.45 

41.09 

70TH 

16  *  18 

44.64 

70TH 

17.58 

41.50 

75TH 

16.34 

45.00 

75TH 

17.72 

41.97 

80TH 

16.52 

45.41 

80TH 

17.88 

42.51 

85TH 

16.74 

45.88 

85TH 

18.06 

43.20 

90TH 

17.01 

46.49 

90TH 

18.30 

44.21 

95TH 

17.41 

47.44 

95TH 

18.68 

44.86 

97TH 

17.66 

48.08 

97TH 

18.93 

45.32 

98TH 

17.84 

48.57 

98TH 

19.12 

46.00 

99TH 

18.11 

49.39 

99TH 

19.44 
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(D8)  CHEST-WAIST  DROP  (NATURAL  INDENTATION) 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

18.16 

MEAN  VALUE 

7 . 15 

15.15 

MEAN  VALUE 

5.96 

.07 

SE  (MEAN) 

.03 

.08 

SE(MEAN) 

.03 

3.31 

STD  DEVIATION 

1.30 

3.55 

STD  DEVIATION  1.40 

.05 

SE ( STD  DEV) 

.02 

.06 

SE(STD  DEV) 

.02 

31.00 

MAXIMUM 

12.20 

29.70 

MAXIMUM 

11.69 

5.80 

MINIMUM 

2.28 

4.20 

MINIMUM 

1.65 

SYMMETRY- 

— VETA  I  = 

.05 

SYMMETRY- 

—VETA  I  =* 

.08 

KURTOSIS- 

— VETA  II  = 

3.27 

KURTOSIS- 

— VETA  II  = 

3.28 

COEF.  OF 

VARIATION  = 

18.2% 

COEF.  OF 

VARIATION  = 

23.4% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

10.30 

1ST 

4.06 

6.66 

1ST 

2.62 

11.26 

2ND 

4.43 

7.75 

2ND 

3.05 

11.87 

3RD 

4.67 

8.43 

3RD 

3.32 

12.69 

5TH 

5.00 

9.32 

5TH 

3.67 

13.93 

10TH 

5.49 

10.64 

I0TH 

4  o  19 

14.76 

15TH 

5.81 

11.52 

15TH 

4.53 

15.41 

20TH 

6.07 

12.20 

20TH 

4.80 

15.96 

25TH 

6.28 

12.78 

25TH 

5.03 

16.45 

30TH 

6.48 

13.30 

30TH 

5.24 

16.91 

35TH 

6.66 

13.79 

35TH 

5.43 

17.34 

40TH 

6.83 

14.24 

40TH 

5.61 

17.75 

45TH 

6.99 

14.68 

45TH 

5,78 

18.16 

50TH 

7.15 

15.12 

50TH 

5.95 

18.56 

55TH 

7.31 

15.56 

55TH 

6.12 

18.98 

60TH 

7.47 

16.00 

60TH 

6.30 

19.40 

65TH 

7.64 

16.46 

65TH 

6.48 

19.85 

70TH 

7.82 

16.95 

70TH 

6.67 

20.34 

75TH 

8.01 

17.49 

75TH 

6.88 

20.89 

BOTH 

8,23 

18.09 

80TH 

7.12 

21.54 

85TH 

8.48 

18.80 

85TH 

7.40 

22.37 

90TH 

8.81 

19.70 

90TH 

7.76 

23.63 

95TH 

9.30 

21.07 

95TH 

8.30 

24.48 

97TH 

9.64 

21.99 

97TH 

8.66 

25.12 

98TH 

9,89 

22.67 

98TH 

8.92 

26,17 

99TH 

10.30 

23.76 

99TH 

9.35 
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(D3) 

CHEST-WAIST 

DROP  (OMPHALION) 

FEMALE 

MALE 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

11.52 

MEAN  VALUE 

4.54 

12.89 

MEAN  VALUE 

5.08 

.11 

SE(MEAN) 

.04 

.  11 

SE (MEAN) 

.04 

5.17 

STD  DEVIATION  2 . 03 

4.71 

STD  DEVIATION 

1.86 

.08 

SE ( STD  DEV) 

.03 

.08 

SE ( STD  DEV) 

.03 

27.40 

MAXIMUM 

10.79 

28.10 

MAXIMUM 

11.06 

-8.80 

MINIMUM 

-3.46 

-3.80 

MINIMUM 

-1.50 

SYMMETRY- 

— VET  A  I  = 

-.40 

SYMMETRY- 

—VETA  I  « 

-.10 

KURTOSIS- 

— VETA  II  = 

3.59 

KURTOSIS- 

—VETA  II  = 

3.06 

COEF .  OF 

VARIATION  = 

44.8% 

COEF.  OF 

VARIATION  = 

36.5% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

-2.76 

1ST 

-1,09 

1.28 

1ST 

.50 

-.69 

2ND 

-.27 

2.83 

2ND 

1.11 

.59 

3RD 

.23 

3.77 

3RD 

1.48 

2.28 

5TH 

.90 

5.01 

5TH 

1.97 

4.75 

10TH 

1.87 

6.83 

10TH 

2.69 

6,31 

15TH 

2.48 

8.03 

15TH 

3.16 

7.48 

20TH 

2.95 

8.97 

20TH 

3.53 

8.45 

25TH 

3,33 

9.77 

25TH 

3.85 

9.28 

30TH 

3.65 

10.48 

30TH 

4.13 

10.02 

35TH 

3.94 

11.13 

35TH 

4.38 

10.69 

40TH 

4.21 

11.76 

40TH 

4.63 

11.33 

45TH 

4.46 

12.36 

45TH 

4.86 

11,94 

50TH 

4.70 

12.95 

50TH 

5.10 

12.53 

55TH 

4.93 

13.54 

55TH 

5.33 

13.11 

60TH 

5.16 

14.14 

60TH 

5.57 

13.70 

65TH 

5.39 

14.76 

65TH 

5.81 

14.31 

70TH 

5.63 

15.42 

70TH 

6.07 

14.96 

75TH 

5.89 

16.12 

75TH 

6.35 

15.67 

80TH 

6.17 

16.91 

80TH 

6.66 

16.51 

85TH 

6.50 

17.81 

85TH 

7.01 

17.58 

90TH 

6.92 

18.95 

90TH 

7.46 

19.27 

95TH 

7.59 

20.58 

95TH 

8.10 

20.48 

97TH 

8.06 

21.60 

97TH 

8.51 

21.44 

98TH 

8.44 

22.33 

98TH 

8.79 

23.13 

99TH 

9.10 

23.41 

99TH 

9.22 
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(DIO) 


CLAVICLE  LINK 


FEMALE 


CENTIMETERS  INCHES 


18.11 

MEAN  VALUE 

7.13 

.02 

SE (MEAN) 

.01 

.87 

STD  DEVIATION 

.34 

.01 

SE ( STD  DEV) 

.01 

20.80 

MAXIMUM 

8.19 

15.00 

MINIMUM 

5.91 

SYMMETRY- 

—VETA  I  = 

-.16 

KURTOSIS- 

— VETA  II  = 

3.06 

COEF.  OF 

VARIATION  = 

4.8% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

TWPUI7C 

JL  AlVfllAJ 

15.89 

1ST 

6.26 

16.20 

2ND 

6.38 

16.39 

3RD 

6.45 

16.63 

5TH 

6.55 

16.98 

10TH 

6.69 

17.21 

15TH 

6.77 

17.38 

20TH 

6.84 

17.53 

25TH 

6.90 

17.66 

30TH 

6.95 

17.79 

35TH 

7.00 

17.90 

40TH 

7.05 

18.01 

45TH 

7.09 

18.12 

50TH 

7.13 

18.23 

55TH 

7.18 

18.34 

60TH 

7.22 

18.45 

65TH 

7.27 

18.57 

70TH 

7.31 

18.70 

75TH 

7.36 

18.85 

80TH 

7.42 

19.01 

85TH 

7.49 

1  ) .  22 

90TH 

7.57 

19.51 

95TH 

7.68 

19.69 

97TH 

7.75 

19.82 

98TH 

7.80 

20.00 

99TH 

7.87 

MALE 


CENTIMETERS  INCHES 


19.82 

MEAN  VALUE 

7.80 

.02 

SE ( MEAN ) 

.01 

.90 

STD  DEVIATION 

.35 

.02 

SE (STD  DEV) 

.01 

22.50 

MAXIMUM 

8.86 

16.50 

MINIMUM 

6.50 

SYMMETRY- 

— VETA  I  = 

-.05 

KURTOSIS- 

—VETA  II  = 

2.91 

COEF.  OF 

VARIATION  = 

4.5% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

pmTmrunpmnnn 
j.  xriu 

t  vrr«TTT?  r 

17.76 

1ST 

6.99 

17.98 

2ND 

7.08 

18.12 

3RD 

7.13 

18.33 

5TH 

7.22 

18.65 

10TH 

7.34 

18.88 

15TH 

7.43 

19.06 

20TH 

7.50 

19.21 

25TH 

7.56 

19.35 

30TH 

7.62 

19.48 

35TH 

7.67 

19.60 

40TH 

7.72 

19.72 

45TH 

7.76 

19.83 

50TH 

7.81 

19.95 

55TH 

7.85 

20.06 

60TH 

7.90 

20.18 

65TH 

7.95 

20.31 

70TH 

7,99 

20.44 

75TH 

8.05 

20.59 

80TH 

8.11 

20.76 

85TH 

8.17 

20.98 

90TH 

8.26 

21.30 

95TH 

8.39 

21.51 

97TH 

8.47 

21.66 

98TH 

8.53 

21.92 

99TH 

8.63 
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(Dll)  CROTCH  LENGTH,  ANTERIOR  (NATURAL  INDENTATION) 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

36.80 

MEAN  VALUE 

14.49 

37.87 

MEAN  VALUE 

14.91 

.07 

SF.  (MEAN) 

.03 

.08 

SE (MEAN) 

.03 

3.22 

STD  DEVIATION 

1.27 

3.57 

STD  DEVIATION 

1.40 

.05 

SE ( STD  DEV) 

.02 

.06 

SE ( STD  DEV) 

.02 

50.00 

MAXIMUM 

19.69 

50.80 

MAXIMUM 

20.00 

27.20 

MINIMUM 

10.71 

26.70 

MINIMUM 

10.51 

SYMMETRY- 

— VETA  I  = 

.34 

SYMMETRY- 

—VETA  I  = 

.41 

KURTGSIS- 

— VETA  II  = 

3.24 

KURTOSIS- 

— VETA  II  = 

3.12 

COEF.  OF 

VARIATION  = 

8.8% 

COEF.  OF 

VARIATION  - 

9.4% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

29.98 

1ST 

11.80 

30.73 

1ST 

12.10 

30.70 

2ND 

12.09 

31.46 

2ND 

12.39 

31.17 

3RD 

12.27 

31.92 

3RD 

12.57 

31.81 

5TH 

12.52 

32.55 

5TH 

12.81 

32.82 

10TH 

12.92 

33.54 

10TH 

13.20 

33.52 

15TH 

13.20 

34.24 

15TH 

13.48 

34.08 

20TH 

13.42 

34.81 

20TH 

13.71 

34.57 

25TH 

13.61 

35.33 

25TH 

13.91 

35.02 

30TH 

13.79 

35.80 

30TH 

14.10 

35.43 

35TH 

13.95 

36.25 

35TH 

14.27 

35.83 

40TH 

14.11 

36.70 

40TH 

14.45 

36.22 

45TH 

14.26 

37.13 

45TH 

14.62 

36.62 

50TH 

14.42 

37.58 

50TH 

14.80 

37.01 

55TH 

14.57 

38.04 

55TH 

14.97 

37.42 

60TH 

14.73 

38.51 

GOTH 

15.16 

37.85 

65TH 

14.90 

39.01 

65TH 

15.36 

38.31 

70TH 

15.08 

39.54 

70TH 

15.57 

38.82 

75TH 

15.28 

40.14 

75TH 

15.80 

39.40 

80TH 

15.51 

40.82 

80TH 

16.07 

40.08 

85TH 

15.78 

41.62 

85TH 

16.39 

40.99 

90TH 

16.14 

42.65 

90TH 

16.79 

42.40 

95TH 

16.69 

44.20 

95TH 

17.40 

43.37 

97TH 

17.07 

45.21 

97TH 

17.80 

44.11 

98TH 

17.37 

45.93 

98TH 

18.08 

45.33 

99TH 

17  „  85 

47.05 

99TH 

18.52 
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(D12)  CROTCH  LENGTH  ANTERIOR  ( OMPHALION) 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

30.05 

MEAN  VALUE 

11.83 

32.41 

MEAN  VALUE 

12.76 

.05 

SE (MEAN) 

.02 

.07 

SE (MEAN) 

.03 

2.46 

STD  DEVIATION 

.97 

3.04 

STD  DEVIATION 

1.20 

.04 

SE ( STD  DEV) 

.01 

.05 

SE ( STD  DEV) 

.02 

42.60 

MAXIMUM 

16.77 

45.00 

MAXIMUM 

17.72 

21.40 

MINIMUM 

8.43 

24.40 

MINIMUM 

9.61 

SYMMETRY- 

— VETA  I  = 

.29 

SYMMETRY- 

-  -VETA  I  « 

.38 

KURTOSIS- 

— VETA  II  ^ 

3.71 

KURTOSIS- 

--VETA  II  - 

3.25 

COEF.  OF 

VARIATION  = 

8.2% 

COEF.  OF 

VARIATION  ~ 

9.4% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

n  i?  u  *n  t  ire* m  j?  e 

-i-  X 

INCHES 

x  xmc.  x  XjIL-d 

iriCHEo 

24.73 

1ST 

9.74 

26.03 

1ST 

10.25 

25.27 

2ND 

9.95 

26.71 

2ND 

10.51 

25.63 

3RD 

10. or 

27.14 

3RD 

10.68 

26.15 

5TH 

10,30 

27.73 

5TH 

10.92 

26.98 

10TH 

10.62 

28.66 

10TH 

11.28 

27.55 

I5TH 

10,85 

29.31 

15TH 

11.54 

28.01 

20TH 

11.03 

29.83 

20TH 

11,74 

28.40 

25TH 

11.18 

30.29 

25TH 

11.92 

28.75 

30TH 

11.32 

30.70 

30TH 

12.09 

29.08 

35TH 

11,45 

31.10 

35TH 

12.24 

29.39 

40TH 

11.57 

31.47 

40TH 

12,39 

29.69 

45TH 

11.69 

31.85 

45TH 

12.54 

29.98 

50TH 

11.80 

32.22 

50TH 

12.68 

30.28 

55TH 

11.92 

32.60 

55TH 

12.83 

30,58 

60TH 

12.04 

32.99 

60TH 

12.99 

30.89 

65TH 

12.16 

33.40 

65TH 

13.15 

31,22 

70TH 

12.29 

33.84 

70TH 

13.32 

31.58 

75TH 

12.43 

34.33 

75TH 

13.51 

32.00 

80TH 

12.60 

34.88 

80TH 

13.73 

32.49 

85TH 

12.79 

35.54 

85TH 

13.99 

33.14 

90TH 

13.05 

36.40 

90TH 

14.33 

34.17 

95TH 

13.45 

37.71 

95TH 

14.85 

34.90 

97TH 

13.74 

38.60 

97TH 

15.20 

35.48 

98TH 

13.97 

39.27 

98TH 

15.46 

36.48 

99TH 

14.36 

40.34 

99TH 

15.88 
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( D13 ) 


DACTYL I ON  HEIGHT 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

60.99 

MEAN  VALUE 

24.01 

65.28 

MEAN  VALUE 

25.70 

.08 

SE (MEAN) 

.03 

.09 

SE ( MEAN ) 

.04 

3.58 

STD  DEVIATION 

1.41 

3.79 

STD  DEVIATION 

1.49 

.05 

SE ( STD  DEV) 

.02 

.06 

SE ( STD  DEV) 

.03 

74.70 

MAXIMUM 

29.41 

78.90 

MAXIMUM 

31.06 

49.20 

MINIMUM 

19.37 

52.50 

MINIMUM 

20.67 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.13 

2.91 

5.9% 

2208 

SYMMETRY - VETA  I 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.00 

2.96 

5.8% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

53.18 

1ST 

20.94 

56.24 

1ST 

22.14 

53.90 

2ND 

21.22 

57.43 

2ND 

22.61 

54.40 

3RD 

21.42 

58.15 

3RD 

22.89 

55.13 

5TH 

21.71 

59.08 

5TH 

23.26 

56.33 

10TH 

22.18 

60.46 

10TH 

23.80 

57.18 

15TH 

22.51 

61.37 

15TH 

24.16 

57.87 

20TH 

22.78 

62.08 

20TH 

24.44 

58.47 

25TH 

23.02 

62.70 

25TH 

24.69 

59.02 

30TH 

23.24 

63.26 

30TH 

24.91 

59.52 

35TH 

23.43 

63.77 

35TH 

25.11 

60.01 

40TH 

23.62 

64.27 

40TH 

25.30 

60.47 

45TH 

23.81 

64.75 

45TH 

25.49 

60.94 

50TH 

23.99 

65.23 

50TH 

25.68 

61.40 

55TH 

24.17 

65.71 

55TH 

25.87 

61.87 

60TH 

24.36 

66.20 

60TH 

26.06 

62.35 

65TH 

24.55 

66.71 

65TH 

26.26 

62.86 

70TH 

24.75 

67.25 

70TH 

26.48 

63.41 

75TH 

24.96 

67.85 

75TH 

26.71 

64.02 

80TH 

25.21 

68.51 

80TH 

26.97 

64.73 

85TH 

25.48 

69.27 

85TH 

27.27 

65.63 

90TH 

25.84 

70.24 

90TH 

27.65 

66. 9o 

95TH 

26.36 

71.63 

95TH 

28.20 

67.84 

97TH 

26.71 

72.50 

97TH 

28.54 

68.49 

98TH 

26.97 

73.10 

98TH 

28.78 

69,54 

99TH 

27.38 

73.99 

99TH 

29.13 
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(D14 )  DACTYLION  REACH  FROM  WALL 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS  I 

INCHES 

80.03 

MEAN  VALUE 

31.51 

87.47 

MEAN  VALUE 

34,44 

.08 

SE (MEAN) 

.03 

.10 

SE (MEAN) 

.04 

3.94 

STD  DEVIATION 

1.55 

4.21 

STD  DEVIATION 

1.66 

.06 

SE ( STD  DEV) 

.02 

.07 

SE ( STD  DEV) 

.03 

97.80 

MAXIMUM 

38.50 

106.30 

MAXIMUM 

41,85 

66,20 

MINIMUM 

26.06 

72.60 

MINIMUM 

28.58 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.19 

3.06 

4.9% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  - 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  - 

.22 

3.27 

4.8% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

71.80 

1ST 

28  c  27 

78.72 

1ST 

30.99 

72.56 

2ND 

28.57 

79.52 

2ND 

31.31 

73.08 

3RD 

28.77 

80.08 

3RD 

31.53 

73.81 

5TH 

29.06 

80.88 

5TH 

31.84 

75.03 

10TH 

29.54 

82,19 

10TH 

32.36 

75.90 

15TH 

29.88 

83.13 

15TH 

32.73 

76.61 

20TH 

30.16 

83.89 

20TH 

33.03 

77.24 

25TH 

30.41 

84.56 

25TH 

33.29 

77.81 

30TH 

30.63 

85.17 

30TH 

33.53 

78.35 

35TH 

30.85 

85.74 

35TH 

33. 7d 

78.87 

40TH 

31.05 

86.28 

40TH 

33.97 

79.37 

45TH 

31.25 

86.81 

45TH 

34.18 

79.88 

50TH 

31.45 

87.34 

50TH 

34.38 

80.39 

55TH 

31.65 

87.87 

55TH 

34.59 

80.91 

60TH 

31.86 

88.41 

60TH 

34.81 

81.46 

65TH 

32.07 

88.97 

65TH 

35.03 

82.04 

70TH 

32.30 

89.57 

70TH 

J5  o  26 

82.66 

75TH 

32.54 

90.22 

75TH 

35.52 

83.37 

80TH 

32,82 

90.95 

80TH 

35.81 

84.19 

85TH 

33.15 

91.81 

85TH 

36.15 

85.23 

90TH 

33.56 

92.91 

90TH 

36.58 

86.77 

95TH 

34.16 

94.59 

95TH 

37.24 

87.77 

97TH 

34.55 

95.71 

97TH 

37.68 

88.49 

98TH 

34.84 

96.56 

98TH 

38.02 

89.62 

99TH 

35.28 

97.95 

99TH 

38.56 
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( D15 )  DACTYL I ON  REACH 

FEMALE 


CENTIMETERS  INCHES 


85.98 

MEAN  VALUE 

33.85 

.09 

SE (MEAN) 

,03 

4.13 

STD  DEVIATION 

1.63 

.06 

SE ( STD  DEV) 

.02 

105.70 

MAXIMUM 

41.61 

71.40 

MINIMUM 

28.11 

SYMMETRY- 

— VETA  I  = 

.16 

KURTOSIS- 

— VETA  II  = 

3.14 

COEF.  OF 

VARIATION  = 

4.8% 

NUMBER  OF 

SUBJECTS  - 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

76.91 

1ST 

30.28 

77.87 

2ND 

30.66 

78.50 

3RD 

30.90 

79.36 

5TH 

31.25 

80.73 

10TH 

31.79 

81.68 

15TH 

32.16 

82.45 

20TH 

32.46 

83.12 

25TH 

32.72 

83.72 

30TH 

32.96 

84.28 

35TH 

33.18 

84.82 

40TH 

33.39 

85.35 

45TH 

33.60 

85.87 

50TH 

33.81 

86.40 

55TH 

34.01 

86.93 

60TH 

34.23 

87.49 

65TH 

34.45 

88.08 

70TH 

34.68 

88.73 

75TH 

34.93 

89.45 

80TH 

35.22 

90.30 

85TH 

35.55 

91.37 

90TH 

35.97 

92.98 

95TH 

36.60 

94.02 

97TH 

37.02 

94.80 

98TH 

37.32 

96.01 

99TH 

37.80 

FROM  WALL,  EXTENDED 

MALE 

CENTIMETERS 

INCHES 

94.22 

MEAN  VALUE 

37.09 

.11 

SE (MEAN ) 

.04 

4,43 

STD  DEVIATION 

1.75 

.07 

SE ( STD  DEV) 

.03 

113.10 

MAXIMUM 

44.53 

79.10 

MINIMUM 

31.14 

SYMMETRY- 

— VETA  I  = 

.17 

KURTOSIS- 

— VETA  II  = 

3.28 

COEF.  OF 

VARIATION  = 

4.7% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE  PERCENTILES 


CENTIMETERS  inches 


84.28 

1ST 

33.18 

85.34 

2ND 

33.60 

86.05 

3RD 

33.88 

87.03 

5TH 

34.27 

88.59 

10TH 

34.88 

89.65 

15TH 

35.30 

90.50 

20TH 

35.63 

91.22 

25TH 

35.92 

91.87 

30TH 

36.17 

92.47 

35TH 

36.41 

93.04 

40TH 

36.63 

93.59 

45TH 

36.85 

94.13 

50TH 

37.06 

94.67 

55TH 

37.27 

95.22 

60TH 

37.49 

95.79 

65TH 

37.71 

96.39 

70TH 

37.95 

97.05 

75TH 

38.21 

97.79 

80TH 

38.50 

98.67 

85TH 

38.85 

99.81 

90TH 

39.30 

101.61 

95TH 

40.00 

102.86 

97TH 

40.50 

103.84 

98TH 

40.88 

105.50 

S9TH 

41.54 

209 


(D16 )  ELBOW  REST  HEIGHT,  STANDING 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

99.79 

MEAN  VALUE 

39.29 

107.25 

MEAN  VALUE 

42.22 

.10 

SE(MEAN) 

.04 

.11 

SE  (MEAN) 

.04 

4.48 

STD  DEVIATION 

1.76 

4.81 

STD  DEVIATION 

1.89 

.07 

SE (STD  DEV) 

.03 

.08 

SE ( STD  DEV) 

.03 

118.50 

MAXIMUM 

46.65 

126.10 

MAXIMUM 

49.65 

85.60 

MINIMUM 

33.70 

88.80 

MINIMUM 

34.96 

SYMMETRY- 

— VETA  I  = 

.13 

SYMMETRY- 

— VETA  I  = 

.05 

KURTOSIS- 

— VETA  II  = 

3.07 

KURTOSIS- 

—VETA  II  = 

3.18 

COEF.  OF 

VARIATION  = 

4.5% 

COEF .  OF 

VARIATION  « 

4.5% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

89.51 

1ST 

35.24 

96.18 

1ST 

37.87 

90.80 

2ND 

35.75 

97.56 

2ND 

38.41 

91.58 

3RD 

36.06 

98.40 

3RD 

38.74 

92.63 

5TH 

36.47 

99.52 

5TH 

39.18 

94.20 

10TH 

37.09 

101.21 

10TH 

39.85 

95.24 

15TH 

37.50 

102.34 

15TH 

40.29 

96.06 

20TH 

37.82 

103.23 

20TH 

40.64 

96.77 

25TH 

38.10 

104.00 

25TH 

40.95 

97.41 

30TH 

38.35 

104.70 

30TH 

41.22 

98.00 

35TH 

38.58 

105.35 

35TH 

41.48 

98.57 

40TH 

38.81 

105.97 

40TH 

41.72 

99.12 

45TH 

39.02 

106.57 

45TH 

41.96 

99.67 

50TH 

39.24 

107.18 

50TH 

42.20 

100.23 

55TH 

39.46 

107.78 

55TH 

42.43 

100.79 

60TH 

39.68 

108.40 

60TH 

42.68 

101.38 

65TH 

39.92 

109.05 

65TH 

42.93 

102.02 

70TH 

40.16 

109.73 

70TH 

43.20 

102.71 

75TH 

40.44 

110.47 

75TH 

43.49 

103.49 

80TH 

40.74 

111.31 

80TH 

43.82 

104.41 

85TH 

41.11 

112.28 

85TH 

44.20 

105.60 

90TH 

41.57 

113.50 

90TH 

44.68 

107.40 

95TH 

42.28 

115.28 

95TH 

45.39 

108.59 

97TH 

42.75 

116.41 

97TH 

45.83 

109.47 

98TH 

43.10 

117.21 

98TH 

46.15 

110.87 

99TH 

43.65 

118.41 

99TH 

46.62 
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( D17 )  ELBOW- CENTER  OK  GRIP  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

32.88 

MEAN  VALUE 

12.94 

36.00 

MEAN  VALUE 

14.17 

.04 

SE (MEAN ) 

.01 

.04 

SE (MEAN) 

.02 

1.77 

STD  DEVIATION 

.70 

1.79 

STD  DEVIATION 

.70 

.03 

SE ( STD  DEV) 

.01 

.03 

SE ( STD  DEV) 

.01 

41.30 

MAXIMUM 

16.26 

43.60 

MAXIMUM 

17.17 

23.70 

MINIMUM 

9.33 

29.30 

MINIMUM 

11.54 

SYMMETRY- 

— VETA  I  = 

.10 

SYMMETRY- 

— VETA  I  = 

.21 

KURTOSIS- 

— VETA  II  = 

3.41 

KURTOSIS- 

— VETA  II  ~ 

3.33 

COEF.  OF 

VARIATION  = 

5.4% 

COEF.  CF 

VARIATION  * 

5.0% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  - 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

28.93 

1ST 

11.39 

32.26 

1ST 

12.70 

29.35 

2ND 

11.56 

32.64 

2ND 

12.85 

29.63 

3RD 

11.67 

32.89 

3RD 

12.95 

30.02 

5TH 

11.82 

33.23 

5TH 

13.08 

30.63 

10TH 

12.06 

33.78 

10TH 

13.30 

31.04 

15TH 

12.22 

34.16 

15TH 

13.45 

31.37 

20TH 

12.35 

34.47 

20TH 

13.57 

31.66 

25TH 

12.47 

34.75 

25TH 

13.68 

31.92 

30TH 

12.57 

35.00 

30TH 

13.78 

32.17 

35TH 

12.66 

35.24 

35TH 

13.87 

32.40 

40TH 

12.75 

35.47 

40TH 

13.97 

32.62 

45TH 

12.84 

35.70 

45TH 

32.84 

50TH 

12.93 

35.92 

50TH 

14.14 

33.06 

55TH 

13.02 

36.15 

55TH 

14.23 

33.29 

60TH 

13.10 

36.39 

60TH 

14.33 

33.52 

65TH 

13.20 

36.63 

65TH 

14.42 

33.77 

70TH 

13.29 

36.89 

70TH 

14.52 

34.04 

75TH 

13.40 

37.18 

75TH 

14.64 

34.34 

80TH 

13.52 

37.50 

80TH 

14.76 

34.69 

85TH 

13.66 

37.87 

85TH 

14.91 

35.15 

90TH 

13.84 

38.35 

90TH 

15.10 

35.84 

95TH 

14.11 

39.06 

95TH 

15.38 

36.29 

97TH 

14.29 

39.51 

97TH 

15.55 

36.64 

98TH 

14.42 

39.83 

98TH 

15.68 

37.20 

99TH 

14.64 

40.33 

99TH 

15.88 

2.11 


(D18)  ELBOW-WRIST  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

26.25 

MEAN  VALUE 

10.33 

.03 

SE (MEAN) 

.01 

1.54 

STD  DEVIATION 

.61 

.02 

SE ( STD  DEV) 

.01 

33.40 

MAXIMUM 

13.15 

17.00 

MINIMUM 

6.69 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.07 

3.53 

5.9% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

iWLHES 

22.94 

1ST 

9.03 

23.26 

2ND 

9.16 

23.47 

3RD 

9.24 

23.78 

5TH 

9.36 

24.28 

10TH 

9.56 

24.64 

1 5TH 

9.70 

24.93 

20TH 

9.81 

25.18 

25TH 

9.91 

25.41 

30TH 

10.00 

25.62 

35TH 

10.09 

25.83 

40TH 

10.17 

26.03 

45TH 

10.25 

26.22 

50TH 

10.32 

26.42 

55TH 

10.40 

26.62 

60TH 

10.48 

26.83 

65TH 

10.56 

27.05 

7  0TH 

10.65 

27.29 

75TH 

10.74 

27.56 

80TH 

10.85 

27.86 

85TH 

10.97 

28.26 

90TH 

11.12 

28.83 

95TH 

11.35 

29.21 

97TH 

11.50 

29.49 

98TH 

11.61 

29.93 

99TH 

11.78 

MALE 

CENTIMETERS 

INCHES 

29.03 

MEAN  VALUE 

11.43 

.04 

SE (MEAN) 

.01 

1.54 

STD  DEVIATION 

.61 

.03 

SE ( STD  DEV) 

.01 

35.00 

MAXIMUM 

13.78 

22.60 

MINIMUM 

8.90 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  ~ 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.17 

3.32 

5.3% 

1774 

THE 

PERCENTILES 

CkNtjmhjtkks 

INCHES 

25.79 

1ST 

10.15 

26.09 

2ND 

10.27 

26.30 

3RD 

10.35 

26.60 

5TH 

10.47 

27.09 

10TH 

10.66 

27.44 

15TH 

10.80 

27.72 

20TH 

10.91 

27.97 

25TH 

11.01 

28.19 

30TH 

11.10 

28.40 

35TH 

11.18 

28.60 

40TH 

11.26 

28.80 

45TH 

11.34 

28.99 

50TH 

11.41 

29.18 

55TH 

11.49 

29.38 

60TH 

11.57 

29.58 

65TH 

11.65 

29.80 

70TH 

11.73 

30.03 

75TH 

11.82 

30.30 

80TH 

11.93 

30.61 

85TH 

12.05 

31.01 

90TH 

12.21 

31.61 

95TH 

12.45 

32.02 

97TH 

12.61 

32.33 

98TH 

12.73 

32.84 

99TH 

12.93 
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( D19 )  EYE  HEIGHT 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

151.61 

MEAN  VALUE 

59.69 

163.39 

MEAN  VALUE 

64.32 

.13 

SE (MEAN) 

.05 

.16 

SE(MEAN) 

.06 

6.25 

STD  DEVIATION 

2.46 

6.57 

STD  DEVIATION 

2.59 

.09 

SE ( STD  DEV) 

.04 

.11 

SE ( STD  DEV) 

.04 

175.30 

MAXIMUM 

69.02 

191.20 

MAXIMUM 

75.28 

132.50 

MINIMUM 

52.17 

138.10 

MINIMUM 

54.37 

SYMMETRY- 

— VETA  I  = 

.12 

SYMMETRY- 

— VETA  I  « 

.09 

XURTOSIS- 

— VETA  II  = 

3.02 

KURTOSIS- 

— VETA  II  = 

3.17 

CCEF .  OF 

VARIATION  = 

4.1% 

COEF .  OF 

VARIATION  = 

4.0% 

NUMBER  OF 

SUBJECTS  ^ 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

137.39 

1ST 

54.09 

148.40 

1ST 

58.43 

139.07 

2ND 

54.75 

150.22 

2ND 

59.14 

140  o 11 

3RD 

55.16 

151.33 

3RD 

59.58 

141.52 

5TH 

55.72 

152.82 

5TH 

60.17 

143.67 

10TH 

56.56 

155.08 

10TH 

61.05 

145.13 

15TH 

57.14 

156.60 

15TH 

61.65 

145.29 

20TH 

57.59 

157.82 

20TH 

62.13 

147.30 

25TH 

57,99 

158.88 

25TH 

62.55 

148.21 

30TH 

58.35 

159.84 

30TH 

62.93 

149.06 

35TH 

58.68 

160.73 

35TH 

63.28 

149.87 

40TH 

59.00 

161.59 

40TH 

63.62 

150.66 

45TH 

59.32 

162.42 

45TH 

63.95 

151.45 

50TH 

59.63 

163.26 

50TH 

64.28 

152.24 

55TH 

59.94 

164.10 

55TH 

64.61 

153.05 

60TH 

60.26 

164.96 

60TH 

64.94 

153.90 

65TH 

60.59 

165.85 

65TH 

65.30 

154.79 

70TH 

6C.94 

166.79 

70TH 

65,67 

155.77 

75TH 

61.33 

167.82 

75TH 

66.07 

156.86 

BOTH 

61.76 

168.97 

80TH 

66.52 

158.14 

85TH 

62 . 26 

170.29 

85TH 

67.04 

159.75 

90TH 

62.90 

171.94 

90TH 

67.69 

162.13 

S5TH 

63.83 

174.29 

95TH 

68.62 

163.65 

97TH 

64.43 

175.73 

97TH 

69.18 

164.75 

98TH 

64.86 

176.72 

98TH 

69.57 

166.43 

99TH 

65.52 

178.15 

99TH 

70.14 
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(D20) 


EYE-TRAGION  LINK 


FEMALE 


CENTIMETERS  INCHES 


5.74 

MEAN  VALUE 

2.26 

.01 

SE  (MEAN) 

.00 

.35 

STD  DEVIATION 

.14 

.01 

SE ( STD  DEV) 

.00 

7.00 

MAXIMUM 

2.76 

4.30 

MINIMUM 

1.69 

SYMMETRY- 

--VETA  I  = 

-.07 

KliRTOSIS- 

— VETA  II  = 

3.23 

COEF.  OF 

VARIATION  = 

6.1% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

4.90 

1ST 

1.93 

5.01 

2ND 

1.97 

5.08 

3RD 

2.00 

5.17 

5TH 

2.03 

5.30 

10TH 

2.09 

5.39 

15TH 

2.12 

5.45 

20TH 

2.15 

5.51 

25TH 

2.17 

5.56 

30TH 

2.19 

5.61 

35TH 

2.21 

5.66 

40TH 

2.23 

5.70 

45TH 

2.24 

5.74 

50TH 

2.26 

5.79 

55TH 

2.28 

5.83 

60TH 

2.30 

5.88 

65TH 

2.31 

5.92 

70TH 

2.33 

5.97 

75TH 

2.35 

6.03 

80TH 

2.38 

6.10 

85TH 

2.40 

6.19 

90TH 

2.44 

6.31 

95TH 

2.49 

6.40 

97TH 

2.52 

6.46 

98TH 

2.54 

6.55 

99TH 

2.58 

MALE 


CENTIMETERS  INCHES 


6.25 

MEAN  VALUE 

2.46 

.01 

SE (MEAN) 

.00 

.37 

STD  DEVIATION 

.14 

.01 

SE ( STD  DEV) 

.00 

7.40 

MAXIMUM 

2.91 

5.00 

MINIMUM 

1.97 

SYMMETRY- 
KURTOSIS- 
COEF.  OF 
NUMBER  OF 

— VETA  I  - 
—VETA  II  = 
VARIATION  = 
SUBJECTS  * 

-.06 

2.92 

5.9% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

5.37 

1ST 

2.11 

5.47 

2ND 

2.15 

5.54 

3RD 

2.18 

5.63 

5TH 

2.22 

5.77 

10TH 

2.27 

5.86 

15TH 

2.31 

5.94 

20TH 

2.34 

6.00 

25TH 

2.36 

6.06 

30TH 

2.39 

6.11 

35TH 

2.41 

6.16 

40TH 

2.43 

6.21 

45TH 

2.45 

6.26 

50TH 

2.46 

6.30 

55TH 

2.48 

6.35 

60TH 

2.50 

6.40 

65TH 

2.52 

6.45 

70TH 

2.54 

6.50 

75TH 

2.56 

6.56 

80TH 

2.58 

6.63 

85TH 

2.61 

6.72 

90TH 

2.65 

6.85 

95TH 

2.70 

6.94 

97TH 

2.73 

7.00 

98TH 

2.76 

7.11 

99TH 

2.80 

214 


(D21)  FUNCTIONAL  GRIP  REACH 


FEMALE 


CENTIMETERS 

INCHES 

68,61 

MEAN  VALUE 

27.01 

.07 

SE (MEAN) 

,03 

3.39 

STD  DEVIATION 

1.33 

.05 

SE ( STD  DEV) 

.02 

83.20 

MAXIMUM 

32.76 

57.50 

MINIMUM 

22,64 

SYMMETRY - VETA  I  = 

KURTOSIS — -VETA  II  « 
COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.20 

3.07 

4.9% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

61.51 

1ST 

24.22 

62.12 

2ND 

24.46 

62.55 

3RD 

24.63 

63.19 

5TH 

24.88 

64.26 

10TH 

25.30 

65.03 

15TH 

25.60 

65.66 

20TH 

25.85 

66.22 

25TH 

26.07 

66.72 

30TH 

26.27 

67.19 

35TH 

26.45 

67.64 

40TH 

26.63 

68.08 

45TH 

26.80 

68.51 

50TH 

26.97 

68.95 

55TH 

27.15 

69,40 

60TH 

27.32 

69.86 

65TH 

27.50 

70.34 

70TH 

27,69 

70.87 

75TH 

27.90 

71.46 

80TH 

28.14 

72.15 

85TH 

28.41 

73.03 

90TH 

28.75 

74.36 

95TH 

29.27 

75.24 

97TH 

29.62 

75.90 

98TH 

29.88 

76.97 

99TH 

30,30 

MALE 


CENTIMETERS 

INCHES 

75.07 

MEAN  VALUE 

29.55 

.09 

SE(MEAN) 

,03 

3.68 

STD  DEVIATION 

1.45 

.06 

SE ( STD  DEV) 

.02 

92.10 

MAXIMUM 

36.26 

62.60 

MINIMUM 

24.65 

SYMMETRY — -VETA  I  - 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.21 

3.25 

4.9% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

67,26 

1ST 

26.48 

68.04 

2ND 

26.79 

68.55 

3RD 

26.99 

69.28 

5TH 

27.28 

70.45 

10TH 

27.74 

71.27 

15TH 

28.06 

71.93 

20TH 

28.32 

72.52 

25TH 

28.55 

73.05 

30TH 

28.76 

73.54 

35TH 

28.95 

74.02 

40TH 

29.14 

74.49 

45TH 

29.33 

74.95 

50TH 

29.51 

75.42 

55TH 

29.69 

75.90 

60TH 

29.88 

76.40 

65TH 

30.08 

76.92 

70TH 

30.29 

77.50 

75TH 

30.51 

78.15 

80TH 

30.77 

78.91 

85TH 

31.07 

79.87 

90TH 

31.45 

81.31 

95TH 

32.01 

82,25 

9  7TH 

32.38 

82.94 

98TH 

32.65 

84.03 

99TH. 

33.08 
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(D22) 


FUNCTIONAL  GRIP  REACH,  EXTENDED 


FEMALE 


CENTIMETERS  INCHES 


74.56 

MEAN  VALUE 

29.35 

.08 

SE (MEAN) 

.03 

3.61 

STD  DEVIATION 

1.42 

.05 

SE ( STD  DEV) 

.02 

92.40 

MAXIMUM 

36.38 

62.60 

MINIMUM 

24.65 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  - 
NUMBER  OF  SUBJECTS  = 

.17 

3.15 

4.8% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

66.55 

1ST 

26.20 

67.40 

2ND 

26.54 

67.96 

3RD 

26.76 

60.73 

5TH 

27.06 

69.96 

10TH 

27.54 

70.80 

15TH 

27,87 

71.48 

20TH 

28.14 

72.07 

25TH 

28.37 

72.60 

30TH 

28.58 

73.09 

35TH 

28.78 

73.56 

40TH 

28.96 

74.02 

45TH 

29.14 

74.48 

50TH 

29.32 

74.94 

55TH 

29.50 

75.40 

60TH 

29.69 

75.89 

65TH 

29.88 

76.40 

70TH 

30.08 

76.96 

75TH 

30.30 

77.59 

80TH 

30.55 

78.33 

85TH 

30,84 

79.23 

90TH 

31.21 

80.70 

95TH 

31.77 

81.65 

97TH 

32.15 

82.36 

98TH 

32.42 

83.50 

99TH 

32.87 

MALE 


CENTIMETERS  INCHES 


81.82  MEAN  VALUE  32.21 
.09  SE(MEAN)  .04 

3.91  STD  DEVIATION  1.54 
.07  SE(STD  DEV)  .03 
98.60  MAXIMUM  38.82 

68.70  MINIMUM  27.05 


SYMMETRY - VETA  I  =  .15 

KURTOSIS - VETA  II  =  3.27 

COEF.  OF  VARIATION  *  4.8% 

NUMBER  OF  SUBJECTS  =  1774 


THE  PERCENTILES 


CENTIMETERS 

INCHES 

72.88 

1ST 

28.69 

73.88 

2ND 

29.09 

74.53 

3RD 

29.34 

75.43 

5TH 

29.70 

76.83 

10TH 

30.25 

77.79 

15TH 

30.63 

78.54 

20TH 

30.92 

79.19 

25TH 

31.18 

79.77 

30TH 

31.41 

80.30 

35TH 

31.62 

80.81 

40TH 

31.82 

81.30 

45TH 

32.01 

81.78 

50TH 

32.20 

82.27 

55TH 

32.39 

82.76 

60TH 

32.58 

83.27 

65TH 

32.78 

83.80 

70TH 

32.99 

84.39 

75TH 

33.22 

85.05 

80TH 

33.49 

85.83 

85TH 

33.79 

86.84 

90TH 

34.19 

88.41 

95TH 

34.81 

89.50 

97TH 

35.24 

90.33 

98TH 

35.56 

91.73 

99TH 

36.11 
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(D23 )  INDEX  FINGER  REACH 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

78.90 

MEAN  VALUE 

31.06 

86.18 

MEAN  VALUE 

33.93 

.08 

SE (MEAN) 

.03 

.10 

SE(MEAN) 

.04 

3.87 

STD  DEVIATION 

1.52 

4,14 

STD  DEVIATION  1.63 

.06 

SE ( STD  DEV) 

.02 

.07 

SE ( STD  DEV) 

.03 

96.50 

MAXIMUM 

37.99 

105.10 

MAXIMUM 

41.38 

65.90 

MINIMUM 

25.94 

71.60 

MINIMUM 

28.19 

SYMMETRY - 

— VETA  I  - 

.18 

SYMMETRY- 

—VETA  I  = 

,20 

XURTOSIS- 

— VETA  11  = 

3.05 

KURTOSIS- 

—VETA  II  = 

3.25 

COEF.  OF 

VARIATION  = 

4.9% 

COEF.  OF 

VARIATION  - 

4.8% 

NUMBER  OF 

SUBJECTS  = 

~208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENT 

ILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

70.80 

1ST 

27.87 

77.37 

1ST 

30.46 

71.57 

2ND 

28.18 

78.21 

2ND 

30.79 

72.08 

3RD 

28.38 

78.78 

3RD 

31.02 

72.82 

5TH 

28.67 

79.60 

5TH 

31.34 

74.02 

10TH 

29.14 

80.94 

10TH 

31.87 

74.87 

15TH 

29.48 

81.88 

15TH 

32.24 

75.57 

20TH 

29.75 

82.65 

20TH 

32.54 

76.19 

25TH 

29.99 

83.31 

2STH 

32,80 

76.75 

30TH 

30.22 

83.92 

30TH 

33.04 

77.28 

35TH 

30.42 

84.48 

35TH 

33.26 

77.78 

40TH 

30.62 

85.02 

40TH 

33.47 

78.28 

45TH 

30.82 

85.54 

45TH 

31.68 

78.78 

50TH 

31,01 

86.06 

50TH 

33.88 

79.28 

55TH 

31.21 

86.59 

55TH 

34.09 

79.79 

60TH 

31.41 

87.12 

60TH 

34.30 

80.32 

65TH 

31.62 

87.67 

65TH 

34.52 

80.89 

70TH 

31.85 

88,26 

70TH 

34.75 

81.50 

75TH 

32.09 

88.89 

75TH 

35.00 

82.19 

80TH 

32.36 

89.61 

80TH 

35.28 

83.00 

85TH 

32.68 

90.45 

85TH 

35.61 

84.02 

90TH 

33.08 

91.53 

90TH 

36.04 

85.52 

95TH 

33.67 

93.17 

95TH 

36,68 

86.49 

97TH 

34.05 

94.28 

97TH 

37.12 

87.20 

98TH 

34.33 

95.11 

98TH 

37.45 

88.30 

99TH 

34.76 

96.48 

99TH 

37.98 

2.17 


(D24)  INDEX  FINGER  REACH,  EXTENDED 


FEMALE 


CENTIMETERS  INCHES 


84  .  85 

MEAN  VALUE 

33.41 

.09 

SE (MEAN) 

,03 

4.07 

STD  DEVIATION 

1.60 

.06 

SE ( STD  DEV) 

.02 

103.80 

MAXIMUM 

40.87 

71.10 

MINIMUM 

27.99 

MALE 


CENTIMETERS  INCHES 


92.93 

MEAN  VALUE 

36.59 

.10 

SE (MEAN) 

.04 

4.38 

STD  DEVIATION 

1.72 

.07 

SE ( STD  DEV) 

.03 

111.40 

MAXIMUM 

43.86 

78.10 

MINIMUM 

30.75 

SYMMETRY- 

— VETA  I  - 

.15 

SYMMETRY- 

— VETA  I  = 

.15 

KURTOSIS- 

— VETA  II  = 

3.11 

KURTOSIS- 

— VETA  II  = 

3.28 

COEF.  OF 

VARIATION  = 

4.8% 

COEF.  OF 

VARIATION  = 

4.7% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  - 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

iw<  .Ht  S 

CENTIMETERS 

inLIlDO 

75.92 

1ST 

29.89 

83  o  19 

1ST 

32.75 

76.86 

2ND 

30.26 

84.18 

2ND 

33  o  14 

77.47 

3RD 

30.50 

84.85 

3RD 

33.41 

78.32 

5TH 

30.84 

85.81 

5TH 

33.78 

79.68 

10TH 

31.37 

87.34 

10TH 

34  „  39 

80.61 

15TH 

31.74 

88.40 

15TH 

34.80 

81.37 

20TH 

32.03 

89.24 

20TH 

35.13 

82.03 

25TH 

32.29 

89.97 

25TH 

35.42 

82.63 

30TH 

32.53 

90.62 

30TH 

35.68 

83.18 

35TH 

32.75 

91.22 

35TH 

35.91 

83.71 

40TH 

32,96 

91.79 

40TH 

36.14 

84.23 

45TH 

33.16 

92.34 

45TH 

36.35 

84.74 

50TH 

33.36 

92.88 

50TH 

36.57 

85.26 

55TH 

33.57 

93.42 

55TH 

36.78 

85.79 

60TH 

33.78 

93.96 

60TH 

36.99 

86.34 

65TH 

33.99 

94.53 

65TH 

37.22 

86.92 

70TH 

34.22 

95.12 

70TH 

37.45 

87.55 

75TH 

34,47 

95.77 

75TH 

37.70 

88.26 

80TH 

34.75 

96.50 

BOTH 

37.99 

89.09 

85TH 

35.07 

97.36 

85TH 

38.33 

90.14 

90TH 

35.49 

98.47 

90TH 

38.77 

91.72 

95TH 

36.11 

100.22 

95TH 

39.46 

92.76 

97TH 

36.52 

101.45 

97TH 

39.94 

93.53 

98TH 

36.82 

102.40 

98TH 

40.32 

94.74 

99TH 

37.30 

104.02 

99TH 

40.95 
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(D25)  NECK  LINK! 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

9.79 

MEAN  VALUE 

3.86 

10.55 

MEAN  VALUE 

4.15 

.02 

SE  (MEAN) 

.01 

.03 

SE (MEAN) 

.01 

1.07 

STD  DEVIATION 

.42 

1.12 

STD  DEVIATION 

.44 

.02 

SE ( STD  DEV) 

.01 

.02 

SE ( STD  DEV) 

.01 

13.30 

MAXIMUM 

5.24 

14.60 

MAXIMUM 

5.75 

5.90 

MINIMUM 

2.32 

6.80 

MINIMUM 

2.68 

SYMMETRY VET  A  I  *= 

.07 

SYMMETRY - VETA  I  = 

-.09 

KtJRTOSIS - VETA  II  = 

3.06 

KURTOSIS - VETA  II  - 

3.13 

COEF.  OF  VARIATION  ■ 

10.9% 

COEF.  OF  VARIATION  = 

10.6% 

NUMBER 

OF  SUBJECTS  = 

2208 

NUMBER 

OF  SUBJECTS  ■ 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

7.37 

1ST 

2.90 

7.79 

1ST 

3.07 

7.63 

2ND 

3.00 

8.15 

2ND 

3.21 

7.80 

3RD 

3.07 

8.37 

3RD 

3.30 

8.04 

5TH 

3.17 

8.67 

5TH 

3.41 

8.42 

10TH 

3.31 

9.11 

10TH 

3.59 

8.68 

15TH 

3,42 

9.40 

15TH 

3.70 

8.88 

20TH 

3.50 

9.62 

20TH 

3.79 

9.06 

25TH 

3,57 

9.81 

25TH 

3.86 

9.22 

30TH 

3.63 

9.98 

30TH 

3.93 

9.37 

35TH 

3.69 

10.14 

35TH 

3.99 

9.51 

40TH 

3.75 

10.29 

40TH 

4.05 

9.65 

45TH 

3.80 

10.43 

45TH 

4.11 

9.79 

50TH 

3.85 

10.57 

50TH 

4.16 

9.92 

55TH 

3.91 

10.71 

55TH 

4.22 

10.06 

60TH 

3.96 

10.85 

60TH 

4.27 

10.20 

65TH 

4.02 

10.99 

65TH 

4.33 

10.35 

70TH 

4.07 

11.14 

70TH 

4.39 

10.51 

75TH 

4.14 

11.31 

75TH 

4.45 

10.69 

80TH 

4.21 

11.49 

80TH 

4.52 

10.90 

85TH 

4 ,29 

11.70 

85TH 

4.61 

11.16 

90TII 

4.40 

11.96 

90TH 

4.71 

11.56 

95TH 

4.55 

12.35 

S5TH 

4.86 

11.82 

97TH 

4.65 

12.60 

97TH 

4.96 

12.02 

98TH 

4.73 

12.78 

98TH 

5.03 

12.33 

99TH 

4.85 

13.06 

99TH 

5.14 
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( D2  6 )  NECK-BUTTOCK  LENGTH 


FEMALE 


CENTIMETERS 

INCHES 

56.96 

MEAN  VALUE 

22. 4j 

.07 

SE ( MEAN ) 

.03 

3.10 

STD  DEVIATION 

1.22 

.05 

SE ( STD  DEV) 

.02 

67.  ?0 

MAXIMUM 

26.50 

47.80 

MINIMUM 

18.82 

SYMMETRY- 

— VETA  I  = 

.06 

KURTOSIS- 

— VETA  II  - 

2.79 

COEF.  OF 

VARIATION  = 

5.4% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

50  .01 

1ST 

19.69 

50.7c 

2ND 

19.99 

51.25 

3RD 

20.18 

51.92 

5TH 

20.44 

52.97 

10TH 

20.86 

53.70 

15TH 

21.14 

54.29 

20TH 

21.37 

54.81 

25TH 

21.58 

55.27 

30TH 

21.76 

55.71 

35TH 

21.93 

56  „  12 

40TH 

22.09 

56.52 

45TH 

22.25 

56.92 

50TH 

22.41 

57.33 

55TH 

22.57 

57.74 

60TH 

22.73 

58.16 

65TH 

22.90 

58.61 

70TH 

23.07 

59.09 

75TH 

23.26 

59.63 

80TH 

23.48 

60.26 

85TH 

23.72 

61.04 

90TH 

24.03 

62.17 

95TH 

24.48 

62.88 

97TH 

24.76 

63,39 

98TH 

24.96 

64.16 

99TH 

25.26 

MALE 

CENTIMETERS 

INCHES 

63.19 

MEAN  VALUE 

24.88 

.07 

SE (MEAN) 

.03 

3.13 

STD  DEVIATION 

1.23 

.05 

SE ( STD  DEV) 

.02 

72.80 

MAXIMUM 

28.66 

52.70 

MINIMUM 

20.75 

SYMMETRY- 

—VETA  I  = 

-.10 

KURTOSIS- 

— VETA  II  = 

2.98 

COEF.  OF 

VARIATION  « 

4.9% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

55.50 

1ST 

21.85 

56.48 

2ND 

22.23 

57.09 

3RD 

22.48 

57.90 

5TH 

22.80 

59.14 

10TH 

23.28 

59.95 

15TH 

23.60 

60.59 

20TH 

23.85 

61.13 

25TH 

24.07 

61.61 

30TH 

24.26 

62.05 

35TH 

24.43 

62.47 

40TH 

24.59 

62.86 

45TH 

24.75 

63.25 

50TH 

24.90 

63.64 

55TH 

25.06 

64.04 

S0TH 

25.21 

64 « 44 

65TH 

25.37 

64.86 

70TH 

25.54 

65,32 

75TH 

25.71 

65.82 

80TH 

25.91 

66.41 

85TH 

26.14 

67.14 

90TH 

26.43 

68.24 

95TH 

26.86 

68.95 

97TH 

27.14 

69.47 

98TH 

27.35 

70.30 

99TH 

27.68 
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( D27 )  NECK-GLUTEAL  FURROW  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

66.36 

MEAN  VALUE 

26.13 

70.50 

MEAN  VALUE 

27.75 

.07 

SE (MEAN) 

.03 

.08 

SE(MEAN) 

.03 

3.14 

STD  DEVIATION 

1.24 

3.21 

STD  DEVIATION 

1.26 

.05 

SE ( STD  DEV) 

.02 

.05 

SE ( STD  DEV) 

.02 

76.80 

MAXIMUM 

30.24 

82.70 

MAXIMUM 

32.56 

56.90 

MINIMUM 

22.40 

59.90 

MINIMUM 

23.58 

SYMMETRY- 

--VETA  I  = 

.11 

SYMMETRY- 

— VETA  I  « 

-.08 

KtlRTOSIS- 

— VETA  II  = 

2.81 

KURTOSIS- 

— VETA  II  = 

3.08 

COEF.  OF 

VARIATION  = 

4.7% 

COEF .  OF 

VARIATION  = 

4.6% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

59.35 

1ST 

23.37 

62.77 

1ST 

24.71 

60.16 

2ND 

23.68 

63.72 

2ND 

25.09 

60.65 

3RD 

23.88 

64.32 

3RD 

25.32 

61.33 

5TH 

24.14 

65.12 

5TH 

25.64 

62.36 

10TH 

24.55 

66.35 

10TH 

26.12 

63.07 

15TH 

24.83 

67.17 

15TH 

26.45 

63.65 

20TH 

25.06 

67.82 

20TH 

26.70 

64.15 

25TH 

25.26 

68.37 

25TH 

26.92 

64.61 

30TH 

25.44 

68.86 

30TH 

27.11 

65.04 

35TH 

25.61 

69.31 

35TK 

27.29 

65.45 

40TH 

25.77 

69.73 

40TH 

27.45 

65.86 

45TH 

25.93 

70.14 

45TH 

27.62 

66.26 

50TH 

26.09 

70.55 

50TH 

27.77 

66.68 

55TH 

26.25 

70.95 

55TH 

27.93 

67.10 

60TH 

26.42 

71.35 

60TH 

28.09 

67.53 

65TH 

26.59 

71.77 

65TH 

28.26 

68.00 

70TH 

26.77 

72.21 

70TH 

28.43 

68.51 

75TH 

26.97 

72.68 

75TH 

28.62 

69.08 

80TH 

27.20 

73.21 

80TH 

28.82 

69.74 

85TH 

27.46 

73.82 

85TH 

29.06 

70.56 

90TH 

27.78 

74.58 

90TH 

29.36 

71.75 

95TH 

28.25 

75.72 

95TH 

29.81 

72.48 

97TH 

28.53 

76.45 

97TH 

30.10 

72.99 

98TH 

28.73 

76.99 

98TH 

30.31 

73.72 

99TH 

29.02 

77.84 

99TH 

30.64 
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(D28) 


NECK-SCYE  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

17.43 

MEAN  VALUE 

6.86 

.03 

SE(MEAN) 

.01 

1.32 

STD  DEVIATION 

.52 

.02 

SE ( STD  DEV) 

.01 

21.40 

MAXIMUM 

8.43 

12.10 

MINIMUM 

4.76 

SYMMETRY- 
KURTOSIS- 
COEF.  OF 
NUMBER  OF 

— VETA  I  = 
— VETA  II  = 
VARIATION  = 
k  SUBJECTS  - 

.00 

3.00 

7.6% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

14.36 

1ST 

5.65 

14.75 

2ND 

5.81 

14.99 

3RD 

5.90 

15.30 

5TH 

6.02 

15.77 

10TH 

6.21 

16.08 

15TH 

6.33 

16.33 

20TH 

6.43 

16.54 

25TH 

6.51 

16.73 

30TH 

6.59 

16.91 

35TH 

6.66 

17.08 

40TH 

6.72 

17.25 

45TH 

6.79 

17.41 

50TH 

6.86 

17.58 

55TH 

6.92 

17.75 

60TH 

6.99 

17.93 

65TH 

7.06 

18.12 

70TH 

7.13 

18.32 

75TH 

7.21 

18.55 

80TH 

7.31 

18.82 

85TH 

7.41 

19.16 

90TH 

7.54 

19.65 

95TH 

7.74 

19.96 

97TH 

7.86 

20.18 

S8TH 

7.94 

20.50 

99TH 

8.07 

MALE 

CENTIMETERS 

INCHES 

19.85 

MEAN  VALUE 

7.82 

.03 

SE(MEAN) 

.01 

1.42 

STD  DEVIATION 

.56 

.02 

SE ( STD  DEV) 

.01 

27.30 

MAXIMUM 

10.75 

14.90 

MINIMUM 

5.87 

SYMMETRY— -VETA  I  * 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  « 

.18 

3.36 

7.2% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

16,67 

1ST 

6.56 

17.01 

2ND 

6.70 

17.24 

3RD 

6.79 

17.55 

5TH 

6.91 

18.04 

10TH 

7.10 

18.37 

15TH 

7.23 

18.64 

20TK 

7.34 

18.87 

25TH 

7.43 

19.08 

30TH 

7.51 

19.28 

35TH 

7.59 

19.46 

40TH 

7.66 

19.64 

45TH 

7.73 

19.82 

50TH 

7.60 

20.00 

55TH 

7.87 

20.18 

60TH 

7.94 

20.37 

65TH 

8.02 

20.57 

70TH 

8.10 

20.78 

75TH 

8.18 

21.02 

80TH 

8.28 

21.31 

85TH 

8.39 

21.67 

90TH 

8.53 

22.22 

95TH 

8.75 

22.59 

97TH 

8.89 

22.87 

98TH 

9.00 

23.32 

99TH 

9.18 
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( D29 )  PELVIC  LINK 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

12.72 

MEAN  VALUE 

5.01 

14.51 

MEAN  VALUE 

5.71 

.03 

SE (MEAN) 

.01 

.04 

SE (MEAN) 

.01 

1.52 

STD  DEVIATION 

.60 

1.56 

STD  DEVIATION 

.61 

.02 

SE ( STD  DEV) 

.01 

.03 

SE ( STD  DEV) 

.01 

18.10 

MAXIMUM 

7.13 

20.60 

MAXIMUM 

8.11 

8.10 

MINIMUM 

3.19 

7.10 

MINIMUM 

2.80 

SYMMETRY- — VET A  I  = 

.05 

SYMMETRY - VETA  I  = 

-  .06 

KURTOSIS - VETA  II  = 

3.21 

KURTOSIS - VETA  II  = 

3.26 

COEF.  1 

3F  VARIATION  = 

11.9% 

COEF.  OF  VARIATION  = 

10.7% 

NUMBER 

OF  SUBJECTS  = 

2208 

NUMBER 

OF  SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

9.05 

1ST 

3.56 

10.76 

1ST 

4.24 

9.53 

2ND 

3.75 

11.27 

2ND 

4.44 

9.83 

3RD 

3.87 

11.57 

3RD 

4.56 

10.22 

5TH 

4.02 

11.97 

5TH 

4.71 

10.81 

10TH 

4.25 

12.54 

10TH 

4.94 

11.19 

15TH 

4.40 

12.92 

15TH 

5.09 

11.48 

20TH 

4.52 

13.22 

20TH 

5.20 

11.73 

25TH 

4.62 

13.47 

25TH 

5.30 

11.95 

30TH 

4.71 

13.70 

30TH 

5.39 

12.16 

35TH 

4.79 

13.91 

35TH 

5.48 

12.35 

40TH 

4.86 

14.11 

40TH 

5.56 

12.53 

45TH 

4.93 

14.30 

45TH 

5.63 

12.72 

50TH 

5.01 

14.50 

5CTH 

5.71 

12.90 

55TH 

5.08 

14.69 

55TH 

5.78 

13.09 

60TH 

5.15 

14.89 

60TH 

5.86 

13.28 

65TH 

5.23 

15.10 

65TH 

5.94 

13.49 

70TH 

5.31 

15.32 

70TH 

6.03 

13.71 

75TH 

5.40 

15.55 

75TH 

6.12 

13.96 

80TH 

5.50 

15.82 

80TH 

6.23 

14.26 

85TH 

5.61 

16.13 

85TH 

6.35 

14.65 

90TH 

5.77 

16.52 

90TH 

6.50 

15.24 

95TH 

6.00 

17.08 

95TH 

6.72 

15.65 

97TH 

6.16 

17.43 

97TH 

6.86 

15.96 

98TH 

6.28 

17.68 

98TH 

6.96 

16.47 

99TH 

6.48 

18.04 

99TH 

7.10 
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(D3C-)  RISE  (NATURAL  INDENTATION) 


FEMALE  MALE 


ENTJMETERS 

INCHES 

CENTIMETFRS 

INCHES 

28.52 

MEAN  VALUE 

11.23 

28.99 

MEAN  VALUE 

11.41 

.05 

SE (MEAN) 

.02 

.05 

SE (MEAN) 

.02 

2.37 

STD  DEVIATION 

,93 

2.15 

STD  DEVIATION 

.84 

.04 

SE ( STD  DEV) 

.01 

.04 

SE ( STD  DEV) 

.01 

37.50 

MAXIMUM 

14.76 

37.80 

MAXIMUM 

14.88 

19.60 

MINIMUM 

7.72 

22.00 

MINIMUM 

8.66 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.03 

3.01 

8.3% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.25 

3.36 

7.4% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CjGNTj.hKTEKS 

INCHES 

CENTIMETERS 

INCHES 

22.92 

1ST 

9.02 

24.20 

1ST 

9.53 

23.66 

2ND 

9.32 

24,75 

2ND 

9.74 

24.11 

3RD 

9.49 

25.10 

3RD 

9.88 

24.68 

5TH 

9.72 

25.58 

5TH 

10.07 

25.53 

10TH 

10.05 

26.31 

10TH 

10.36 

26.09 

15TH 

10.27 

26.81 

15TH 

10.55 

26.53 

20TH 

10.44 

27.20 

20TH 

10.71 

26.91 

25TH 

10.59 

27.54 

25TH 

10.84 

27.25 

30TH 

10.73 

27.84 

30TH 

10.96 

27.57 

35TH 

10.85 

28.13 

35TH 

11.07 

27.88 

40TH 

10.98 

28.39 

40TH 

11.18 

28.18 

45TH 

11.09 

28.65 

45TH 

11.20 

28.48 

50TH 

11.21 

28.91 

50TH 

11.38 

28.78 

55TH 

11.33 

29.17 

55TH 

11.49 

29.09 

60TH 

^1.45 

29.44 

60TH 

11.59 

29.41 

65TH 

11.58 

29.72 

65TH 

11.70 

29.75 

70TH 

11.71 

30.02 

70TH 

11.82 

30.12 

75TH 

11.86 

30.34 

75TH 

11.95 

30.54 

80TH 

12.03 

30.71 

80TH 

12.09 

31.03 

85TH 

12.22 

31.16 

85TH 

12.27 

31.64 

90TH 

12.45 

31.74 

90TH 

12.50 

32.51 

95TH 

12.80 

32.65 

95TH 

12.86 

33.04 

97TH 

13.01 

33.29 

97TH 

13.11 

33.41 

98TH 

13.15 

33.78 

98TH 

13.30 

33.93 

99TH 

13.36 

34.61 

99TH 

13.63 
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{ D31 )  RISE  ( OMPHALION) 


FEMALE 


CENTIMETERS  INCHES 


21.08 

MEAN  VALUE 

8.30 

.04 

SE (MEAN ) 

.02 

1.85 

STD  DEVIATION 

.73 

.03 

SE ( STD  DEV) 

.01 

27.60 

MAXIMUM 

10.87 

13.70 

MINIMUM 

5.39 

SYMMETRY- 

— VET A  I  = 

-.04 

KURTOSIS- 

— VETA  II  = 

3.20 

COEF .  OF 

VARIATION  = 

8.8% 

NUMBER  OF 

SUBJECTS  » 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

16.65 

1ST 

6.55 

17.21 

2ND 

6.78 

17.56 

3RD 

6.91 

18.02 

5TH 

7.10 

18.72 

10TH 

7.37 

19.18 

15TH 

7.55 

19.54 

20TH 

7.69 

19.85 

25TH 

7.82 

20.13 

30TH 

7.93 

20.38 

35TH 

8.02 

20.62 

40TH 

8.12 

20.86 

45TH 

8.21 

21.08 

5QTH 

8.30 

21.31 

55TH 

8.39 

21.55 

60TH 

8.48 

21.79 

65TH 

8.58 

22.04 

TOTH 

8.68 

22.31 

75TH 

8.78 

22.62 

80TH 

8.91 

22.98 

85TH 

9.05 

23.43 

90TH 

9.23 

24.11 

95TH 

9.49 

24.56 

97TH 

9.67 

24.89 

98TH 

9.80 

25.41 

99TH 

10.01 

MALE 


CENTIMETERS 

INCHES 

22.16 

MEAN  VALUE 

8.72 

.04 

SE (MEAN) 

.02 

1.81 

STD  DEVIATION 

,71 

.03 

SE ( STD  DEV) 

.01 

29.10 

MAXIMUM 

11.46 

16.90 

MINIMUM 

6.65 

SYMMETRY - VETA  I 

KURTOSIS - VETA  II 

COEF.  OF  VARIATION 
NUMBER  OF  SUBJECTS 

— 

.08 

3.13 

8.2% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

17.99 

1ST 

7.08 

18.43 

2ND 

7.26 

18.73 

3RD 

7.37 

19.15 

5TH 

7.54 

19.82 

10TH 

7  o  80 

20.28 

15TH 

7.98 

20.64 

20TH 

8.12 

20.95 

25TH 

8.25 

21.22 

30TH 

8.36 

21.48 

35TH 

8.45 

21.71 

40TH 

8.55 

21.94 

45TH 

8.64 

22.17 

50TH 

8.73 

22.39 

55TH 

8.81 

22.61 

60TH 

8.90 

22.84 

65TH 

8.99 

23.09 

70TH 

9.09 

23.35 

75TH 

9.19 

23.64 

80TH 

9.31 

23.99 

85TH 

9.44 

24.43 

90TH 

9.62 

25.12 

95TH 

9.89 

25.59 

97TH 

10.08 

25.97 

98TH 

10.22 

26.60 

99TH 

10.47 
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(D32)  SHOULDER  SLOPE 


FEMALE 


DEGREES 

RADIANS 

25.74 

MEAN  VALUE 

.45 

.08 

SE(MEAN) 

.00 

3.83 

STD  DEVIATION 

.07 

.  06 

SE ( STD  DEV) 

.00 

40.00 

MAXIMUM 

.07 

12.00 

MINIMUM 

.02 

SYMMETRY - VET  A  I  = 

- .  05 

KURTOSXS - VETA  II  = 

3.04 

COEF.  OF  VARIATION  = 

15.1% 

NUMBER 

OF  SUBJECTS  = 

2208 

THE 

PERCENTILES 

DEGREES 

RAdiAns 

16.25 

1ST 

.28 

17.44 

2ND 

.30 

18.18 

3RD 

.32 

19.19 

5TH 

.33 

20.70 

10TH 

.36 

21,71 

15TH 

.38 

22.49 

20TH 

.39 

23,16 

25TH 

.40 

23 . 7(j 

30TH 

.41 

24.30 

35TH 

.42 

24.82 

40TH 

.43 

25.31 

45TH 

.44 

25.79 

50TH 

.45 

26.28 

55TH 

.46 

26.76 

60TH 

.47 

27.27 

65TH 

.48 

27.79 

70TH 

.49 

28.36 

75TH 

.49 

28.99 

BOTH 

.51 

29.73 

85TH 

.52 

30.66 

90TH 

.54 

32.04 

95TH 

.56 

32.95 

97TH 

.58 

33.62 

98TH 

.59 

34.70 

99TH 

.61 

MALE 


DEGREES 

RADIANS 

26.42 

MEAN  VALUE 

.46 

.09 

SE  ( MEAN ) 

.00 

3.96 

STD  DEVIATION 

.07 

.07 

SE (STD  DEV) 

.00 

42,00 

MAXIMUM 

.07 

10.00 

MINIMUM 

.02 

SYMMETRY - VETA  X 

KURTOSIS - VETA  II 

COEF.  OF  VARIATION 
NUMBER  OF  SUBJECTS 

- 

-.02 

3.12 

15.0% 

1774 

THE 

PERCENTILES 

UfA-iKfiEs 

RADIANS 

17.70 

1ST 

.31 

18.57 

2ND 

.32 

19.15 

3RD 

.33 

19.98 

5TH 

.35 

21.32 

10TH 

.37 

22.27 

15TH 

.39 

23.03 

20TH 

.40 

23.69 

25TH 

.41 

24.30 

30TH 

.42 

24.85 

35TH 

.43 

25.39 

40TH 

.44 

25.90 

45TH 

.45 

26.41 

50TH 

.46 

26,93 

55TH 

.47 

27.44 

60TH 

.48 

27.97 

65TH 

.49 

28.53 

70TH 

.50 

29.14 

75TH 

,51 

29.80 

80TH 

.52 

30.57 

85TH 

.53 

31.52 

90TH 

.55 

32.90 

95TH 

.57 

33.76 

97TH 

.59 

34.38 

98TH 

.60 

35.33 

99TH 

.62 
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(D33 )  SHOULDER-WAIST  LENGTH  (NATURAL  INDENTATION) 


FEMALE 


CENTIMETERS  INCHES 


21  .IQ 

MEAN  VALUE 

10.91 

.05 

SE  (MEAN ) 

.02 

2.39 

STD  DEVIATION 

.94 

.04 

SE { STD  DEV) 

.01 

37.00 

MAXIMUM 

14.57 

18.00 

MINIMUM 

7.09 

MALE 


CENTIMETERS  INCHES 


31.54 

MEAN  VALUE 

12.42 

.05 

SE (MEAN) 

.02 

2.26 

STD  DEVIATION 

.89 

.04 

SE ( STD  DEV) 

.01 

38.80 

MAXIMUM 

15.28 

24.40 

MINIMUM 

9.61 

SYMMETRY- 

— VFTA  I  “ 

.24 

SYMMETRY- 

— VETA  I  = 

.05 

KURTOSIS- 

—VETA  11  = 

3.25 

KURTOSIS- 

--VETA  II  = 

2.88 

COEF.  OF 

VARIATION  = 

8.6% 

COEF.  OF 

VARIATION  = 

7.2% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

22.33 

1ST 

8.79 

26.40 

1ST 

10.40 

23.08 

2ND 

9.09 

26.95 

2ND 

10.61 

23.51 

3RD 

9.25 

27.32 

3RD 

10.75 

24.05 

5TH 

9.47 

27.82 

5TH 

10.95 

24.82 

10TH 

9.77 

28.62 

10TH 

11.27 

25.33 

15TH 

9.97 

29.17 

15TH 

11.48 

25.72 

20TH 

10.13 

29.61 

20TH 

11.66 

26.07 

25TH 

10.26 

29.99 

25TH 

11.81 

26.39 

30TH 

10.39 

30.33 

30TH 

11.94 

26.69 

35TH 

10.51 

30.65 

35TH 

12.07 

26.98 

40TH 

10.62 

30.95 

40TH 

12.19 

27.27 

45TH 

10.73 

31.24 

45TH 

12.30 

27.56 

50TH 

10.85 

31.53 

50TH 

12.41 

27.86 

55TH 

10.97 

31.82 

55TH 

12.53 

28.17 

60TH 

11.09 

32.11 

60TH 

12.64 

28.49 

65TH 

11.22 

32.41 

65TH 

12.76 

28.85 

70TH 

11.36 

32.72 

70TH 

12.88 

29.24 

75TH 

11.51 

33.07 

75TH 

13.02 

29.69 

80TH 

11.69 

33.45 

80TH 

13.17 

30.21 

85TH 

11.90 

33.90 

85TH 

13.35 

30.89 

90TH 

12.16 

34.46 

90TH 

13.57 

31.89 

95TH 

12.55 

35.31 

95TH 

13.90 

32.51 

97TH 

12.80 

35.86 

97TH 

14.12 

32.95 

98TH 

12.97 

36  o  28 

98TH 

14.28 

33.60 

99TK 

13.23 

36.95 

99TH 

14.55 
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(034 )  SHOULDER-WAIST  LENGTH  (OMPHALION) 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

35.15 

MEAN  VALUE 

13.84 

38.37 

MEAN  VALUE 

15.11 

.05 

SE(MEAN) 

.02 

.06 

SE(MEAN) 

.02 

2.28 

STD  DEVIATION 

.90 

2.56 

STD  DEVIATION 

1.01 

.03 

SE ( STD  DEV) 

.01 

.04 

SE ( STD  DEV) 

.02 

44.20 

MAXIMUM 

17.40 

48.30 

MAXIMUM 

19.02 

27.80 

MINIMUM 

10.94 

30.50 

MINIMUM 

12.01 

SYMMETRY- 

— VETA  I  = 

.20 

SYMMETRY - VETA  I  « 

.19 

KURTOSIS- 

— VETA  II  = 

3.11 

KURTOSIS — 

-VETA  II  = 

3.19 

COEF.  OF 

VARIATION  = 

6.5% 

COEF.  OF  VARIATION  - 

6.7% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  » 

1774 

THE 

percentii.es 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

30.15 

1ST 

11.87 

32.65 

1ST 

12.85 

30.69 

2ND 

12.08 

33.29 

2ND 

13.11 

31.04 

3RD 

12.22 

33.70 

3RD 

13.27 

31.53 

5TH 

12.41 

34.27 

5TH 

13.49 

32.28 

10TH 

12.71 

35.15 

10TH 

13.84 

32.80 

15TH 

12.91 

35.74 

15TH 

14.07 

33.21 

20TH 

13.07 

36.22 

20TH 

14.26 

33.57 

25TH 

13.22 

36,63 

25TH 

14.42 

33.90 

30TH 

13.35 

37.00 

30TH 

14.57 

34.21 

35TH 

13.47 

37.34 

35TH 

14.70 

34.50 

40TK 

13.58 

37.67 

40TH 

14.83 

34.79 

45TH 

13.70 

37.99 

45TH 

14.95 

35.07 

50TH 

13.81 

38.30 

50TH 

15.08 

35.36 

55TH 

13.92 

38,62 

55TH 

15.20 

35.65 

60TH 

14.04 

38.94 

60TH 

15.33 

35.96 

65TH 

14.16 

39.28 

65TH 

15.46 

36.29 

70TH 

14.29 

39.63 

70TH 

15.60 

36.65 

75TH 

14.43 

40.02 

75TH 

15.76 

37.05 

80TH 

14.59 

40.47 

80TH 

15.93 

37.52 

85TH 

14.77 

40.99 

85TH 

16.14 

38.13 

90TH 

15.01 

41.67 

90TH 

16.40 

39.06 

95TH 

15.38 

42.72 

95TH 

16.82 

39.67 

97TH 

15.62 

43.43 

97TH 

17.10 

40.12 

98TH 

15.80 

43.98 

98TH 

17.31 

40.85 

99TH 

16.08 

44.88 

99TH 

17.67 
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(D35)  SLEEVE  INSEAM 


FEMALE 

CENTIMETERS 

INCHES 

MAX 

CENTIMETERS 

INCHES 

44.33 

MEAN  VALUE 

17.45 

47.43 

MEAN  VALUE 

18.67 

.06 

SE(MEAN) 

.02 

.07 

SE (MEAN) 

.03 

2.95 

STD  DEVIATION 

1.16 

2.97 

STD  DEVIATION 

1.17 

.04 

SE ( STD  DEV) 

.02 

.05 

SE ( STD  DEV) 

.02 

55.30 

MAXIMUM 

21.77 

59.00 

MAXIMUM 

23.23 

32.60 

MINIMUM 

12.83 

36,90 

MINIMUM 

14.53 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.10 

3.03 

6.7% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.10 

3.06 

6.3% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

j. ^  jnjc.xc.no 

i-WCMfcb 

CENTIMETERS 

INCHES 

37.79 

1ST 

14.88 

40.94 

1ST 

16.12 

38.47 

2ND 

15.15 

41.58 

2ND 

16.37 

38,92 

3RD 

15.32 

42.02 

3RD 

16.54 

39.54 

5TH 

15.57 

42.64 

5TH 

16.79 

40.54 

10TH 

15.96 

43.63 

10TH 

17.18 

41.24 

15TH 

16.24 

44.32 

15TH 

17.45 

41.80 

20TH 

16.46 

44.88 

20TH 

17.67 

42.29 

25TH 

16.65 

45.38 

25TH 

17.86 

42.73 

30TH 

16.82 

45.82 

30TH 

18.0^ 

43.14 

35TH 

16.98 

46.23 

35TH 

18.20 

43.53 

40TH 

17.14 

46.62 

40TH 

18.36 

43.91 

45TH 

17.29 

47.00 

45TH 

18.51 

44.28 

50TK 

17.43 

47.38 

50TH 

18.65 

44.66 

55TH 

17.58 

47.76 

55TH 

18.80 

45.04 

60TH 

17.73 

48.15 

60TH 

18.96 

45.44 

65TH 

17.89 

48.55 

65TH 

19.11 

45.86 

7  0TH 

18.05 

48.97 

70TH 

19.28 

46.31 

75TH 

18.23 

49.42 

75TH 

19.46 

46  o  82 

80TH 

18.43 

49  o  94 

BOTH 

19.66 

47.41 

85TH 

18.66 

50.53 

85TH 

19.89 

48.15 

90TH 

18.96 

51.28 

90TH 

20.19 

49.25 

95TH 

19.39 

52.40 

95TH 

20.63 

49.97 

97TH 

19 . 67 

53.13 

97TH 

20.92 

50.50 

98TH 

19.88 

53.67 

98TH 

21.13 

51.34 

99TH 

20.21 

54.53 

99TH 

21,47 
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(D36) 

SUPRASTERNALE 

HEIGHT, 

SITTING 

FEMALE 

MALE 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

55.29 

MEAN  VALUE 

21.77 

59.65 

MEAN  VALUE 

23.48 

.06 

SE(MEAN) 

.02 

.06 

SE (MEAN) 

.03 

2.59 

STD  DEVIATION  1.02 

2.71 

STD  DEVIATION 

1.07 

.04 

SE ( STD  DEV) 

.02 

.05 

SE ( STD  DEV) 

.02 

64.10 

MAXIMUM 

25.24 

68.40 

MAXIMUM 

26.93 

46.50 

MINIMUM 

18.31 

50.40 

MINIMUM 

19.84 

SYMMETRY- 

— VETA  I  = 

.06 

SYMMETRY- 

—VETA  I  * 

-.02 

KURTOSIS- 

— VETA  II  = 

2.77 

KURTOSIS- 

— VETA  II  = 

2.98 

COEF.  OF 

VARIATION  - 

4.7% 

COEF.  OF 

VARIATION  = 

4.6% 

NUMBER  OF 

SUBJECTS  - 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

49.77 

1ST 

19.59 

53.14 

1ST 

20.92 

50.26 

2ND 

19.79 

54.01 

2ND 

21.27 

50.60 

3RD 

19.92 

54.54 

3RD 

21.47 

51.09 

5TH 

20.12 

55.22 

5TH 

21.74 

51.93 

10TH 

20.44 

56.22 

10TH 

22.13 

52.53 

15TH 

20.68 

56.87 

15TH 

22.39 

53.02 

20TH 

20.87 

57.39 

20TH 

22.59 

53.45 

25TH 

21.04 

57.83 

25TH 

22.77 

53.85 

30TH 

21.20 

58.22 

30TH 

22.92 

54.22 

35TH 

21.34 

58.59 

35TH 

23.07 

54.57 

40TH 

21.48 

58.94 

40TH 

23.21 

54.91 

45TH 

21.62 

59.28 

45TH 

23.34 

55.26 

50TH 

21.75 

59.62 

50TH 

23.47 

55.60 

55TH 

21.89 

59.97 

55TH 

23.61 

55.95 

60TH 

22.03 

60.31 

60TH 

23.75 

56.30 

65TH 

22.17 

60.68 

65TH 

23.89 

56.68 

70TH 

22.32 

61.06 

70TH 

24.04 

57.09 

75TH 

22.48 

61.48 

75TH 

24.21 

57.54 

80TH 

22,65 

61.95 

80TH 

24,39 

58.05 

85TH 

22.85 

62.50 

85TH 

24.61 

58.69 

90TH 

23.11 

63.19 

90TH 

24.88 

59.60 

95TH 

23 . 4o 

64.19 

95TH 

25.27 

60.17 

97TH 

23.69 

64.81 

97TH 

25.52 

60.57 

98TH 

23 . 85 

65.25 

98TH 

25.69 

61.17 

99TH 

24.08 

65.90 

99TH 

25.95 
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( D3? )  THIGH  LINK 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

40.05 

MEAN  VALUE 

15.77 

42.67 

MEAN  VALUE 

cn 

CD 

O 

.05 

SE(MEAN) 

.02 

.06 

SE ( MEAN ) 

.02 

2.35 

STD  DEVIATION 

.92 

2,51 

STD  DEVIATION 

.99 

.04 

SE ( STD  DEV) 

.01 

.04 

SE ( STD  DEV) 

.02 

50.40 

MAXIMUM 

19.84 

53.60 

MAXIMUM 

21.10 

31.40 

MINIMUM 

12.36 

34  o  30 

MINIMUM 

13.50 

SYMMETRY- 

— VETA  I  = 

.18 

SYMMETRY- 

- VETA  I  = 

.10 

KURTOSIS- 

— VETA  II  ^ 

3.38 

KURTOSIS- 

- VETA  II  = 

3.16 

COEF.  OF 

VARIATION  = 

5.9% 

COEF.  OF 

VARIATION  = 

5.9% 

NUMBER  OF 

SUBJECTS  » 

2208 

NUMBER  OF  SUBJECTS  =* 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

34.84 

1ST 

13.72 

36.82 

1ST 

14.50 

35.39 

2ND 

13.93 

37.61 

2ND 

14,81 

35.76 

3RD 

14.08 

38.07 

3RD 

14.99 

36.27 

5TH 

14.28 

38.67 

5TH 

15.23 

37.08 

10TH 

14.60 

39.55 

10TH 

15.57 

37.64 

15TH 

14.82 

40.12 

15TH 

15.80 

38.08 

20TH 

14.99 

40.58 

20TH 

1 5 .  S'  7 

38.47 

25TH 

15.14 

40.97 

25TH 

16.13 

38.81 

30TH 

15.28 

41.33 

30TH 

16.27 

39.13 

35TH 

15.41 

41.66 

35TH 

16.40 

39.43 

40TH 

15.52 

41,98 

40TH 

16.53 

39.72 

45™ 

15.64 

42.29 

45TH 

16.65 

40.01 

50TH 

15.75 

42.60 

50TH 

16.77 

40.30 

55TH 

15.87 

42.92 

55TH 

16.90 

40.60 

60TH 

15.98 

43.24 

60TH 

17.02 

40.90 

S5TH 

16.10 

43.58 

65TH 

17.16 

41.23 

70TH 

16.23 

43.95 

70TH 

17.30 

41.58 

75TH 

16.37 

44.34 

75TH 

17.46 

41.97 

80TH 

16.53 

44.79 

80TH 

17 . 63 

42.44 

85TH 

16.71 

45.31 

85TH 

17.84 

43.04 

90TH 

16.95 

45.96 

90TH 

18.09 

43.97 

95TH 

17.31 

46,90 

95TH 

18.47 

44.61 

97TH 

17.56 

47.48 

97TH 

18.69 

45.10 

98TH 

17.76 

47.88 

98TH 

1C. 85 

45.92 

99TH 

18.08 

48.45 

99TH 

19.07 
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(D38)  THORAX  LINK 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

36.36 

MEAN  VALUE 

14.31 

39.82 

MEAN  VALUE 

15.68 

.04 

SE  (MEAN) 

.02 

.05 

SE(MEAN) 

.02 

2.06 

STD  DEVIATION 

.81 

2.18 

STD  DEVIATION  . 86 

.03 

SE ( STD  DEV) 

.01 

.04 

SE ( STD  DEV) 

.01 

44.60 

MAXIMUM 

17.56 

48.80 

MAXIMUM 

19.21 

29.90 

MINIMUM 

11.77 

33.60 

MINIMUM 

13.23 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.10 

2.94 

5.7% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUliHER  OF  SUBJECTS  = 

.03 

3.02 

5.5% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

PPwrnTWmpno 

TMPTIDf* 

/ln.TtnT.mmnrirt 

_ _ 

'-'*-»**  *  Jk  Ul\kJ 

4.UWllbO 

unri  xii  no 

inLnutd 

31.81 

1ST 

12.53 

34.69 

1ST 

13.66 

32.28 

2ND 

12.71 

35.30 

2ND 

13.90 

32.58 

3RD 

12.83 

35.69 

3RD 

14.05 

33.02 

5TH 

13.00 

36.21 

5TH 

14.25 

33.71 

10TH 

13.27 

37.01 

10TH 

14.57 

34.19 

15TH 

13.46 

37.55 

15TH 

14.78 

34.58 

20TH 

13.62 

37.98 

20TH 

14.95 

34.93 

2STH 

13.75 

38.34 

25TH 

15.10 

35.23 

30TH 

13.87 

38.67 

30TH 

15.23 

35.52 

35TH 

13.98 

38.98 

35TH 

15.35 

35.79 

40TH 

14.09 

39.27 

40TH 

15.46 

36.06 

45TH 

14.20 

39.55 

45TH 

15.57 

36.32 

50TH 

14.30 

39.83 

50TH 

15.68 

36.59 

55TH 

14.40 

40.10 

55TH 

15.79 

36.86 

60TH 

14.51 

40.38 

60TH 

15.90 

37.13 

65TH 

14.62 

40.67 

65TH 

16.01 

37.43 

70TH 

14.73 

40.98 

70TH 

16.13 

37.74 

75TH 

14.86 

41.31 

75TH 

16.26 

38.10 

80TH 

15.00 

41.68 

80TH 

16.41 

38.51 

85TH 

15.16 

42.10 

85TH 

16.58 

39.03 

90TH 

15.37 

42.64 

90TH 

16.79 

39.79 

95TH 

15.67 

43.43 

95TH 

17.10 

40.29 

97TH 

15.86 

43.94 

97TH 

17.30 

40.65 

98TH 

16.00 

44.31 

98TH 

17.44 

41.22 

99TH 

16.23 

44.88 

99TH 

17.67 
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(D39)  THUMBTIP  REACH,  EXTENDED 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

79.69 

MEAN  VALUE 

31.38 

87.28 

MEAN  VALUE 

34.36 

.08 

SE(MEAN) 

.03 

.10 

SE(MEAN) 

.04 

3.85 

STD  DEVIATION 

1.52 

4.16 

STD  DEVIATION 

1.64 

.06 

SE ( STD  DEV) 

.02 

.07 

SE ( STD  DEV) 

.03 

97.70 

MAXIMUM 

38.46 

104.60 

MAXIMUM 

41.18 

66.70 

MINIMUM 

26.26 

73.40 

MINIMUM 

28.90 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.15 

3.08 

4.8% 

2208 

SYMMETRY - VETA  I  ~ 

KURTOSIS - VETA  II  « 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  » 

.15 

3.24 

4.8% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

71.15 

1ST 

28.01 

77.92 

1ST 

30.68 

72.05 

2ND 

28.36 

78.89 

2ND 

31.06 

72.63 

3RD 

28.60 

79.55 

3RD 

31.32 

73.45 

5TH 

28.92 

80.48 

5TH 

31.68 

74.76 

10TH 

29.43 

81.96 

10TH 

32.27 

75.66 

15TH 

29.79 

82.97 

15TH 

32.67 

^7  6.38 

20TH 

30.07 

83.78 

20TH 

32.98 

77.02 

25TH 

30.32 

84.48 

25TH 

33.26 

77.59 

30TH 

30.55 

85.10 

30TH 

33.50 

78.12 

35TH 

30.76 

85 . 67 

35TH 

33.73 

78.63 

40TH 

30.96 

86.22 

40TH 

33.94 

79.12 

45TH 

31.15 

86.74 

45TH 

34.15 

79.61 

50TH 

31.34 

87.25 

50TH 

34,35 

80.10 

55TH 

31.54 

87.76 

55TH 

34.55 

80.60 

60TH 

31.73 

88.28 

60TH 

34.76 

81.12 

65TH 

31.94 

88.81 

65TH 

34.97 

81.66 

70TH 

32  ■  15 

89.38 

70TH 

35.19 

82.26 

75TH 

32.39 

89.99 

75TH 

35.43 

82.93 

80TH 

32.65 

90.68 

BOTH 

35.70 

83.70 

85TH 

32.95 

91.49 

85TH 

36.02 

84,69 

90TH 

33,34 

92.54 

90TH 

36.43 

86.17 

95TH 

33.92 

94.18 

95TH 

37.08 

87.14 

97TH 

34.31 

95.33 

97TH 

37.53 

87.86 

98TH 

34.59 

96.22 

98TH 

37.88 

89.00 

99TH 

35.04 

97.74 

99TH 

38.48 
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(D40) 


TRAGION  HEIGHT 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

150.59 

MEAN  VALUE 

59*29 

162.49 

MEAN  VALUE 

63.97 

.13 

SE(MEAN) 

.05 

.16 

SE(MEAN) 

.06 

6.23 

STD  DEVIATION 

2.45 

6.54 

STD  DEVIATION 

2.58 

.09 

SE ( STD  DEV) 

.04 

.11 

SE ( STD  DEV) 

.04 

173.90 

MAXIMUM 

68.46 

190.30 

MAXIMUM 

74.92 

131.50 

MINIMUM 

51.77 

137.10 

MINIMUM 

53.98 

SYMMETRY - VE1A  I  = 

KURTOSIS - VETA  II  « 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  « 

.12 

3.02 

4.1% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  - 

.08 

3.11 

4.0% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

136.31 

1ST 

53.66 

147.44 

1ST 

58.05 

138.12 

2ND 

54.38 

149.24 

2ND 

58,76 

139.21 

3RD 

54.81 

150.36 

3RD 

59.20 

140.65 

5TH 

55.37 

151,86 

5TH 

59.79 

142.79 

10TH 

56.22 

154.15 

10TH 

60  •  69 

144.21 

15TH 

56.78 

155.70 

15TH 

61.30 

145.34 

20TH 

57  o  22 

156.93 

20TH 

61.78 

146.33 

25TH 

57.61 

158.00 

25TH 

62.20 

147.21 

30TH 

57.96 

158.96 

30TH 

62.58 

148.04 

35TH 

58.28 

159.86 

35TH 

62.94 

148.84 

40TH 

58.60 

160.72 

40TH 

63.28 

149.61 

45TH 

58.90 

161.56 

45TH 

63.60 

150.39 

50TII 

53.21 

162.39 

50TH 

63.93 

151.18 

55TH 

59.52 

153.23 

55TH 

64.26 

151.99 

60TH 

59.84 

164.08 

60TH 

64.60 

152.83 

65TH 

60.17 

164.96 

65TH 

64.95 

153.73 

70TH 

60.52 

165.90 

70TH 

65.32 

154.71 

75TH 

60.91 

166.92 

75TH 

65.72 

155.82 

80TH 

61.35 

168,05 

80TH 

66.16 

157.11 

85TH 

61.86 

169.37 

85TH 

66.68 

158.75 

90TH 

62.50 

171.01 

90TH 

67.33 

161.16 

95TH 

63*45 

173.39 

95TH 

68.26 

162.67 

97TH 

64.04 

174.87 

97TH 

68.85 

163.75 

98TH 

64.47 

175.91 

98TH 

69.26 

165.36 

99TH 

65.10 

177.45 

99TH 

69.86 
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(D41)  TRAGION  HEIGHT,  SITTING 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

72.85 

MEAN  VALUE 

28.68 

78.30 

MEAN  VALUE 

30.83 

.07 

SE (MEAN) 

.03 

.08 

SE (MEAN) 

.03 

3.31 

STD  DEVIATION 

1.30 

3.38 

STD  DEVIATION 

1.33 

.05 

SE ( STD  DEV) 

.02 

.06 

SE (STD  DEV) 

.02 

84.00 

MAXIMUM 

33.07 

89.30 

MAXIMUM 

35.16 

63.00 

MINIMUM 

24.80 

67.70 

MINIMUM 

26.65 

SYMMETRY- 

— VETA  I  = 

.08 

SYMMETRY- 

—VETA  I  = 

-.06 

KURTOSIS- 

— VETA  II  = 

2.81 

KURTOSIS- 

—VETA  II  = 

2.89 

COEF.  OF 

VARIATION  = 

4.6% 

COEF.  OF 

VARIATION  = 

4.3% 

NUMBER  OF 

SUBJECTS  =» 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCLES 

65.48 

1ST 

25.78 

70.14 

1ST 

27.61 

66.27 

2ND 

26.09 

71.17 

2ND 

28.02 

66.78 

3RD 

26.29 

71.81 

3RD 

28.27 

67.48 

5TH 

26.57 

72.66 

5TH 

28.60 

68.59 

10TH 

27.01 

73.93 

10TH 

29.10 

69.37 

15TH 

27.31 

74.77 

15TH 

29.44 

69.99 

20TH 

27.55 

75.43 

20TH 

29.70 

70.54 

25TH 

27.77 

76.01 

25TH 

29.92 

71.03 

30TH 

27.96 

76.52 

30TH 

30.13 

71.49 

35TH 

28.15 

77.00 

35TH 

30.31 

71.93 

40TH 

28.32 

77.45 

40TH 

30.49 

72.36 

45TH 

28.49 

77,89 

45TH 

30.66 

72.79 

50TH 

28.66 

78.32 

50TH 

30.83 

73.22 

55TH 

28.83 

78.75 

55TH 

31,01 

73.66 

60TH 

29.00 

79.19 

60TH 

31.18 

74.11 

65TH 

29.18 

79.65 

65TH 

31.36 

74.59 

70TH 

29.37 

80.13 

70TH 

31.55 

75  o  11 

75TH 

29.57 

80.64 

75TH 

31.75 

75.69 

80TH 

29.80 

81.22 

80TH 

31.97 

76.36 

85TH 

30.06 

81.87 

85TH 

32.23 

77.19 

90TH 

30.39 

82.68 

90TH 

32,55 

78.41 

95TH 

30.87 

83.83 

95TH 

33.01 

79.17 

97TH 

31.17 

84.53 

97TH 

33.28 

79.71 

98TH 

31.38 

85.02 

98TH 

33.47 

80.52 

99TH 

31.70 

85.71 

99TH 

33.74 
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(D42 )  VERTICAL  GRIP  REACH 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

194,73 

MEAN  VALUE 

76.67 

210.74 

MEAN  VALUE 

82.97 

.19 

SE(MEAN) 

.07 

.22 

SE(MEAN) 

.09 

8.71 

STD  DEVIATION 

3.43 

9.24 

STD  DEVIATION 

3.64 

.13 

SE ( STD  DEV) 

.05 

.16 

SE ( STD  DEV) 

.06 

226.00 

MAXIMUM 

88.98 

253.40 

MAXIMUM 

99.76 

162.20 

MINIMUM 

63.86 

169.90 

MINIMUM 

66.89 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.07 

3.01 

4.5% 

2208 

SYMMETRY- 
KURTOSIS- 
COEF.  OF 
NUMBER  OF 

—VETA  I 
— VETA  II 
VARIATION 
'  SUBJECTS 

= 

.05 

3.28 

4.4% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

174.63 

1ST 

68.75 

189.28 

1ST 

74.52 

177.23 

2ND 

69.78 

192.01 

2ND 

75.60 

178.79 

3RD 

70.39 

193.66 

3RD 

76.25 

180.83 

5TH 

71.19 

195.84 

5TH 

77.10 

183.85 

10TH 

72.38 

199.08 

10TH 

78.38 

185.85 

15TH 

73.17 

201,25 

15TH 

79.23 

187.43 

20TH 

73.79 

202.96 

20TH 

79.91 

188.81 

25TH 

74.33 

204.46 

25TH 

80.49 

190.05 

30TH 

74.82 

205.80 

30TH 

81.02 

191.21 

35TH 

75.28 

207.05 

35TH 

81.52 

192.32 

40TH 

75.72 

208.25 

40TH 

81.99 

193.41 

45TH 

76.15 

209.43 

45TH 

82.45 

194.50 

50TH 

76.57 

210.59 

50TH 

82.91 

195.60 

55TH 

77.01 

211.77 

55TH 

83.38 

196.73 

60TH 

77.45 

212.97 

60TH 

83.85 

197.90 

65TH 

77.91 

214.23 

65TH 

84.34 

199.16 

70TH 

78.41 

215.55 

70TH 

84.86 

200.53 

75TH 

78.95 

216.99 

75TH 

85.43 

202.07 

80TH 

79.56 

218.60 

80TH 

86.06 

203.87 

85TH 

80.26 

220.45 

85TH 

86.79 

206.14 

90TH 

81.16 

222.76 

90TH 

87.70 

209.44 

95TH 

82.46 

226.04 

95TH 

88.99 

211.51 

97TH 

83.27 

228.03 

97TH 

89.77 

212.96 

98TH 

83.84 

229.39 

98TH 

90.31 

215.10 

99TH 

84.68 

231.31 

99TH 

91.07 
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( D43 )  VERTICAL  GRIP  REACH  DOWN 


FEMALE 


CENTIMETERS  INCHES 


60.95 

MEAN  VALUE 

24.00 

.07 

SE (MEAN) 

.03 

3.27 

STD  DEVIATION 

1.29 

.05 

SE ( STD  DEV) 

.02 

73.50 

MAXIMUM 

28.94 

49.20 

MINIMUM 

19.37 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

,12 

3.12 

5.4% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

53.55 

1ST 

21.08 

54.42 

2ND 

21.43 

54.97 

3RD 

21.64 

55,71 

5TH 

21.93 

56.84 

10TH 

22.38 

57.61 

15TH 

22.68 

58.21 

20TH 

22.92 

58.74 

25TH 

23.13 

59.21 

30TH 

23.31 

59.65 

35TH 

23.48 

60.07 

40TH 

23.65 

60.48 

45TH 

23.81 

60.88 

50TH 

23.97 

61.29 

55TH 

24.13 

61.70 

60TH 

24.29 

62.14 

65TH 

24.46 

62.60 

70TH 

24.64 

63.10 

75TH 

24.84 

63.66 

80TH 

25.06 

64.32 

85TH 

25.32 

65.16 

90TH 

25.65 

66.42 

95TH 

26.15 

67.25 

97TH 

26.48 

67.86 

98TH 

26.72 

68.82 

99TH 

27.09 

MALE 


CENTIMETERS  INCHES 


66.57 

MEAN  VALUE 

26.21 

.08 

SE(MEAN) 

.03 

3.33 

STD  DEVIATION 

1.31 

.06 

SE ( STD  DEV) 

.02 

81.40 

MAXIMUM 

32.05 

54.10 

MINIMUM 

21.30 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  - 
NUMBER  OF  SUBJECTS  * 

.13 

3.17 

5.0% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

59.08 

1ST 

23.26 

59.95 

2ND 

23.60 

60.50 

3RD 

23.82 

61.23 

5TH 

24.11 

62.36 

10TH 

24.55 

63.13 

15TH 

24.85 

63.74 

20TH 

25.09 

64.28 

25TH 

25.31 

64.76 

30TH 

25.50 

65.21 

35TH 

25.67 

65.65 

40TH 

25.84 

66.07 

45TH 

26.01 

66.49 

50TH 

26.18 

66.92 

55TH 

26.35 

67,35 

60TH 

26.52 

67.81 

65TH 

26.70 

68.29 

70TH 

26.89 

68.81 

75TH 

27.09 

69.40 

80TH 

27.32 

70.09 

85TH 

27.59 

70.96 

90TH 

27.94 

72.23 

95TH 

28.44 

73.04 

97TH 

28.75 

73.61 

98TH 

28.98 

74.49 

99TH 

29.33 
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(D44) 

VERTICAL 

FEMALE 

CENTIMETERS 

INCHES 

203.92 

MEAN  VALUE 

80.28 

.19 

SE(MEAN) 

.08 

8.97 

STD  DEVIATION  3.53 

.13 

SE ( STD  DEV) 

.05 

235.50 

MAXIMUM 

92.72 

172.10 

MINIMUM 

67.76 

SYMMETRY - VETA  I  =  .07 

KURTOSIS - VETA  II  =  3.01 

COEF.  OF  VARIATION  =  4.4% 

NUMBER  OF  SUBJECTS  =  2208 


THE  PERCENTILES 


CENTIMETERS 

INCHES 

183.10 

1ST 

72.09 

185.83 

2ND 

73.16 

187.46 

3RD 

73.80 

189.59 

5TH 

74.64 

192.73 

10TH 

75*88 

194.80 

15TH 

76.69 

196.43 

20TH 

77.34 

197.85 

25TH 

77.89 

199.13 

30TH 

78.40 

200.32 

35TH 

78.87 

201.46 

40TH 

79.32 

202.58 

45TH 

79.76 

203.70 

50TH 

80.20 

204.83 

55TH 

80.64 

205.98 

60TH 

81.09 

207.19 

65TH 

81.57 

208,47 

70TH 

82.08 

209.88 

75TH 

82.63 

211.47 

80TH 

83.25 

213.31 

85TH 

83.98 

215.65 

90TH 

84.90 

219.05 

95TH 

86.24 

221.19 

97TH 

87.08 

222.70 

98TH 

87.68 

224.93 

99TH 

88.55 

GRIP  REACH,  EXTENDED 


MALE 


CENTIMETERS 

INCHES 

220.40 

MEAN  VALUE 

86.77 

.22 

SE (MEAN) 

.09 

9.47 

STD  DEVIATION 

3.73 

.16 

SE ( STD  DEV) 

.06 

266.90 

MAXIMUM 

105.08 

181.70 

MINIMUM 

71.54 

SYMMETRY- 

— VETA  I  = 

.09 

KURTOSIS- 

— VETA  II  = 

3.23 

COEF.  OF 

VARIATION  = 

4,3% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE  PERCENTILES 


CENTIMETERS 

INCHES 

198.56 

1ST 

78.17 

201.29 

2ND 

79.25 

202.94 

3RD 

79.90 

205.13 

5TH 

80. .76 

208.40 

10TH 

82.05 

210.60 

15TH 

82.91 

212.34 

20TH 

83.60 

213.86 

25TH 

84.20 

215.24 

30TH 

84,74 

216.52 

35TH 

85.24 

217.75 

40TH 

85.73 

218.96 

45TH 

86.20 

220.16 

50TH 

86.68 

221.38 

55TH 

87.16 

222.62 

60TH 

87.65 

223.91 

65TH 

88.16 

225.29 

70TH 

88.70 

226.78 

75TH 

89.28 

228.46 

80TH 

89.94 

230.39 

85TH 

90.70 

232.80 

90TH 

91.65 

236.25 

95TH 

93.01 

238.35 

97TH 

93.84 

239.80 

98TK 

94.41 

241.86 

99TH 

95.22 
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(D45)  VERTICAL  GRIP  REACH,  SITTING 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

121.23 

MEAN  VALUE 

47.73 

130.98 

MEAN  VALUE 

51.57 

.11 

SE (MEAN) 

.04 

.13 

SE (MEAN) 

.05 

5.13 

STD  DEVIATION 

2.02 

5.45 

STD  DEVIATION 

2.15 

.08 

SE ( STD  DEV) 

.03 

.09 

SE ( STD  DEV) 

.04 

138.60 

MAXIMUM 

54.57 

155.10 

MAXIMUM 

61.06 

103.00 

MINIMUM 

40.55 

106.40 

MINIMUM 

41.89 

SYMMETRY - 

— VETA  I  = 

-.03 

SYMMETRY- 

— VETA  I  = 

-.02 

KURTOSIS- 

— VETA  II  = 

2.94 

KURTOSIS- 

— VETA  II  = 

3.23 

COEF .  OF 

VARIATION  - 

4.2% 

COEF.  OF 

VARIATION  - 

4.2% 

NUMBER  OF 

SUBJECTS  « 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS  : 

CNCHES 

CENTIMETERS 

INCHES 

109.24 

1ST 

43.01 

117.75 

1ST 

46.36 

110.60 

2ND 

43.54 

119.64 

2ND 

47.10 

111.48 

3RD 

43.89 

120.74 

3RD 

47.53 

112.69 

5TH 

44.36 

122.14 

5TH 

48.09 

114.57 

10TH 

45.11 

124.15 

10TH 

48.88 

115.86 

15TH 

45.61 

125.45 

15TH 

49.39 

116.87 

20TH 

46.01 

126.46 

20TH 

49.79 

117.76 

25TH 

46.36 

127.34 

25TH 

50.13 

118.54 

30TH 

46.67 

128.12 

30TH 

50.44 

119.27 

35TH 

46.96 

128.84 

35TH 

50.73 

119.96 

40TH 

47.23 

129,54 

40TH 

51.00 

120.62 

45TH 

47  o  49 

130.22 

45TH 

51.27 

121.28 

50TH 

47.75 

130.90 

50TH 

51.54 

121.93 

55TH 

48.01 

131.59 

55TH 

51.81 

122.59 

60TH 

48.27 

132.29 

60TH 

52.08 

123.27 

65TH 

48.53 

133.02 

65TH 

52.37 

123.99 

70TH 

48.81 

133.80 

70TH 

52.68 

124.75 

75TH 

49.12 

134.64 

75TH 

53.01 

125.61 

80TH 

49.45 

135.60 

80TH 

53.38 

126.59 

85TH 

49.84 

136.70 

85TH 

53.82 

127.82 

90TH 

50.32 

138.08 

90TH 

54.36 

129.61 

95TH 

51.03 

140.05 

95TH 

55.14 

130.76 

97TH 

51.48 

141.25 

97TII 

55.61 

131.60 

98TH 

51.81 

142.06 

98TH 

55.93 

132.90 

99TH 

52.32 

143.20 

99TH 

56.38 
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(D46) 


VERTICAL  INDEX  FINGERTIP  REACH 


FEMALE 


CENTIMETERS 

INCHES 

205.02 

MEAN  VALUE 

80.72 

.20 

SE (MEAN) 

.08 

9.20 

STD  DEVIATION 

3.62 

.14 

SE ( STD  DEV) 

.05 

237.40 

MAXIMUM 

93.46 

170.90 

MINIMUM 

67.28 

SYMMETRY- 

— VETA  I  = 

.06 

KURTOSIS- 

— VETA  II  = 

3.01 

COEF.  OF 

VARIATION  = 

4.5% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE  PERCENTILES 


CENTIMETERS 

INCHES 

183.76 

1ST 

72.35 

186.51 

2ND 

73.43 

188.17 

3RD 

74.08 

190.33 

5TH 

74.93 

193.53 

10TH 

76.19 

195.66 

15TH 

77.03 

197.33 

20TH 

77.69 

198.79 

25TH 

78.26 

200.10 

30TH 

78.78 

201.33 

35TH 

79.26 

202.50 

40TH 

79.73 

203.65 

45TH 

80.18 

204.80 

50TH 

80.63 

205.96 

55TH 

81.09 

207.15 

60TH 

81.55 

208.39 

65TH 

82.04 

209.71 

70TH 

82.56 

211.15 

75TH 

83.13 

212.78 

80TH 

83.77 

214.67 

85TH 

84.51 

217.06 

90TH 

85.46 

220.53 

95TH 

86.82 

222.71 

97TH 

87.68 

224.24 

98TH 

88.28 

226.50 

99TH 

89.17 

MALE 


CENTIMETERS 

INCHES 

221.85 

MEAN  VALUE 

87.34 

.23 

SE (MEAN) 

.09 

9.71 

STD  DEVIATION 

[  3.82 

.16 

SE ( STD  DEV) 

.06 

266.40 

MAXIMUM 

104.88 

178.90 

MINIMUM 

70.43 

SYMMETRY- 

— VETA  I  = 

.05 

KURTOSIS- 

--VETA  II  * 

3.29 

COEF.  OF 

VARIATION  - 

4.4% 

NUMBER  OF 

SUBJECTS  « 

1774 

THE  PERCENTILES 


CENTIMETERS 

INCHES 

199.37 

1ST 

78.49 

202.21 

2ND 

79.61 

203.93 

3RD 

80.29 

206.19 

5TH 

81.18 

209.58 

10TH 

82.51 

211.84 

15TH 

83.40 

213.64 

20TH 

84.11 

215.21 

25TH 

84.73 

216.62 

30TH 

85.29 

217.95 

35TH 

85.81 

219.22 

40TH 

86.31 

220.45 

45TH 

86.79 

221.69 

50TH 

87.28 

222.94 

55TH 

87.77 

224.22 

GOTH 

88.27 

225.54 

65TH 

88.80 

226.95 

70TH 

89.35 

228.47 

75TH 

89.95 

230.18 

80TH 

90.62 

232.13 

85TH 

91.39 

234.56 

90TH 

92.35 

237.98 

95TH 

93.69 

240.02 

97TH 

94.50 

241.40 

98TH 

95.04 

243.30 

99TH 

95.79 
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(D47)  VERTICAL  INDEX  FINGERTIP  REACH  DOWN 

FEMALE  MALE 


CENTIMETERS  INCHES 


71.24 

MEAN  VALUE 

28.05 

.08 

SF(MEAN) 

.03 

3.76 

STD  DEVIATION 

1.48 

.06 

SE ( STD  DEV) 

.02 

35.80 

MAXIMUM 

33.78 

57.60 

MINIMUM 

22.68 

SYMMETRY- 

— VET  A  I  = 

.11 

KURTOSIS- 

— VETA  II  ® 

3.09 

coef.  or 

VARIATION  = 

5.3% 

NUMBER  OF 

SUBJECTS  ^ 

2208 

THE 

PERCENTILES 

PPWmTUPfnPDC 

TMPUPC 

62.72 

1ST 

24.69 

63.70 

2ND 

25.08 

64.32 

3RD 

25.32 

65.16 

5TH 

25.65 

66.47 

10TH 

26.17 

67.36 

15TH 

26.52 

68.06 

20TH 

26.80 

68.68 

25TH 

27.04 

69.23 

30TH 

27.26 

69.75 

35T1I 

27.46 

70.24 

40TH 

27.65 

70.71 

45TH 

27.84 

71.18 

50TH 

28.03 

71.66 

55TH 

28.21 

72.14 

60TH 

28.40 

72.65 

65TH 

28.60 

73.18 

70TK 

28.81 

73.76 

75TH 

29.04 

74.41 

80TH 

29.30 

75.17 

85TH 

29.59 

76.13 

90TH 

29.97 

77.57 

951’H 

30  *  54 

78.51 

S7TH 

30.91 

79.20 

98TH 

31.18 

80.28 

99TH 

31.61 

CENTIMETERS  INCHES 


77.68 

MEAN  VALUE 

30.58 

.09 

SE (MEAN) 

.04 

3.80 

STD  DEVIATION 

1.49 

.06 

SE ( STD  DEV) 

.03 

94.10 

MAXIMUM 

37.05 

63.10 

MINIMUM 

24.84 

SYMMETRY- 

—VETA  I  = 

.12 

KURTOSIS- 

—VETA  II  = 

3.18 

COEF.  OF 

VARIATION  = 

4.9% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

69.25 

1ST 

27.26 

70.25 

2ND 

27.66 

70.86 

3RD 

27.90 

71.68 

5TH 

28.22 

72.92 

10TH 

28.71 

73.77 

15TH 

29.04 

74.45 

20TH 

29.31 

75.04 

25TH 

29.55 

75.59 

30TH 

29.76 

76.10 

35TH 

29.96 

76.59 

4QTH 

30.15 

77.07 

45TH 

30.34 

77.56 

50TH 

30.53 

78.05 

55TH 

30.73 

78.55 

60TH 

30.92 

79.07 

65TH 

31.13 

79.63 

70TH 

31.35 

80.24 

75TH 

31.59 

80.93 

8  ora 

31.86 

81.72 

85TH 

32.17 

82.72 

9  ora 

32.57 

84.15 

95TH 

33.13 

85.03 

97TH 

33.48 

85.65 

98TH 

33.72 

86.53 

99TH 

34.07 

241 


(D48)  VERTICAL  INDEX  FINGERTIP  REACH,  EXTENDED 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

214.22 

MEAN  VALUE 

84.34 

231.51 

MEAN  VALUE 

91.14 

.20 

SE(MEAN) 

.08 

.24 

SE (MEAN) 

.09 

9.46 

STD  DEVIATION 

3.72 

9.95 

STD  DEVIATION 

[  3.92 

.14 

SE ( STD  DEV) 

.06 

.17 

SE ( STD  DEV) 

.07 

246.90 

MAXIMUM 

97.20 

279.90 

MAXIMUM 

110.20 

180.80 

MINIMUM 

71.18 

190.70 

MINIMUM 

75.08 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.06 

3.01 

4.4% 

2208 

SYMMETRY - VETA  I  =  .09 

KURTOSIS - VETA  II  =  3.25 

COEF.  OF  VARIATION  =  4.3% 

NUMBER  OF  SUBJECTS  =  1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

192.50 

1ST 

75.79 

208.78 

1ST 

82.20 

195.27 

2ND 

76.88 

211.56 

2ND 

83.29 

196.94 

3RD 

77.54 

213.27 

3RD 

83.96 

199.14 

5TH 

78.40 

215.52 

5TH 

84.85 

202.41 

10TH 

79.69 

218.94 

10TH 

86.20 

204.58 

15TH 

80.54 

221.24 

15TH 

87.10 

206.31 

20TH, 

81.22 

223.07 

20TH 

87.82 

207.81 

25TH 

81.81 

224.67 

25TH 

88.45 

209.16 

30TH 

82.35 

226.11 

30TH 

89.02 

210.42 

35TH 

82.84 

227.46 

35TH 

89.55 

211.64 

40TH 

83.32 

228.75 

40TH 

90.06 

212.82 

4STH 

83.79 

230.01 

■»5TH 

90.56 

214.00 

50TH 

84.25 

231.28 

50TH 

91.05 

215.20 

55TH 

84.72 

232.55 

55TH 

9J  .56 

216.42 

60TH 

85.21 

233.85 

60TH 

92.07 

217.70 

65TH 

85.71 

235.20 

65TH 

52.60 

219.05 

70TH 

86.24 

236.64 

70TH 

93.16 

220.53 

75TH 

86.82 

238.20 

75TH 

93.78 

222.20 

80TH 

87.48 

239.95 

80TH 

94.47 

224.12 

85th 

88.24 

241.97 

85TH 

95.26 

226.55 

90TH 

89.19 

244.51 

90TH 

96.26 

230.07 

95TH 

90.58 

248.14 

95TH 

97.69 

232.25 

97TH 

91.44 

250.38 

97TH 

98.57 

233.77 

98TH 

92.04 

251,94 

98TH 

99.19 

236.00 

9STH 

92.91 

254.18 

99TH 

100.07 

242 


(D49)  VERTICAL  INDEX  FINGERTIP  REACH,  SITTING 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

131*53 

MEAN  VALUE 

51.78 

142.09 

MEAN  VALUE 

55.94 

*12 

SE (MEAN) 

.05 

.14 

SE(MEAN) 

.05 

5.55 

STD  DEVIATION 

2.19 

5.87 

STD  DEVIATION 

2.31 

.08 

SE ( STD  DEV) 

.03 

.10 

SE(STD  DEV) 

.04 

149.90 

MAXIMUM 

59.02 

168.10 

MAXIMUM 

66.18 

111.70 

MINIMUM 

43.98 

115.40 

MINIMUM 

45.43 

SYMMETRY- 

— VET  A  I  « 

-.03 

SYMMETRY- 

— VETA  I  = 

-.03 

KURTOSIS- 

— VETA  II  = 

2.92 

KURTOSIS- 

—VETA  II  = 

3.28 

COEF.  OF  ' 

VARIATION  « 

4.2% 

COEF.  OF 

VARIATION  = 

4.1% 

NUMBER  OF 

SUBJECTS  =* 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

118.78 

1ST 

46.76 

128.17 

1ST 

50*46 

120.11 

2ND 

47.29 

129.98 

2ND 

51.17 

121.01 

3RD 

47.64 

131.08 

3RD 

51.61 

122.27 

5TH 

48.14 

132.51 

5TH 

52.17 

124.28 

10TH 

48.93 

134.65 

10TH 

53.01 

125.67 

15'TK 

49.48 

136.06 

15TH 

53.57 

126.78 

20TI3 

49.91 

137.17 

20TH 

54.00 

127.74 

25TH 

50  o  29 

138.13 

25TH 

54.38 

120.51 

30TH 

50*63 

138.99 

30TH 

54.72 

129  o  40 

35TH 

50.94 

139.78 

35TH 

55.03 

130.15 

40TH 

51.24 

140.55 

40TH 

55.33 

.130*87 

45TH 

5J  .52 

141.29 

45TH 

55.63 

131.59 

bOTH 

51.81 

142.03 

50TH 

55.92 

132.30 

55TH 

52.08 

142.77 

55TH 

56.21 

133.01 

60TH 

52.37 

143.52 

60TH 

56.51 

133*74 

65TH 

52*65 

144.31 

65TH 

56.81 

134.51 

70TH 

52.96 

145.14 

70TH 

57.14 

135.33 

75TH 

53.28 

146.04 

75TH 

57.50 

136.25 

P0TH 

53.64 

147.06 

80TH 

57.90 

137.31 

85TH 

54.06 

148.23 

85TH 

58.36 

138.63 

90Th 

54,58 

149.69 

90TH 

58.93 

140.59 

9  5TH 

55.35 

151.81 

95TH 

59.77 

141.86 

97TH 

55*65 

153.13 

97TH 

60.29 

142.81 

98TH 

56.22 

154.05 

98TH 

60.65 

144.3? 

39TH 

56.82 

155.40 

99TH 

61.18 
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(D50)  VERTICAL  THUMBTIP  REACH  DOWN 


FEMALE 


CENTIMETERS  INCHES 


66.09 

MEAN  VALUE 

26,02 

.08 

SE(MEAN) 

.03 

3.55 

STD  DEVIATION 

1.40 

.05 

SE ( STD  DEV) 

.02 

79.50 

MAXIMUM 

31.30 

53.20 

MINIMUM 

20.94 

SYMMETRY - VET  A  I  - 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS 

.11 

3.07 

5.4% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

58.11 

1ST 

22,88 

58.98 

2ND 

23.22 

59.55 

3RD 

23.44 

60.33 

5TH 

23.75 

61.57 

10TH 

24.24 

62.41 

15TH 

24.57 

63.09 

20TH 

24.84 

63.67 

25TH 

25.07 

64.20 

30TH 

25.27 

64.68 

35TH 

25.47 

65.15 

40TH 

25.65 

65.60 

45TH 

25.83 

66.04 

50TH 

26.00 

66.49 

55111 

26.18 

66.94 

60TH 

26.35 

67.41 

65TH 

26.54 

67.91 

70TH 

26.74 

68.45 

75TH 

26.95 

69.05 

80TH 

27.19 

69.76 

85TH 

27.46 

70.66 

90TH 

27.82 

72.01 

95TH 

28.35 

72.90 

97TH 

28.70 

73.57 

98TH 

28.97 

74.65 

99TH 

29  0  39 

MALE 


CENTIMETERS  INCHES 


72.04 

MEAN  VALUE 

28.36 

.08 

SE (MEAN) 

.03 

3.58 

STD  DEVIATION 

1.41 

.06 

SE ( STD  DEV) 

.02 

87.30 

MAXIMUM 

34.37 

58.40 

MINIMUM 

22.95 

SYMMETRY- 

— VETA  I  * 

,13 

KURTOSIS- 

— VETA  II  = 

3.13 

COEF.  OF 

VARIATION  = 

5.0% 

NUMBER  OF 

SUBJECTS  « 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

64.15 

1ST 

25.26 

65.02 

2ND 

25.60 

65.58 

3RD 

25.82 

66.33 

5TH 

26.11 

67.51 

1GTH 

26.58 

68.31 

15TH 

26  c  90 

68.97 

20TH 

27.15 

69.54 

25TH 

27.38 

70.06 

30TH 

27.58 

70.55 

35TH 

27.77 

71.01 

40TH 

27.96 

71.47 

45TH 

28.14 

71.93 

50TH 

28.32 

72.39 

55TH 

28.50 

72.87 

60TH 

28.69 

73.36 

65TH 

28.88 

73.88 

70TH 

29.09 

74.45 

75TH 

29.31 

75.09 

80TH 

29.56 

75.83 

85TH 

29 . 85 

76.76 

90TH 

30.22 

78.11 

S5TH 

30.75 

78,95 

97TH 

31.08 

79.55 

98TH 

31.32 

80.45 

99TH 

31.67 
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(D51)  VERTICAL  THUMBTIP  REACH,  SITTING 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

126.37 

MEAN  VALUE 

49.75 

136.44 

MEAN  VALUE 

53.72 

.11 

SE (MEAN) 

.04 

.13 

SE ( MEAN ) 

.05 

5.36 

STD  DEVIATION 

2.11 

5.68 

STD  DEVIATION 

2.24 

.08 

SE ( STD  DEV) 

.03 

.10 

SEfCTD  DEV) 

.04 

144.30 

MAXIMUM 

56.81 

161.30 

MAXIMUM 

63.50 

107.40 

MINIMUM 

42.28 

110.70 

MINIMUM 

43.58 

SYMMETRY- 

— VETA  I  “ 

-.04 

SYMMETRY- 

— VETA  I  = 

-.03 

KURTOSXS- 

— VETA  II  = 

2.91 

KURTOSIS- 

— VETA  II  = 

3.22 

COEF.  OF 

VARIATION  = 

4.2% 

COEF.  OF 

VARIATION  « 

4.2% 

NUMBER  OF 

‘  SUBJECTS  - 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

113.96 

1ST 

44.87 

122.95 

1ST 

48.41 

115.30 

2ND 

45.39 

124.76 

2ND 

49.12 

116.18 

3RD 

45.74 

125.84 

3RD 

49.54 

1^7.41 

5TH 

46.22 

127.24 

5TH 

50.09 

1x9.36 

10TH 

46.99 

129.29 

10TH 

50.90 

120.71 

15TH 

47.52 

130.64 

I5TH 

51.43 

121.77 

20TH 

47.94 

131.70 

20TH 

51.85 

122.70 

25TH 

48.31 

132.62 

25TH 

52.21 

123.53 

30TH 

48.63 

133.44 

30TH 

52.54 

124.30 

35TH 

48.94 

134.21 

35TH 

52.84 

125.02 

40TH 

49.22 

134.94 

40TH 

53.13 

125.72 

45TH 

49.50 

135.66 

45TH 

53.41 

126.42 

50TH 

49  0  77 

136.38 

50TH 

53.69 

127.10 

55TH 

50.04 

137.10 

55TH 

53.98 

127.80 

60TH 

50.31 

137.83 

60TH 

54.27 

128.51 

65TH 

50.59 

138.60 

65TH 

54.57 

129.25 

70TH 

50.89 

139.42 

70TH 

54.89 

130.06 

75TH 

51.20 

140.30 

75TH 

55.24 

130.95 

BOTH 

51.56 

141.30 

80TH 

55.63 

131.98 

85TH 

51.96 

142.45 

85TH 

56.08 

133.26 

90TH 

52.47 

143.88 

90TH 

56.65 

135.15 

95TH 

53.21 

145.93 

95TH 

57.45 

136.36 

97TH 

53.69 

147.18 

97TH 

57.95 

137.26 

98TH 

54.04 

148.04 

98TH 

58.28 

138.66 

99TH 

54.59 

149.26 

99TH 

58.76 
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(D52)  VERTICAL  WRIST  HEIGHT 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

188.10 

MEAN  VALUE 

74.06 

203.76 

MEAN  VALUE 

80.22 

.18 

SE(MEAN) 

.07 

.22 

SE (MEAN) 

.08 

8.55 

STD  DEVIATION 

3.37 

9.07 

STD  DEVIATION 

3.57 

.13 

SE ( STD  DEV) 

.05 

.15 

SE ( STD  DEV) 

.06 

218.10 

MAXIMUM 

85.87 

244.80 

MAXIMUM 

96.38 

156.00 

MINIMUM 

61.42 

163.80 

MINIMUM 

64.49 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.07 

3.00 

4.6% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.04 

3.26 

4.4% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

168.38 

1ST 

66.29 

182.72 

1ST 

71.94 

170.93 

2ND 

67.29 

185.42 

2ND 

73.00 

172.46 

3RD 

67.90 

187.04 

3RD 

73.64 

174.46 

5TH 

68.68 

189.17 

5TH 

74.47 

177.42 

10TH 

69.85 

192.33 

10TH 

75.72 

179.39 

15TH 

70.62 

194.44 

15TH 

76.55 

180.94 

20TH 

71.24 

196.11 

20TH 

77.21 

182.29 

25TH 

71.77 

197.57 

25TH 

77.78 

183.51 

30TH 

72.25 

198.89 

30TH 

78.30 

184.64 

35TH 

72.69 

200.12 

35TH 

78,79 

185.74 

40TH 

73.12 

201.30 

40TH 

79.25 

186.80 

45TH 

73.54 

202.45 

45TH 

79.71 

187.87 

50TH 

73.96 

203.61 

50TH 

80.16 

188.95 

55TH 

74.39 

204.77 

55TH 

80.62 

190.06 

60TH 

74.82 

205.96 

60TH 

81.09 

191.21 

65TH 

75.28 

207.19 

65TH 

81.57 

192.44 

70TH 

75.76 

208.51 

70TH 

82.09 

193.79 

75TH 

76.29 

209.93 

75TH 

82.65 

195.30 

80TH 

76.89 

211.52 

8QTH 

83.28 

197.07 

85TH 

77.58 

213.35 

85TH 

84.00 

199.30 

90TH 

78.46 

215.62 

90TH 

84.89 

202.55 

95TH 

79.75 

218.81 

95TH 

86.15 

204.59 

97TH 

80.55 

220.72 

97TH 

86.90 

206.03 

98TH 

81.12 

222.00 

98TH 

87.40 

208.16 

99TH 

81.95 

223.76 

99TH 

88.09 
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(D53) 


VERTICAL  WRIST  HEIGHT,  EXTENDED 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

197.30 

MEAN  VALUE 

77.68 

213.42 

MEAN  VALUE 

84.02 

.19 

SE (MEAN) 

.07 

.22 

SE(MEAN) 

.09 

8.81 

STD  DEVIATION 

3.47 

9.31 

STD  DEVIATION 

3.66 

.13 

SE ( STD  DEV) 

.05 

.16 

SE ( STD  DEV) 

.06 

227.60 

MAXIMUM 

89.61 

258.30 

MAXIMUM 

101.69 

165.90 

MINIMUM 

65.31 

175.60 

MINIMUM 

69.13 

SYMMETRY - 

— VET  A  I  =* 

.07 

SYMMETRY- 

— VETA  I  * 

.08 

KURTOSIS- 

--VETA  II  = 

3.00 

KURTOSIS- 

— VETA  II  = 

3.20 

COEF.  OF 

VARIATION  = 

4.5% 

COEF.  OF 

VARIATION  = 

4.4% 

NUMBER  OF 

SUBJECTS  - 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

177.23 

1ST 

69.78 

191.89 

1ST 

75.55 

179.68 

2ND 

70.74 

194.58 

2ND 

76.61 

181.19 

3RD 

71.33 

196.23 

3RD 

77.26 

183.18 

5TH 

72.12 

198.41 

5TH 

'78.11 

186.21 

10TH 

73.31 

201.67 

10TH 

79.40 

188.25 

15TH 

74.11 

203.85 

15TH 

80.26 

189.87 

20TH 

74.75 

205.58 

20TH 

80.94 

191.28 

25TH 

75.31 

207.08 

25TH 

81.53 

192.56 

30TH 

75.81 

208.44 

30TH 

82.06 

193.74 

35TH 

76.28 

209.70 

35TH 

82.56 

194.88 

40TH 

76.73 

210.90 

40TH 

83.03 

195.99 

45TH 

77.16 

212.08 

45TH 

83.50 

197.10 

50TH 

77.60 

213.25 

50TH 

03.96 

198.23 

55TH 

73.04 

214.44 

55TH 

84.42 

199.37 

60TH 

78.49 

215.64 

60TH 

84.90 

200.56 

6STH 

78.96 

216.90 

65TH 

85.39 

201.82 

70TH 

79.46 

218.23 

70TH 

85.92 

203.20 

75TH 

80.00 

219.68 

75TH 

86.49 

204.75 

80TH 

80.61 

221.31 

80TH 

87.13 

206.55 

85TH 

81.32 

223.19 

35TH 

87.87 

208.81 

90TH 

82.21 

225.56 

90TH 

88.80 

212.11 

95TH 

83.51 

228.99 

95TH 

90.15 

214.17 

97TH 

84.32 

231.13 

97TH 

91.00 

215.64 

98TH 

84.90 

232.64 

98TH 

91.59 

217.82 

99TH 

85.75 

234.85 

9  9TH 

92.46 
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(D54 ) 


VERTICAL  WRIST  HEIGHT,  SITTING 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

114 .61 

MEAN  VALUE 

45.12 

124.00 

MEAN  VALUE 

£•> 

00 

• 

CO 

eo 

.11 

SE (MEAN) 

.04 

.13 

SE(MEAN) 

.05 

4.98 

STD  DEVIATION 

1.96 

5.30 

STD  DEVIATION 

2.08 

.07 

SE(STD  DEV) 

.03 

.09 

SE ( STD  DEV) 

.04 

131.70 

MAXIMUM 

51.85 

146.50 

MAXIMUM 

57.68 

96.80 

MINIMUM 

38.11 

100.30 

MINIMUM 

39.49 

SYMMETRY- 

— VETA  I  = 

-.02 

SYMMETRY- 

— VETA  I  * 

-.03 

KURTOSIS- 

— VETA  II  - 

2,91 

KURTOSIS- 

— VETA  II  = 

3.21 

COEF.  OF 

VARIATION  = 

4.3% 

COEF.  OF 

VARIATION  = 

4.3% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  « 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

103.03 

1ST 

40.56 

111.34 

1ST 

43.84 

104.34 

2ND 

41.08 

113,06 

2ND 

44.51 

105.19 

3RD 

41.41 

114.08 

3RD 

44.91 

106.34 

5TH 

41.87 

115.41 

5TH 

45.44 

108.15 

10TH 

42.58 

117.35 

10TH 

46.20 

109.38 

15TH 

43.06 

118.62 

15TH 

46.70 

110.35 

20TH 

43.45 

119,61 

20TH 

47.09 

111.20 

25TH 

43.78 

120.47 

25TH 

47.43 

111.96 

30TH 

44.08 

121.23 

30TH 

47.73 

112.67 

35TH 

44.36 

121.95 

35TH 

48.01 

113.33 

40TH 

44.62 

122.63 

40TH 

48.28 

113.98 

45TH 

44.87 

123.29 

45TH 

48.54 

114.62 

50TH 

45.13 

123.95 

50TH 

48.80 

115.26 

55TH 

45.38 

124.62 

55TH 

49.06 

115.90 

60TH 

45.63 

125.30 

60TH 

49.33 

116.57 

65TH 

45.89 

126.01 

65TH 

49.61 

117.27 

70TH 

46.17 

126.76 

70TH 

49.90 

118.02 

75TH 

46.46 

127.57 

75TH 

50.22 

118.86 

80TH 

46.79 

128.49 

80TH 

50.58 

119.82 

85TH 

47.17 

129.54 

85TH 

51.00 

121.03 

90TH 

47.65 

130.87 

90TH 

51.52 

122.77 

95TH 

48.34 

132.77 

95TH 

52.27 

123.88 

97TH 

48.77 

133.95 

97TH 

52.73 

124.68 

98TH 

49.09 

134.76 

98TH 

53.06 

125.90 

99TH 

49.57 

135.94 

99TH 

53.52 
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(D55)  WAIST  BACK,  VERTICAL  (NATURAL  INDENTATION) 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

35 . 14 

MEAN  VALUE 

13-84 

39.23 

MEAN  VALUE 

15.45 

•  05 

SE(MEAN) 

•  02 

.05 

SE (MEAN) 

.02 

2.36 

STD  DEVIATION 

•  93 

2.18 

STD  DEVIATION 

.86 

•  04 

SE ( STD  DEV) 

.01 

.04 

SE (STD  DEV) 

.01 

43-80 

MAXIMUM 

17.24 

47.30 

MAXIMUM 

18.62 

27.70 

MINIMUM 

10.91 

32.60 

MINIMUM 

12.83 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  * 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.24 

2.97 

6.7% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.07 

2.88 

5.6% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

30.30 

1ST 

11.93 

34.26 

1ST 

13.49 

30.70 

2ND 

12.09 

34.81 

2ND 

13.70 

30.99 

3RD 

12.20 

35.16 

3RD 

13.84 

31.42 

5TH 

12.37 

35.65 

5TH 

14.04 

32.14 

10TH 

12.65 

36.41 

10TH 

14.34 

32.66 

15TH 

12.86 

36.94 

15TH 

14.54 

33.09 

20TH 

13.03 

37.36 

20TH 

14.71 

33.47 

25TH 

13.18 

37.72 

25TH 

14.85 

33.81 

30TH 

13.31 

38.05 

30TH 

14.98 

34.14 

35TH 

13.44 

38.36 

35TH 

15.10 

34.45 

40TH 

13.56 

38.65 

40TH 

15.22 

34.75 

45TH 

13.68 

38.93 

45TH 

15.33 

35.05 

50TH 

13.80 

39.21 

50TH 

15.44 

35.36 

55TH 

13. S2 

39.49 

55TH 

15.55 

35.67 

60TH 

14.04 

39.78 

60TH 

15.66 

35.99 

65TH 

14.17 

40.07 

65TH 

15.78 

36.33 

70TH 

14.30 

40.39 

70TH 

15.90 

36.70 

75TH 

14.45 

40.72 

75TH 

16.03 

37.12 

80TH 

14.61 

41.10 

80TH 

16.18 

37.61 

85TH 

14.81 

41.53 

85TH 

16.35 

38.24 

90TH 

15.05 

42.08 

90TH 

16.57 

39.19 

95TH 

15.43 

42.87 

95TH 

16.88 

39.82 

97TH 

15.68 

43.37 

97TH 

17.07 

40.30 

98TH 

15.87 

43.73 

98TH 

17.22 

41.08 

99TH 

16.17 

44.28 

99TH 

17.43 
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(D56)  WAIST  BACK,  VERTICAL  (OMPHALION) 


FEMALE 

CENTIMETERS 

INCHES 

HALE 

CENTIMETERS 

INCHES 

42.59 

MEAN  VALUE 

16.77 

46.06 

MEAN  VALUE 

18.13 

.05 

SE(MEAN) 

.02 

.06 

SE(MEAN) 

.02 

2.24 

STD  DEVIATION 

.88 

2.47 

STD  DEVIATION 

.97 

.03 

SE ( STD  DEV) 

.01 

.04 

SE ( STD  DEV) 

.02 

52.00 

MAXIMUM 

20.47 

55.60 

MAXIMUM 

21.89 

35.50 

MINIMUM 

13.98 

37.90 

MINIMUM 

14.92 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.20 

3.22 

5.3% 

2208 

SYMMETRY - VETA  I  =  .21 

KURTOSIS - VETA  II  =  3.37 

COEF.  OF  VARIATION  =  5.3% 

NUMBER  OF  SUBJECTS  =  1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

37.68 

1ST 

14.83 

40  „  53 

1ST 

15.96 

38.19 

2ND 

15.03 

41.11 

2ND 

16.18 

38.53 

3RD 

15.17 

41.50 

3RD 

16.34 

39.00 

5TH 

15.35 

42.05 

5TH 

16.55 

39.75 

10TH 

15.65 

42.92 

10TH 

16.90 

40.27 

15TH 

15,86 

43.52 

15TH 

17.13 

40.69 

20TH 

16.02 

43.99 

20TH 

17.32 

41.05 

25TH 

16.16 

44.40 

25TH 

17.48 

41.38 

30TH 

16.29 

44.76 

30TH 

17.62 

41.68 

35TH 

16.41 

45.10 

35TH 

17.75 

41.97 

40TH 

16.52 

45.41 

40TH 

17.88 

42.25 

45TH 

16.63 

45.72 

45TH 

18.00 

42.53 

50TH 

16.74 

46.02 

50TH 

18.12 

42.81 

55TH 

16,85 

46.31 

55TH 

18.23 

43.09 

60TH 

16.96 

46.62 

60TH 

18.35 

43.38 

65TH 

17.08 

46.93 

65TH 

18.48 

43.70 

70TH 

17.20 

47.26 

70TH 

18.61 

44.04 

75TK 

17.34 

47.62 

75TH 

18.75 

44.42 

80TH 

17.49 

48.04 

80TH 

18.91 

44.88 

85TK 

17.67 

48.52 

85TH 

19.10 

45.47 

90TH 

17.90 

49.17 

90TH 

19.36 

46.38 

95TH 

18.26 

50.21 

9STH 

19.77 

47.00 

97TH 

18.50 

50.95 

97TH 

20.06 

47.48 

98TH 

18.69 

51.54 

98TH 

20.29 

48.27 

99TH 

19.00 

52.56 

99TH 

20.69 
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WAIST-BUTTOCK  DROP 


FEMALE 


(NATURAL  INDENTATION) 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

24 . 14 

MEAN  VALUE 

9.50 

14.38 

MEAN  VALUE 

5.66 

.09 

SE ( MEAN ) 

.04 

.10 

SE ( MEAN ) 

.04 

4.45 

STD  DEVIATION 

1.75 

4.07 

STD  DEVIATION 

1.60 

.07 

■  SE ( STD  DEV) 

.03 

.07 

SE ( STD  DEV) 

.03 

41.10 

MAXIMUM 

16.18 

26.70 

MAXIMUM 

10.51 

8.30 

MINIMUM 

3.27 

-.20 

MINIMUM 

-.08 

SYMMETRY - VETA  I  = 

-.16 

SYMMETRY— VETA  I  = 

-;31 

KURTOS I S -  —  VETA  II  = 

3.44 

KURTOS  IS— -VETA  II  = 

3.31 

COEF.  OF  VARIATION  = 

18.4% 

COEF.  OF  VARIATION  = 

28.3% 

NUMBER 

OF  SUBJECTS  = 

2208 

NUMBER 

OF  SUBJECTS  » 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

12.49 

1ST 

4.92 

3.87 

1ST 

1.53 

14.26 

2ND 

5.61 

5.21 

2ND 

2.05 

15.30 

3RD 

6.03 

6.07 

3RD 

2.39 

16.63 

5TH 

6.55 

7.24 

5TH 

2.85 

18.51 

10TH 

7.29 

9.01 

10TH 

3.55 

19.69 

15TH 

7.75 

10.17 

15TH 

4.00 

20.58 

20TH 

8.10 

11.06 

20TH 

4.36 

21.33 

25TH 

8.40 

11.81 

25TH 

4.65 

21.99 

30TH 

8.66 

12.47 

30TH 

4.91 

22.59 

35TH 

8.89 

13.05 

35TH 

5.14 

23.16 

40TH 

9.12 

13.60 

40TH 

5.35 

23.70 

45TH 

9.33 

14.12 

45TH 

5.56 

24.23 

50TH 

9.54 

14.62 

50TH 

5.75 

24.76 

55TH 

9.75 

15.10 

55TH 

5,95 

25.30 

60TH 

9.96 

15.59 

60TH 

6.14 

25.85 

65TH 

10.18 

16.08 

65TH 

6.33 

26.44 

70TH 

10.41 

16.59 

70TH 

6.53 

27.08 

75TH 

10.66 

17.13 

75TH 

6.75 

27.79 

80TH 

10.94 

17.73 

80TH 

6.98 

28.63 

85TH 

11.27 

18.42 

85TH 

7.25 

29.69 

90TH 

11.69 

19.30 

90TH 

7.60 

31.28 

95TH 

12.31 

20.65 

95TH 

8.13 

32.32 

97TH 

12.72 

21.58 

97TH 

8.49 

33.08 

98TH 

13,02 

22.30 

98TH 

8.78 

34.27 

99TH 

13.49 

23.53 

99TH 

9.26 
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(D58) 

WAIST-BUTTOCK 

DROP  (OMPHALION) 

FEMALE 

MALE 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

17.50 

MEAN  VALUE 

6.89 

12.12 

MEAN  VALUE 

4.77 

,12 

SE ( MEAN ) 

.05 

.11 

SE (MEAN) 

.04 

5.58 

STD  DEVIATION  2.20 

4.58 

STD  DEVIATION 

1.80 

.08 

SE ( STD  DEV) 

.03 

.08 

SE ( STD  DEV) 

.03 

34.00 

MAXIMUM 

13.39 

25.80 

MAXIMUM 

10.16 

-5.50 

MINIMUM 

-2.17 

-4.90 

MINIMUM 

-1.93 

SYMMETRY - VETA  I 

=  -.40 

SYMMETRY - VETA  1  = 

-.37 

KURTOSIS - VETA  II 

=  3.29 

KURTOSIS - VETA  II  = 

3.01 

COEF.  OF  VARIATION 

^  31.9% 

COEF.  OF  VARIATION  = 

37.8% 

NUMBER 

OF  SUBJECTS 

=  2208 

NUMBER 

OF  SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

2.55 

1ST 

1.00 

.25 

1ST 

.10 

4.56 

2ND 

1.79 

1.71 

2ND 

.67 

5.83 

3RD 

2.29 

2.66 

3RD 

1.05 

7.53 

5TH 

2.96 

3.96 

5TH 

1.56 

10.07 

10TH 

3.97 

5.95 

10TH 

2.34 

11.72 

15TH 

4.62 

7.28 

15TH 

2.86 

12.98 

20TH 

5.11 

8.30 

20TH 

3.27 

14.04 

25TH 

5.53 

9.18 

25TH 

3.61 

14.96 

30TH 

5.89 

9.94 

30TH 

3.91 

15.79 

35TH 

6.21 

10.63 

35TH 

4.19 

16.55 

40TH 

6.52 

11.28 

4QTH 

4.44 

17.27 

45TH 

6.80 

11.88 

45TH 

4.68 

17.96 

50TH 

7.07 

12.47 

50TH 

4.91 

18.64 

55TH 

7.34 

13.05 

55TH 

5.14 

19.31 

60TH 

7.60 

13.62 

60TH 

5.36 

19.98 

65TH 

7.87 

14.19 

65TH 

5.59 

20.67 

70TH 

8.14 

14.78 

70TH 

5.82 

21.40 

75TH 

8.43 

15.41 

75TH 

6.07 

22.20 

80TH 

0.74 

16.08 

80TH 

6.33 

23.10 

85TH 

9.09 

16.83 

85TH 

6.63 

24.21 

90TH 

9.53 

17.75 

90TH 

6.99 

25.84 

95TH 

10.17 

19.04 

95TK 

7.50 

26.90 

97TH 

10.59 

19.85 

97TH 

7.81 

27.70 

98TH 

10.90 

20.44 

98TH 

8.05 

29.00 

99TH 

11.42 

21.36 

99TH 

8.41 
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( D59 )  WAIST-WAIST  (NATURAL  INDENTATION)  OVER  SHOULDER 


FEMALE 

CENTIMETERS 

INCHES 

HALE 

CENTIMETERS 

INCHES 

77.59 

MEAN  VALUE 

30.55 

86.51 

MEAN  VALUE 

34.06 

.11 

SE  (MEAN) 

.04 

.11 

SE (MEAN) 

.04 

4.95 

STD  DEVIATION 

1.95 

4.70 

STD  DEVIATION  1.85 

.07 

SE ( STD  DEV) 

.03 

.08 

SE (STD  DEV) 

.03 

97.30 

MAXIMUM 

38,31 

105.60 

MAXIMUM 

41.57 

58.90 

MINIMUM 

23.19 

71.60 

MINIMUM 

28.19 

SYMMETRY- 

— VET  A  I  = 

.16 

SYMMETRY- 

— VETA  I  = 

.10 

KURTOSIS- 

— VETA  II  =* 

3.12 

KURTOSIS- 

— VETA  II  * 

3.14 

COEF.  OF 

VARIATION  = 

6.4% 

COEF.  OF 

VARIATION  = 

5.4% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

uisNtjlwwtjkkS 

inutttsS 

CEflrrInaT'£.RS 

INCHES 

66.47 

1ST 

26.17 

75.32 

1ST 

29.65 

67.76 

2ND 

26.68 

76.82 

2ND 

30.25 

68.58 

3RD 

27.00 

77.73 

3RD 

30.60 

69.67 

5TH 

27.43 

78.90 

5TH 

31.06 

71.36 

10TH 

28.09 

80.62 

10TH 

31.74 

72.50 

15TH 

28.54 

81.74 

15TH 

32.18 

73.41 

20TH 

28.90 

82.62 

20TH 

32.53 

74.20 

25TH 

29.21 

83.37 

25TH 

32.82 

74.91 

30TH 

29.49 

84.04 

3CTH 

33.09 

75.57 

35TH 

29.75 

84.67 

35TH 

33.33 

76.20 

40TH 

30.00 

85.26 

40TH 

33.57 

76.82 

45TH 

30.24 

85.84 

45TH 

33.80 

77.43 

50TH 

30.48 

86.42 

50TH 

34.02 

78.05 

55TH 

30.73 

87.00 

55TH 

34.25 

78.68 

60TH 

30.98 

87.60 

60TH 

34.49 

79.34 

65TH 

31.24 

88.22 

65TH 

34.73 

80.05 

70TH 

31.51 

88.88 

70TH 

34.99 

80.82 

75TH 

31.82 

89.60 

75TH 

35.28 

81.69 

80TH 

32.16 

90.42 

80TH 

35.60 

82.71 

85TH 

32.56 

91.38 

85TH 

35.98 

84.03 

90TH 

33.08 

92.61 

90TH 

36.46 

86.03 

95TH 

33.87 

94.46 

95TH 

37.19 

87.35 

97TH 

34.39 

95-66 

97TH 

37.66 

88.34 

98TH 

34.78 

96.54 

98TH 

38.01 

89.92 

99TH 

35.40 

97.90 

99TH 

38.54 
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( D60 )  WATST-WAIST  (OMPHALION)  OVER  SHOULDER 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

92.35 

MEAN  VALUE 

36.36 

99,17 

MEAN  VALUE 

39.05 

.10 

SE(MEAN) 

.04 

.13 

SE (MEAN) 

.05 

4.84 

STD  DEVIATION 

1.91 

5.33 

STD  DEVIATION 

2.10 

.07 

SE(STD  DEV) 

.03 

.09 

SB (STD  DEV) 

.04 

111.10 

MAXIMUM 

43.74 

119.10 

MAXIMUM 

46.89 

78.40 

MINIMUM 

30.87 

82.10 

MINIMUM 

32.32 

SYMMETRY- 

— VETA  I  = 

.31 

SYMMETRY- 

—VETA  I  = 

.23 

KURTOSIS- 

— VETA  II  = 

3.18 

KURTOSIS- 

—VETA  II  = 

3.35 

COEF.  OF 

VARIATION  = 

5.2% 

COEF .  OF 

VARIATION  = 

5.4% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

82.07 

1ST 

32.31 

86.75 

1ST 

34.15 

83.12 

2ND 

32.73 

88.41 

2ND 

34,81 

83.82 

3RD 

33.00 

89.42 

3RD 

35.20 

84.78 

5TH 

33.38 

90.73 

5TH 

35.72 

86.32 

10TH 

33.98 

92.65 

10TH 

36.48 

87.38 

15TH 

34.40 

93.89 

15TH 

36.97 

88.24 

20TH 

34.74 

94.86 

20TH 

37.35 

88.99 

25TH 

35.04 

95.68 

25TH 

37.67 

89.67 

30TH 

35.30 

96.42 

30TH 

37.96 

90.31 

35TH 

35.55 

97.10 

35TH 

38.23 

90.92 

40TH 

35.80 

97.75 

40TH 

38.48 

91,52 

45TH 

36.03 

98.38 

4STH 

38.73 

92.11 

50TH 

36.27 

99.00 

BOTH 

38.98 

92.72 

55TH 

36.50 

99.64 

55TH 

39.23 

93.33 

60TH 

36.75 

100.29 

60TH 

39.48 

93.98 

65TH 

37.00 

100 . 97 

65TH 

39.75 

94.67 

70TH 

37.27 

101.70 

70TH 

40.04 

95.43 

75TH 

37.57 

102.51 

75TH 

40.36 

96.29 

80TH 

37.91 

103.44 

80TH 

40.73 

97.31 

85TH 

38.31 

104.56 

85TH 

41.16 

98.64 

90TH 

38.83 

106.03 

90TH 

41.75 

100.70 

95TH 

39.64 

108.37 

95TH 

42.66 

102.10 

97TH 

40 . 20 

109.99 

97TH 

43.30 

103.17 

98TH 

40.62 

111.24 

98TH 

43.80 

104.92 

99TH 

41.31 

113.32 

S9TH 

44.61 
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CHAPTER  V 


THE  HEADBOARD  MEASUREMENTS 


The  head  and  face  are  perhaps  the  most  difficult  Ixxiy  parts  to  be  adequately  described 
by  traditional  linear  measurement  techniques  because  of  the  great  variability  of  head  and  facial 
dimensions,  their  associated  poor  correlations,  and  the  difficulty  of  maintaining  the  subject’s  head 
in  the  required  position.  A  special  automated  headboard  device  (AHD)  for  measuring  three- 
dimensional  coordinates  of  landmark  locations  on  the  head  and  face  was  developed  for  use  in  the 
1%7-1988  survey.6  The  device  was  programmed  to  measure  26  head  and  face  landmarks  selected 
on  the  basis  of  their  usefulness  in  the  design  and  construction  of  helmets,  respirators,  goggles,  and 
other  personal  protective  equipment. 

Some  16  head  and  face  dimensions  were  measured  by  traditional  means  and  arc  reported 
in  Chapter  111.  These  are  supplemented  by  the  data  obtained  from  the  AHD  in  which  points 
were  located  in  three-dimensional  space  by  the  simultaneous  determination  of  distances  along  the 
Z-axis  (height),  the  X-axis  (depth),  and  the  Y-axis  (breadth).  For  ease  of  reporting,  and  to 
facilitate  comparison  with  previously  reported  headboard  data,  these  headboard  data  are  given 
here  for  each  axis  separately,  using  the  same  strndard  statistics  as  are  used  in  reporting  the  standard 
and  derived  dimensions. 

A  visual  index  for  48  head  and  face  dimensions  appears  on  the  following  pages. 
Measurement  descriptions  begin  on  page  258,  and  summary  statistics  follow  on  page  264. 
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VISUAL  INDEX  -  HEAD  MEASUREMENTS 


(HI)  AL  ARE-BACK  OF  HEAD 

(H3)  BIGONIAL  BREADTH 

(H4)  BIINFRAORBITALE  BREADTH 

(H5)  BIOCULAR  BREADTH,  MAXIMUM 

(H6)  BITRAGION  BREADTH 

(H7)  BIZYGOMATIC  BREADTH 

(H8)  CHEILION  -B ACK  OF  HEAD 

(1 110)  CHJN-BACK  OF  HE  AD 

(HI 2)  CRINION-BACK  OF  HEAD 

(II 14)  ECTOORBIT ALE-BACK  OF  HEAD 

(HR)  FRGNTOTEMPOR  ALE-BACK OF  HEAD 

(H I S)  GLABELLA-BACK  OF  HEAD 

(1120;  GONION-BACK  OF  HEAD 


(H22)  INFRAORBIT ALE-BACK  OF  HEAD 
(H24)  LIP  LENGTH 

(H25)  MAXIMUM  FRONTAL  BREADTH 
(H26)  MENTON -BACK  OF  HEAD 
(H3I)  MINIMUM  FRONTAL  BREADTH 
(H32)  NOSE  BREADTH 
(H34)  PRONAS ALE-BACK  OF  HEAD 
(H36)  SELLJON-BACK  OF  HEAD 
(H38)  STOMION-BACK  OF  HEAD 
(H40)  SUBNASALE-BACK  OF  HEAD 
(H43)  TRAGION-BACK  OF  HEAD 
(H45)  ZYG ION -BACK  OF  HEAD 
(H47)  Z YGOFRONTAL E-BACK  OF  HEAD 
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VISUAL  INDEX  -  HEAD  MEASUREMENTS  (Continued) 


(H2)  ALARE-TOP  OF  HEAD 

(H9)  CHEILION-TOP  OF  HEAD 

(HI  1)  CHIN-TOP  OF  HEAD 

(HI  3)  CRUMION-TOP  OF  HEAD 

(HI  5)  ECTOORBITALE-TOP  OF  HEAD 

(HI 7)  FRONTOTEMPORALE-TOP  OF  HEAD 

(HI 9)  GLABELLA-TOP  OF  HEAD 

(H21)  GONION-TOP  OF  HEAD 

(H23)  INFRAORBITALE-TOP  OF  HEAD 

(H27)  MENTON-CRINION  LENGTH 

(H28)  MENTON-SELLION  LENGTH 


(H29)  MENTON-SUBNAS  ALE  LENGTH 
(H30)  MENTON-TOP  OF  HEAD 
(H33)  NOSE  PROTRUSION 
(H35)  PRONAS  ALE-TOP  OF  HEAD 
(H37)  SELLION-TOP  OF  HEAD 
(H39)  STOMION-TOP  OF  HEAD 
(H41)  SUBNASALE-SELLION  LENGTH 
(H42)  SUBNAS  ALE-TOP  OF  HEAD 
(H44)  TRAGION-TOP  OF  HEAD 
(H46)  ZYGION-TOP  OF  HEAD 
(H48)  ZYGOFRONTALE-TOP  OF  HEAD 
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HEADBOARD  MEASUREMENT  DESCRIPTIONS 


All  head  and  face  dimensions  are  measured  with  the  head  in  the  Frankfort  plane.  "Top  of  head" 
and  "back  of  head"  dimensions  for  bilateral  points  represent  the  averaged  values  of  the  right  and 
left  sides. 


(HI)  ALARE-BACK  OF  HEAD 

The  horizontal  distance  between  the  alare  landmark  on  the  side  of  the  nostrils  and  the  vertical 
plane  tangent  to  the  back  of  the  head  is  measured. 

(H2)  ALARE-TOP  OF  HEAD 

The  vertical  distance  between  the  alare  landmark  on  the  side  of  the  nostril  and  the  horizontal 
plane  tangent  to  the  top  of  the  head  is  measured. 

(H3)  BIGONIAL  BREADTH 

The  straight-line  distance  between  the  right  and  left  gonion  landmarks  on  the  corners  of  the  jaw 
is  measured. 


/T  Y  BmTTT)  A  r\nt>TTA  T  C  TVnr?  A  r»TTT 
)  uiiin  i\rvwivui  i  rujj  uiVLim^in 

The  straight-line  distance  between  the  right  and  left  infraorbitale  landmarks  on  the  bottom  edge 
of  the  bony  eye  sockets  under  the  eyes  is  measured. 

(H5)  BIOCULAR  BREADTH,  MAXIMUM 

The  straight-line  distance  between  the  right  and  left  ectoorbitale  landmarks  just  behind  each  bony 
eye  socket  at  the  level  of  the  outer  corners  of  the  eyes  is  measured. 

(H6)  BITRAGIQN  BREADTH 

The  straight-line  distance  between  the  right  and  left  tragion  landmarks  on  the  cartilaginous  flaps 
in  front  of  each  earhole  is  measured. 

(H7)  BIZYGOMATIC  BREADTH 

The  straight-line  distance  between  the  right  and  left  zygion  landmarks  on  the  zygomatic  arches, 
or  upper  cheekbones,  is  measured. 

(H8)  CHEILION-BACK  OF  HEAD 

The  horizontal  distance  between  the  cheiiion  landmark  at  the  comer  of  the  closed  mouth  and  the 
vertical  plane  tangent  to  the  back  of  the  head  is  measured. 
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(H9)  CHEILION -TOP  OF  HEAD 


The  vertical  distance  between  the  chcilion  landmark  at  the  comer  of  the  closed  mouth  and  the 
horizontal  plane  tangent  to  the  top  of  the  head  is  measured. 

(HlO)  CHIN-BACK  OF  HEAD 

The  horizontal  distance  between  the  promenton  landmark  on  the  front  of  the  chin  and  the  vertical 
plane  tangent  to  the  back  of  the  head  is  measured. 

(Hll)  CHIN-TOP  OF  HEAD 

The  vertical  distance  between  the  promenton  landmark  on  the  front  of  the  chin  and  the  horizontal 
plane  tangent  to  the  top  of  the  head  is  measured. 

(H12)  CRIN ION -BACK  OF  HEAD 

The  horizontal  distance  between  the  crinion  landmark  on  the  lowest  point  of  the  hairline  on  the 
forehead  and  the  vertical  plane  tangent  to  the  back  of  the  head  is  measured. 

(H13)  CRINION -TOP  OF  HEAD 

The  vertical  distance  between  the  crinion  landmark  on  the  lowest  point  of  the  hairline  on  the 
forehead  and  the  horizontal  plane  tangent  to  the  top  of  the  head  is  measured. 

(H14)  ECTOORBITALE-BACK  OF  HEAD 

The  horizontal  distance  between  the  ectoorbitale  landmark  just  behind  the  bony  eye  socket  at  the 
level  of  the  outer  comer  of  the  eye  and  the  vertical  plane  tangent  to  the  back  of  the  head  is 
measured. 

(HI 5)  ECTOORBITALE-TOP  OF  HEAD 

The  vertical  distance  between  the  ectoorbitale  landmark  just  behind  the  bony  eye  socket  at  the 
level  of  the  outer  corner  of  the  eye  and  the  horizontal  plane  tangent  to  the  top  of  the  head  is 
measured. 

(H16)  FRONTOIEMPORALE-BACK  OF  HEAD 

The  horizontal  distance  between  the  frontotemporale  landmark  on  the  temporal  crest  at  the  side 
of  the  forehead  and  the  vertical  plane  tangent  to  the  back  of  the  head  is  measured. 

(HI 7)  FRONTOTEMPORALE-TOP  OF  HEAD 

The  vertical  distance  between  the  frontotemporale  landmark  on  the  temporal  crest  at  the  side  of 
the  frontal,  or  forehead,  bone  above  the  browridges  and  the  horizontal  plane  tangent  to  the  top 
of  the  head  is  measured. 
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(H18)  GLABELLA-BACK  OF  HEAD 


The  horizontal  distance  between  the  glabella  landmark  on  the  forehead  between  the  eyebrows 
and  the  vertical  plane  tangent  to  the  back  of  the  head  is  measured, 

(H19)  GLABELLA-TOP  OF  HEAD 

The  vertical  distance  between  the  glabella  landmark  on  the  forehead  between  the  eyebrows  and 
the  horizontal  plane  tangent  to  the  top  of  the  head  is  measured. 

(H20)  GONION-BACK  OF  HEAD 

The  horizontal  distance  between  the  gonion  landmark  on  the  corner  of  the  jaw  and  the  vertical 
plane  tangent  to  the  back  of  the  head  is  measured. 

(H21)  GONION-TOP  OF  HEAD 

The  vertical  distance  between  the  gonion  landmark  on  the  comer  of  the  jaw  and  the  horizontal 
plane  tangent  to  the  top  of  the  head  is  measured. 

(H22)  INFRAOR3ITALE-BACK  OF  HEAD 

The  horizontal  distance  between  the  infraorbitale  landmark  on  the  bony  eye  socket  under  the  eye 
and  the  vertical  plane  tangent  to  the  hack  of  the  head  is  measured. 

(H23)  INFRAORB  IT  ALE-TOP  OF  HEAD 

The  vertical  distance  between  the  infraorbitale  landmark  on  the  bony  eye  socket  under  the  eye 
and  the  horizontal  plane  tangent  to  the  top  of  the  head  is  measured. 

(H24)  LIP  LENGTH 

The  straight-line  distance  between  the  right  and  left  cheilion  landmarks  at  the  comers  of  the  closed 
mouth  is  measured. 

(H25)  MAXIMUM  FRONTAL  BREADTH 

The  straight-line  distance  between  the  right  and  left  zygofrontale  landmarks  at  the  upper  margin 
of  each  bony  eye  socket  is  measured. 

(H26)  MENTON-BACK  OF  HEAD 

The  horizontal  distance  between  the  menton  landmark  at  the  bottom  of  the  chin  and  the  vertical 
plane  tangent  to  the  back  of  the  head  is  measured. 

(H27)  MENTON-CRINION  LENGTH 

The  straight-line  distance  between  the  menton  landmark  at  the  bottom  of  the  chin  and  the  crinion 
landmark  on  the  lowest  point  of  the  hairline  on  the  forehead  is  measured. 
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(H28)  MENTON-SELLION  LENGTH 


The  straight-line  distance  between  the  menton  landmark  at  the  bottom  of  the  chin  and  the  sellion 
landmark  on  the  deepest  point  of  the  root  of  the  nose  is  measured. 

(H29)  MENTON-SUBNASALE  LENGTH 

The  straight-line  distance  between  the  menton  landmark  at  the  bottom  of  the  chin  and  the 
subnasale  landmark  under  the  nose  is  measured 

(H30)  MENTON-TOP  OF  HEAD 

The  vertical  distance  between  the  menton  landmark  at  the  bottom  of  the  chin  and  the  horizontal 
plane  tangent  to  the  top  of  the  head  is  measured. 

(H31)  MINIMUM  FRONTAL  BREADTH 

The  straight-line  distance  between  the  right  and  left  frontotemporale  landmarks  on  the  temporal 
crests  on  each  side  of  the  forehead  is  measured. 

(H32)  NOSE  BREADTH 

The  straight-line  distance  between  the  right  and  left  alare  landmarks  on  the  sides  of  the  nostrils 
is  measureu. 

(H33)  NOSE  PROTRUSION 

The  straight-line  distance  between  the  pronasale  landmark  at  the  tip  of  the  nose  and  the  subnasale 
landmark  under  the  nose  is  measured 

(1x34)  FRONASALE-BACK  OF  HEAD 

The  horizontal  distance  between  the  pronasale  landmark  on  the  tip  of  the  nose  and  the  vertical 
plane  tangent  to  the  back  of  the  head  is  measured. 

(H35)  PRONAS ALE-TOP  OF  HEAD 

The  vertical  distance  between  the  pronasale  landmark  on  the  tip  of  the  nose  and  the  horizontal 
plane  tanger  <.  to  the  top  of  the  head  is  measured. 

(B36)  SET JLION-BACK  OF  HEAD 

The  horizontal  distance  between  the  sellion  landmark  at  the  deepest  point  of  the  root  of  the  nose 
and  the  vertical  plane  tangent  to  the  back  of  the  head  is  measured. 


(1-B7)  SELLION -TOP  OF  HEAD 


The  vertical  distance  between  the  sdlion  landmark  at  the  deepest  point  of  the  root  of  the  nose 
and  the  horizontal  plane  tangent  to  the  lop  of  the  head  is  measured. 
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(1138)  STOMION-BACK  OF  HEAD 


Thu  horizontal  distance  between  the  stomion  landmark  at  the  center  of  the  mouth  where  the  lips 
touch  when  the  mouth  is  closed  and  the  vertical  plane  tangent  to  the  back  of  the  head  is  measured 

(H39)  STOMION-TOP  OF  HEAD 

The  vertical  distance  between  the  stomion  landmark  at  the  center  of  the  mouth  where  the  lips 
touch  when  the  mouth  is  closed  and  the  horizontal  plane  tangent  to  the  top  of  the  head  is 
measured 


(H40)  SUBNASALE-BACK  OF  HEAD 

The  horizontal  distance  between  the  subnasale  landmark  under  the  nose  and  the  vertical  plane 
tangent  to  the  back  of  the  head  is  measured 

(H41)  SUBNASALE-SELUON  LENGTH 

The  straight-line  distance  between  the  subnasale  landmark  under  the  nose  and  the  sellion  landmark 
at  the  deepest  point  of  the  nasal  root  is  measured. 


(H42)  SUBNAS ALE-TOP  OF  HEAD 


The  vertical  distance  between  the  subnasale  landmark  under  the  nose  and 
tangent  to  the  top  of  the  head  is  measured. 
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(H43)  TRAGION-BACK  OF  HEAD 

The  horizontal  distance  between  the  tragion  landmark  on  the  cartilaginous  flap  in  front  of  the 
earhole  and  the  vertical  plane  tangent  to  the  back  of  the  head  is  measured. 

(H44)  TRAGION-TOP  OF  HEAD 


The  vertical  distance  between  the  tragion  landmai  c  on  the  cartilaginous  flap  in  front  of  the  earhole 
and  the  horizontal  plane  tangent  to  the  top  of  the  head  is  measured. 

(H45)  2YGION-BACK  OF  HEAD 


The  horizontal  distance  between  the  zygion  landmark  on  the  zygomatic  arch,  or  upper  cheek¬ 
bone,  and  the  vertical  plane  tangent  to  the  back  of  the  head  is  measured. 

(H46)  ZYGION -TOP  OF  HEAD 


The  vertical  distance  between  the  zygion  landmark  on  the  zygomatic  arch,  or  upper  cheekbone, 
and  the  horizontal  plane  tangent  to  the  top  of  the  head  is  measured. 
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(H47)  ZYGOFRONTALE-BACK  OF  HEAD 


The  horizontal  distance  between  the  zygofrontale  landmark  at  the  upper  margin  of  the  bony  eye 
socket  and  the  vertical  plane  tangent  to  the  back  of  the  head  is  measured. 

(H48)  ZYGOFRONTALE-TOP  OF  HEAD 

The  vertical  distance  between  the  zygofrontaie  landmark  at  the  upper  margin  of  the  bony  eye 
socket  and  the  horizontal  plane  tangent  to  the  top  of  the  head  is  measured. 


(Kl)  ALARE-BACK  OF  HEAD 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

19 . 13 

MEAN  VALUE 

7.53 

19.98 

MEAN  VALUE 

7.87 

•  02 

SE  (MEAN) 

.01 

.02 

SE(MEAN) 

.01 

.77 

STD  DEVIATION 

.30 

.79 

STD  DEVIATION 

.31 

.01 

SE(STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.01 

21.50 

MAXIMUM 

8.46 

22.60 

MAXIMUM 

8.90 

16.20 

MINIMUM 

6.38 

17.20 

MINIMUM 

6.77 

SYMMETRY- 

— VETA  I  » 

-.02 

SYMKETRY- 

—VETA  I  = 

-.03 

KURTOSIS- 

— VET A  II  = 

3.13 

KURTOSIS- 

— VETA  II  = 

3.16 

COEF.  OF 

VARIATION  - 

4.0% 

COEF.  OF 

VARIATION  = 

4.0% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  « 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

17.37 

1ST 

6.84 

18.08 

1ST 

7.12 

17.58 

2ND 

6.92 

18.30 

2ND 

7.21 

17.71 

3RD 

6.97 

18.45 

3RD 

7.26 

17.88 

5TH 

7.04 

18.65 

5TH 

7.34 

18.15 

10TH 

7.15 

18.96 

10TH 

7.46 

18.34 

15TH 

7.22 

19.16 

15TH 

7.54 

18.48 

20TH 

7.28 

19.32 

20TH 

7.61 

18.61 

25TH 

7.33 

19.46 

25TH 

7.66 

18.72 

30TH 

7.37 

19.58 

30TH 

7.71 

18.83 

35TH 

7.41 

19.69 

35TH 

7.75 

18.93 

40TH 

7.45 

19.80 

40TH 

7.79 

19.03 

45TH 

7.49 

19.90 

45TH 

7.83 

19.13 

50TH 

7.53 

19.99 

50TH 

7.87 

19.22 

55TH 

7.57 

20.09 

55TH 

7.91 

19.32 

60TH 

7.61 

20.19 

60TH 

7.95 

19.43 

65TH 

7.65 

20,29 

65TH 

7.99 

19.54 

70TH 

7.69 

20.39 

7QTH 

8.03 

19,65 

75TH 

7.74 

20.51 

75TH 

8.07 

19.79 

80TH 

7.79 

20.63 

80TH 

8.12 

19.94 

85TH 

7.85 

20.78 

85TH 

8.18 

20.14 

90TH 

7,93 

20.97 

90TH 

8.25 

20.42 

95TH 

8.04 

21.25 

95TH 

8.37 

20.61 

97TH 

8.11 

21.45 

97TH 

8.45 

20.74 

98TH 

8.17 

21.61 

98TH 

8.51 

20.95 

99TH 

8.25 

21.86 

99TH 

8.61 
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(H2 )  ALARE-TOP  OF  HEAD 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

14.65 

MEAN  VALUE 

5.77 

15.54 

MEAN  VALUE 

6.12 

.01 

SE(MEAN) 

.01 

.02 

SE(MEAN) 

.01 

.70 

STD  DEVIATION 

.28 

.74 

STD  DEVIATION 

.29 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

17.10 

MAXIMUM 

6.73 

18.20 

MAXIMUM 

7.17 

12.40 

MINIMUM 

4.88 

13.20 

MINIMUM 

5.20 

SYMMETRY - VET  A  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.00 

3.12 

4.8% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.05 

3.04 

4.8% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

uENtiMEtkks 

INCHES 

CENTIMETERS 

INCHES 

12.96 

1ST 

5.10 

13.84 

1ST 

5.45 

13.19 

2ND 

5.19 

14.03 

2ND 

5.52 

13.33 

3RD 

5.25 

14.15 

3RD 

5.57 

13.51 

5TH 

5.32 

14.32 

5TH 

5.64 

13.77 

10TH 

5.42 

14.59 

10TH 

5.74 

13.94 

15TH 

5.49 

14.77 

15TH 

5.81 

14.07 

20TH 

5.54 

14.91 

20TH 

5.87 

14.19 

25TH 

5.59 

15.04 

25TH 

5.92 

14.29 

30TH 

5.63 

15.15 

30TH 

5.96 

14.38 

35TH 

5.66 

15.25 

35TH 

6.00 

14.47 

40TH 

5.70 

15.35 

40TH 

6.04 

14.56 

45TH 

5.73 

15.44 

45TH 

6.08 

14.65 

50TH 

5.77 

15.54 

50TH 

6.12 

14.73 

55TH 

5.80 

15.63 

55TH 

6.15 

14.82 

60TH 

5.84 

15.72 

60TH 

6.19 

14.92 

65TH 

5.87 

15.82 

65TH 

6.23 

15.01 

70TH 

5.91 

15.92 

70TH 

6.27 

15.12 

75TH 

5.95 

16.03 

75TH 

6.31 

15.24 

80TH 

6.00 

16.16 

80TH 

6.36 

15.38 

85TH 

6.06 

16.30 

85TH 

6.42 

15.56 

90TH 

6.13 

16.48 

90TH 

6.49 

15.82 

95TH 

6.23 

16.76 

95TH 

6.60 

15.99 

97TH 

6.30 

16.94 

97TH 

6.67 

16.11 

98TH 

6.34 

17.07 

98TH 

6.72 

16.30 

99TH 

6.42 

17.29 

99TH 

6.81 
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(H3)  B I GONIAL  BREADTH 


FEMALE 


CENTIMETERS  INCHES 


10.83 

MEAN  VALUE 

4.26 

.02 

SE(MEAN) 

.01 

.71 

STD  DEVIATION 

,28 

.01 

SE (STD  DEV) 

.00 

14.40 

MAXIMUM 

5.67 

8.70 

MINIMUM 

3.43 

SYMMETRY - VETA  I  = 

KURTOSIS VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.25 

3.40 

6.6% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

9.25 

1ST 

3.64 

9.43 

2ND 

3.71 

9.54 

3RD 

3.76 

9.69 

5TH 

3.82 

9.93 

10TH 

3.91 

10.09 

15TH 

3.97 

10.22 

20TH 

4.02 

10.34 

25TH 

4.07 

10.44 

30TH 

4.11 

10.53 

35TH 

4.15 

10.63 

40TH 

4.16 

10.71 

45TH 

4.22 

10.80 

50TH 

4.25 

10.89 

55TH 

4.29 

10.98 

60TH 

4.32 

11.08 

65TH 

4.36 

11.18 

70TK 

4.40 

11.29 

75TH 

4 . 44 

11.41 

80TH 

4.49 

11.56 

85TH 

4.55 

11.75 

90TH 

4.63 

12.03 

95TH 

4.74 

12.22 

97TH 

4.81 

12.36 

98TH 

4.86 

12.58 

99TH 

4.95 

MALE 

CENTIMETERS 

INCHES 

11.89 

MEAN  VALUE 

4.68 

.02 

SE (MEAN) 

.01 

.79 

STD  DEVIATION 

.31 

.01 

SE ( STD  DEV) 

.01 

15.40 

MAXIMUM 

6.06 

8.80 

MINIMUM 

3.46 

SYMMETRY- 

--VETA  I  = 

.21 

KURTOSIS- 

— VETA  II  = 

3.44 

COEF.  OF 

VARIATION  = 

6.6% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

10  o  13 

1ST 

3.99 

10.35 

2ND 

4.07 

10.48 

3RD 

4.13 

10.65 

5TH 

4.19 

10.91 

10TH 

4.30 

11.09 

15TH 

4.37 

11.23 

20TH 

4.42 

11.35 

25TH 

4.47 

11.46 

30TH 

4.51 

11.57 

35TH 

4.55 

11.67 

40TH 

4.59 

11.76 

45TH 

4.63 

11.86 

50TH 

4.67 

11.96 

55TH 

4.71 

12.06 

60TH 

4.75 

12.17 

65TH 

4.79 

12.28 

70TH 

4.83 

12.40 

75TH 

4.88 

12 . 54 

80TH 

4.94 

12.71 

85TH 

5.00 

12.92 

90TH 

5.08 

13.22 

95TH 

5.21 

13.41 

97TH 

5.28 

13.55 

98TH 

5.34 

13.76 

99TH 

5.42 
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(H4)  BIINFRAORBITALE  BREADTH 


FEMALE 


CENTIMETERS 

INCHES 

6.72 

MEAN  VALUE 

2.65 

.01 

SE (MEAN) 

,00 

.51 

STD  DEVIATION 

.20 

.01 

SE ( STD  DEV) 

,00 

8.50 

MAXIMUM 

3.35 

4.90 

MINIMUM 

1.93 

SYMMETRY- 

— VETA  I  - 

.11 

KURTOSIS- 

— * VETA  II  = 

2.98 

COEF.  OF 

VARIATION  = 

7.6% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETE 

DC 

1  !>  VWV 

Twrupo 

J.  w 

5.56 

1ST 

2.19 

5.70 

2ND 

2.24 

5.79 

3RD 

2.28 

5.90 

5TH 

2.32 

6.08 

10TH 

2.39 

6.20 

15TH 

2.44 

6.29 

20TH 

2.48 

6.37 

25TH 

2.51 

6.45 

30th 

2.54 

6.52 

35TH 

2.57 

6.58 

40TH 

2.59 

6.65 

45TH 

2.62 

6.71 

50TH 

2.64 

6.78 

55TH 

2.67 

6.84 

60TH 

2.69 

6.91 

65TH 

2.72 

6.98 

70TH 

2.75 

7.06 

75TH 

2.78 

7.15 

80TH 

2.82 

7.26 

85TH 

2.86 

7.39 

90TH 

2.91 

7.58 

9  STH 

2,99 

7.71 

97TH 

3.03 

7.80 

98TH 

3.07 

7.94 

99TH 

3,13 

MALE 


CENTIMETERS  INCHES 


6,85 

MEAN  VALUE 

2.70 

.01 

SE (MEAN) 

.00 

.51 

STD  DEVIATION 

.20 

.01 

SE(STD  DEV) 

.00 

9.10 

MAXIMUM 

3.58 

5.00 

MINIMUM 

1.97 

SYMMETRY- 

—VETA  I  = 

.27 

KURTOSIS- 

—VETA  II  = 

3.45 

COEF.  OF 

VARIATION  = 

7.4% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETE 

DC 

THPHPC 

5.73 

1ST 

2.26 

5.86 

2nd 

2.31 

5,94 

3RD 

2.34 

6.05 

STH 

2.38 

6.22 

10TH 

2.45 

6.33 

15TH 

2.49 

6.42 

20TH 

2.53 

6.50 

2  STH 

2.56 

6.57 

30TH 

2.59 

6.64 

3  STH 

2.61 

6.70 

40TH 

2.64 

6.76 

45TH 

2.66 

6.83 

50TH 

2.69 

6.89 

55TH 

2.71 

6.95 

60TH 

2.74 

7.02 

65TH 

2.76 

7.09 

70TH 

2.79 

7.17 

75TH 

2.82 

7.26 

80TH 

2.86 

7.37 

85TH 

2.90 

7.51 

90TH 

2.96 

7.72 

95TH 

3.04 

7.86 

97TH 

3.10 

7.97 

98TH 

3.14 

8.13 

99TH 

3.20 
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(H5\  BIOCULAR  BREADTH,  MAXIMUM 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

11-96 

MEAN  VALUE 

4.71 

12.18 

MEAN  VALUE 

4.79 

.01 

SE (MEAN) 

.00 

.01 

SE (MEAN) 

,01 

.55 

STD  DEVIATION 

.22 

.54 

STD  DEVIATION 

.21 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

14.40 

MAXIMUM 

5.67 

14.70 

MAXIMUM 

5.79 

10.20 

MINIMUM 

4.02 

10,30 

MINIMUM 

4.06 

SYMMETRY- 

— VETA  I  = 

.16 

SYMMETRY- 

— VETA  I  = 

.19 

KURTOSIS- 

— VETA  II  = 

3.09 

KURTOSIS- 

— VETA  II  = 

3.37 

COEF,  OF 

VARIATION  « 

4.6% 

COEF.  OF 

VARIATION  = 

4.5% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

AonmT\mm 

V.J-il'l  X  XI’IU  X 

onr« 

IjUO 

T  MOrrn  *"« 
xuL,niik> 

mmTmniumcnr' 

X  Xl'iij  X 

TWnilpC? 

10.76 

1ST 

4.24 

10.98 

1ST 

4.32 

10.89 

2ND 

4.29 

11.11 

2ND 

4.37 

10.97 

3RD 

4.32 

11.20 

3RD 

4.41 

11.09 

5TH 

4.36 

11.31 

5TH 

4.45 

11.27 

10TH 

4.44 

11.50 

10TH 

4.53 

11.39 

15TH 

4.49 

11.62 

15TH 

4.58 

11.49 

20TH 

4.52 

11.72 

20TH 

4.62 

11.58 

25TH 

4.56 

11.81 

25TH 

4.65 

11.66 

30TH 

4.59 

11.89 

30TH 

4.68 

11.74 

35TH 

4.62 

11.96 

35TH 

4.71 

11.81 

40TH 

4.65 

12.03 

40TH 

4.74 

11.88 

45TH 

4.68 

12.10 

45TH 

4.76 

11.95 

50TH 

4.70 

12.16 

50TH 

4.79 

12.02 

55TH 

4.73 

12.23 

55TH 

4.01 

12.09 

60TH 

4.76 

12.30 

60TH 

4.84 

12.16 

65TH 

4.79 

12.37 

65TH 

4.87 

12.24 

70TH 

4.82 

12.44 

70TH 

4.90 

12.33 

75TH 

4.85 

12.52 

75TH 

4.93 

12.43 

80TH 

4.89 

12.62 

80TH 

4.97 

12.54 

85TH 

4.94 

12.72 

85TH 

5.01 

12.68 

90TH 

4.99 

12.87 

90TH 

5.07 

12.90 

95TH 

5.08 

13.09 

95TH 

5.15 

13.04 

97TH 

5  v  1 3 

13.25 

97TH 

5.22 

13.14 

98TH 

5.17 

13.37 

S8TH 

5.26 

13.30 

99TH 

5.24 

13.57 

99TH 

5.34 
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(H6)  BITRAG10N  BREADTH 


FEMALE 

MALE 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

13.64 

MEAN  VALUE 

5.37 

14.48 

MEAN  VALUE 

5,70 

.01 

SE { MEAN ) 

.00 

.01 

SE ( MEAN ) 

.01 

.  52 

STD  DEVIATION 

.21 

.60 

STD  DEVIATION 

.23 

,03 

SE  ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

15.70 

MAXIMUM 

6.18 

16.60 

MAXIMUM 

6.54 

11.50 

MINIMUM 

4.53 

10.70 

MINIMUM 

4.21 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  « 
NUMBER  OF  SUBJECTS  « 

.  11 

3.33 

3.8% 

2208 

SYMMETRY- — VETA  I 

KURTOSIS - VETA  II 

COEF.  OF  VARIATION 
NUMBER  OF  SUBJECTS 

=  - .  15 

=  3.88 

=  4.1% 

-  1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

12.51 

1ST 

4.92 

13.08 

1ST 

5.15 

12.62 

2ND 

4.97 

13.25 

2ND 

5.22 

12.70 

3RD 

5.00 

13.35 

3RD 

5.26 

12.81 

5TH 

5.04 

13  -  50 

5TH 

5  o  3x 

12.98 

10TH 

5.11 

13.72 

10TH 

5.40 

13.11 

J.5TH 

5.16 

13.87 

15TH 

5.46 

12.20 

2  O'i'H 

5.20 

13.99 

20TH 

5.51 

13.29 

25TH 

5.23 

14.03 

25TH 

5.55 

13.37 

30TH 

5.25 

14.18 

30TH 

5.58 

13.44 

35TH 

5.29 

14.26 

35TH 

5.61 

13.51 

4CTH 

5.32 

14.34 

40TH 

5.65 

13,57 

45TH 

5.34 

14.41 

45TH 

5.67 

13,63 

50TH 

5.37 

14.49 

50TH 

5.70 

13.70 

55TH 

5.39 

14.56 

55TH 

5.73 

13.77 

60TH 

5.42 

14.63 

60TH 

5.76 

13.03 

65TH 

5.45 

14.71 

65TH 

5.79 

13.91 

70TH 

5.47 

14.79 

70TH 

5.82 

13.98 

75TH 

5.51 

14.83 

75TH 

5.86 

14.07 

80TH 

5.54 

14.98 

80TH 

5.90 

14.18 

85TH 

5.58 

15.09 

85TH 

5.94 

14,31 

90TH 

5.63 

15.23 

90TH 

6.00 

14.57 

95TH 

5.72 

15.45 

95TH 

6.08 

14.66 

9  7TH 

5.77 

25.59 

97TH 

6.14 

14.77 

98TH 

5.82 

15.70 

98TH 

6.18 

14.96 

99TH 

5.89 

15.87 

99TH 

6.25 
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(H7 )  BIZYGOMATIC  BREADTH 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

13.57 

MEAN  VALUE 

5.34 

14.33 

MEAN  VALUE 

5.64 

.01 

SE(MEAN) 

.00 

.02 

SE(MEAN) 

.01 

.56 

STD  DEVIATION 

.22 

.64 

STD  DEVIATION 

.25 

.01 

SE ( STD  DEV) 

•  .00 

.01 

SE ( STD  DEV) 

.00 

15.70 

MAXIMUM 

6.18 

17.00 

MAXIMUM 

6.69 

11.80 

MINIMUM 

4.65 

11.50 

MINIMUM 

4.53 

SYMMETRY- 

—VETA  I  = 

.21 

SYMMETRY- 

- — VETA  I  = 

.05 

KURTOSIS- 

— VETA  II  = 

3.32 

KURTOSIS- 

--VETA  II  = 

3.37 

COEF.  OF 

VARIATION  = 

4.1% 

COEF .  OF 

VARIATION  = 

4.4% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

12.32 

1ST 

4.85 

12.89 

1ST 

5.07 

12.46 

2ND 

4.90 

13.06 

2ND 

5.14 

12.55 

3RD 

4.94 

13.17 

3RD 

5.18 

12.67 

5TH 

4.99 

13.31 

5TH 

5.24 

12.87 

10TH 

5.07 

13.54 

10TH 

5.33 

13.00 

15TH 

5.12 

13.69 

15TH 

5.39 

13.10 

20TH 

5.16 

13.80 

20TH 

5.43 

13.19 

25TH 

5.19 

13.91 

25TH 

5.47 

13.27 

30TH 

5.23 

14.00 

30TH 

5.51 

13.35 

35TH 

5.25 

14.08 

35TH 

5,54 

13.42 

40TH 

5.28 

14.16 

40TH 

5.58 

13.49 

45TH 

5.31 

14.24 

45TH 

5.61 

13.55 

50TH 

5.34 

14.32 

50TH 

5.64 

13.62 

55TH 

5.36 

14.40 

55TH 

5.67 

13.69 

60TH 

5.39 

14.48 

60TH 

5.70 

13.76 

65TH 

5.42 

14.57 

65TH 

5.73 

13.84 

70TH 

5.45 

14.65 

70TH 

5.77 

13.92 

75TH 

5.48 

14.75 

75TH 

5.81 

14.02 

BOTH 

5.52 

14.86 

80TH 

5.85 

14.13 

85TH 

5.56 

14.99 

85TH 

5.90 

14.27 

90TH 

5.62 

15.15 

90TH 

5.97 

14.50 

95TH 

5.71 

15.40 

95TH 

6.06 

14.65 

97TH 

5.77 

15.56 

97TH 

6.13 

14.77 

98TH 

5.82 

15.69 

98TH 

6.18 

14.98 

99TH 

5.90 

15.88 

99TH 

6.25 
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MALE 


CENTIMETERS  INCHES  CENTIMETERS  INCHES 


17.97 

MEAN  VALUE 

7.08 

18 

.54 

MEAN  VALUE 

7.30 

.02 

SE(MEAN) 

.01 

.02 

SE (MEAN) 

.01 

.93 

STD  DEVIATION 

.37 

.91 

STD  DEVIATION 

« 36 

.01 

SE ( STD  DEV) 

.01 

.02 

SE ( STD  DEV) 

.01 

20  •  80 

MAXIMUM 

8.19 

21 

.60 

MAXIMUM 

8.50 

14.80 

MINIMUM 

5.83 

15 

.30 

MINIMUM 

6.02 

SYMMETRY- 

— ’ VETA  I  = 

.08 

SYMMETRY- 

—VETA  I  = 

.03 

KURTOSIS- 

—VETA  II  « 

2.81 

KURTOSIS- 

—VETA  II  = 

3.08 

COEF.  OF 

VARIATION  = 

5.2% 

COEF.  OF 

VARIATION  = 

4.9% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  - 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

15.95 

1ST 

6.28 

16.43 

1ST 

6.47 

16.17 

2ND 

6.37 

16.68 

2ND 

6.57 

16.31 

3RD 

6.42 

16.84 

3RD 

6.63 

16.50 

5TH 

6.50 

17.05 

5TH 

6.71 

16.80 

10TH 

6.61 

17.38 

10TH 

6.84 

17.00 

15TH 

6.69 

17.60 

15TH 

6.93 

17.17 

20TH 

6.76 

17.77 

20TH 

7.00 

17.32 

25TH 

6.82 

17.92 

25TH 

7.06 

17.45 

30TH 

6.87 

18.05 

30TH 

7.11 

17.58 

35TH 

6.92 

18.18 

35TH 

7.16 

17.71 

40TH 

6.97 

18.30 

40TH 

7.20 

17.83 

45TH 

7.02 

18.41 

45TH 

7.25 

17.95 

50TH 

7.07 

18.53 

50TH 

7.30 

18.07 

55TH 

7.11 

18.64 

55TH 

7.34 

18.19 

60TH 

7.16 

18.76 

60TH 

7.39 

18.32 

65TH 

7.21 

18.88 

65TH 

7.43 

18.46 

70TH 

7.27 

19.01 

70TH 

7.48 

18.61 

75TH 

7.33 

19.15 

75TH 

7.54 

18.78 

80TH 

7.39 

19.31 

80TH 

7.60 

18.98 

85TH 

7.47 

19.49 

85TH 

7.67 

19.22 

90TH 

7.57 

19.72 

90TH 

7.76 

19.56 

95TH 

7.70 

20.05 

95TH 

7.90 

19.77 

97TH 

7.78 

20.27 

97TH 

7.98 

19.91 

98TH 

7.84 

20.43 

98TH 

8.04 

20.12 

99TH 

7.92 

20.67 

99TH 

8.14 

(H9 )  CHEILION-TOP  OF  HEAD 


FEMALE 

CENTIMETERS  INCHES 


MALE 

CENTIMETERS  INCHES 


17.72 

MEAN  VALUE 

6.98 

18.79 

MEAN  VALUE 

7.40 

.02 

SE ( MEAN ) 

.01 

.02 

SE  ( MEAN ) 

.01 

.73 

STD  DEVIATION 

.29 

.75 

STD  DEVIATION 

.29 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

20.10 

MAXIMUM 

7.91 

21.20 

MAXIMUM 

8.35 

15.20 

MINIMUM 

5.98 

16.30 

MINIMUM 

6.42 

SYMMETRY- 

“VETA  I  - 

.04 

SYMMETRY- 

--VETA  I  = 

.14 

KURTOSXS- 

“VETA  II  = 

3.10 

KURTOSXS- 

— VETA  II  = 

3.04 

COEF.  OF 

VARIATION  = 

4.1% 

COEF .  OF 

VARIATION  = 

4.0% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS  INCHES 

CENTIMETERS 

INCHES 

15.98 

1ST 

6.29 

17.09 

1ST 

6.73 

16.21 

2ND 

6.38 

17.30 

2ND 

6.81 

16.36 

3RD 

6.44 

17.43 

3RD 

6.86 

16.54 

5TH 

6.51 

17.60 

5TH 

6.93 

16.81 

10TH 

6.62 

17.86 

10TH 

7.03 

16.98 

15TH 

6.69 

18.03 

15TH 

7.10 

17.12 

20TH 

6.74 

18.17 

20TH 

7.15 

17.24 

25TH 

6.79 

18.29 

25TH 

7.20 

17.34 

30TH 

6.83 

18.39 

30TH 

7.24 

17.44 

35TH 

6.87 

18.49 

35TH 

7.28 

17.53 

40TH 

6.90 

18.59 

40TH 

7.32 

17.62 

45TH 

6,94 

18.68 

45TH 

7.35 

17.71 

50TH 
.  55TH 

6.97 

18.77 

50TH 

7.39 

17.81 

7.01 

18.86 

55TH 

7.43 

17.90 

60TH 

7.05 

18.96 

60TH 

7.46 

18.00 

65TH 

7.08 

19.05 

65TH 

7.50 

18.10 

70TH 

7.13 

19.16 

70TH 

7.54 

18.21 

75TH 

7.17 

19.28 

75TH 

7.59 

18.34 

80TH 

7.22 

19.41 

80TH 

7.64 

18.49 

85TH 

7,28 

19.56 

85TH 

7.70 

18.68 

90TH 

7.35 

19.76 

90TH 

7.78 

18.96 

95TH 

7.47 

20.06 

95TH 

7.90 

19.15 

97TH 

7.54 

20.25 

97TH 

7.97 

19.28 

98TH 

7.59 

20.40 

98TH 

8.03 

19.49 

99TH 

7.67 

20.63 

99TH 

8.12 
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(H10 )  CHIN-BACK  OF  HEAD 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

18.76 

MEAN  VALUE 

7.39 

19.42 

MEAN  VALUE 

7.65 

.02 

SE(MEAN) 

.01 

.02 

SE(MEAN) 

.01 

.98 

STD  DEVIATION 

.39 

1.03 

STD  DEVIATION 

.41 

.01 

SE ( STD  DEV) 

.01 

.02 

SE ( STD  DEV) 

.01 

22.20 

MAXIMUM 

8.74 

22 . 70 

MAXIMUM 

8.94 

15.20 

MINIMUM 

5.98 

15.00 

MINIMUM 

5.91 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.06 

2.90 

5.2% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  11  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

-.C£ 

3.20 

5.3% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

16.57 

1ST 

6.52 

16.97 

1ST 

6.68 

16.82 

2ND 

6.62 

17.27 

2ND 

6.80 

16.97 

3RD 

6.68 

17.46 

3RD 

6.87 

17 . 19 

BTH 

6.77 

17.71 

5TH 

6.97 

17.52 

10TH 

6.90 

18.10 

10TH 

7.13 

17.74 

15TH 

6.99 

18.36 

15TH 

7.23 

17.93 

20TH 

7.06 

18.57 

20TH 

7.31 

18.09 

25TH 

7.12 

18.74 

25TH 

7.38 

18.23 

30TH 

7.18 

18.90 

30TH 

7.44 

18.37 

35TH 

7.23 

19.04 

35TH 

7.50 

18.50 

40TH 

7,28 

19.18 

40TH 

7.55 

18.62 

4  BTH 

7.33 

19.31 

4  BTH 

7.60 

18.75 

BOTH 

7.38 

19.43 

BOTH 

7.65 

18.88 

55TH 

7.43 

19.56 

55TH 

7.70 

19.01 

60TH 

7.48 

19.69 

60TII 

7.75 

19 , 14 

65TH 

7.54 

19.82 

6STH 

7.80 

19.28 

70TK 

7.59 

19.96 

70TH 

7.86 

19.44 

75TH 

7,65 

20.11 

7STH 

7.92 

19.61 

80TH 

7.72 

20.28 

80TH 

7.99 

19.81 

85TH 

7.80 

20.40 

85TH 

8.06 

20.05 

90TH 

7.90 

20.73 

90TH 

8.16 

20.40 

S5TH 

8.03 

21.11 

95TR 

8.31 

20.62 

97TH 

8.12 

21.37 

97TH 

8.41 

20.77 

98TH 

8.18 

21. .56 

S8TH 

8.49 

20*98 

99TH 

8.26 

21.87 

S9TH 

8 « 61 
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(HU) 


CHIN-TOP  OF  HEAD 


FEMALE 


CENTIMETERS  INCHES 


20 . 30 

MEAN  VALUE 

7.99 

*  02 

SE ( MEAN ) 

.01 

.85 

STD  DEVIATION 

.33 

.01 

SE ( STD  DEV) 

.01 

23,30 

MAXIMUM 

9.17 

17.70 

MINIMUM 

6.97 

SYMMETRY - VETA  I  * 

KURTOSI5 - VKTA  J1  ~ 

COFF.  OF  VARIATION  ® 
NUI1BCH  OF  SUBJECTS 

.06 

3.03 

4.2% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

16.32 

1ST 

7.21 

18.57 

2  UO 

7.31 

J8.72 

3RD 

7.37 

18.92 

5TH 

7.45 

13,22 

1CTH 

7.57 

IS. 43 

15TH 

7.65 

15.59 

20TH 

7.71 

19,72 

25TW 

7.77 

19.85 

30TH 

7.81 

19.97 

35TH 

7.86 

20.08 

40'X'5i 

7.90 

20.  J  8 

45TK 

7 .95 

20,29 

50TH 

7.99 

20.40 

55TH 

8.03 

20.50 

60TH 

0.07 

20,62 

65TH 

8.12 

20.74 

70TH 

0.16 

20.86 

7”TH 

0.21 

21.01 

BOTH 

8.27 

21.18 

85TH 

8.34 

21,35 

90TH 

8.42 

21.71 

95TH 

8.55 

21.92 

97TK 

0.63 

22.06 

98TH 

8.69 

22.29 

S9TH 

8.78 

MALE 


CENTIMETERS  INCHES 


21.68 

MEAN  VALUE 

8.54 

.02 

SE(MEAN) 

.01 

.89 

STD  DEVIATION 

.35 

.01 

SE ( STD  DEV) 

.01 

24.50 

MAXIMUM 

9.65 

18.70 

MINIMUM 

7.36 

SYMMETRY—— VETA  I  ~ 
KURTOSIS— VETA  II  = 
COEF.  OF  VARIATION  *= 
NUMBER  OF  SUBJECTS  = 

.12 

3.03 

4.1% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

19.68 

1ST 

7.75 

19,91 

2ND 

7.84 

20.06 

3RD 

7.90 

20.26 

5TH 

7.97 

20.56 

10TH 

8.10 

20.77 

15TH 

8.18 

20,93 

20TH 

8.24 

21.08 

25TH 

8.30 

21.21 

30TH 

8.35 

21.32 

35TH 

8.40 

21,44 

40TH 

8.44 

21.55 

45TH 

8.48 

21.66 

50TH 

8.53 

21,77 

55TH 

8.57 

21.88 

60TH 

8.62 

22.00 

6!5TH 

8.66 

22,13 

70TH 

8.71 

22.26 

75TH 

8.77 

22.42 

80TH 

8.83 

22.60 

85TH 

8.90 

22.83 

90TH 

8.99 

23.18 

95TH 

9.13 

23.41 

97TH 

9.22 

23.58 

9STH 

9.29 

23.86 

99TH 

9,39 
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(H12 )  CRIN ION-BACK  OP  HEAD 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

17.9  3 

MEAN  VALUE 

7.06 

18.34 

KEAN  VALUE 

7.22 

.02 

SE(MEAN) 

.01 

.02 

SE (MEAN) 

.01 

.87 

STD  DEVIATION 

.34 

1.00 

STD  DEVIATION 

.40 

.01 

SE ( STD  DEV) 

.01 

.  02 

SFj ( STD  DEV) 

.01 

20.60 

MAXIMUM 

8.11 

21.90 

MAXIMUM 

8.62 

14.60 

MINIMUM 

5.75 

14.30 

MINIMUM 

5.63 

SYMMETRY 

-VET  A  X  = 

-.14 

SYMMETRY- 

— VETA  I  - 

-.32 

KURTOSIS 

“VET  A  II  - 

3.03 

KURTOSIS- 

— -VETA  11  = 

3.13 

COEF.  OF 

/ARIATION  ^ 

4.8% 

COEF.  OF 

VARIATION  = 

5.5% 

NUMBER  OF 

SUBJECTS  ~ 

2206 

NUMBER  OF 

SUBJECTS  * 

1747 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

15.86 

.1ST 

0.24 

15.91 

1ST 

6  •  25 

16.10 

2ND 

6.34 

16.17 

2ND 

6.37 

16.25 

3RD 

6.40 

16,35 

3RD 

6.44 

16.47 

5TH 

6.48 

26.60 

STH 

6.54 

16.80 

10TH 

6.61 

17.01 

X0TH 

6.70 

17.02 

15TH 

6.70 

17.28 

15TH 

6.80 

17.20 

20T/I 

6.77 

17.50 

20TH 

6.89 

17  .  ;;  5 

23TH 

6.83 

17.69 

25TH 

6.96 

17.49 

30TH 

6.80 

17.85 

DOTH 

7  ,03 

17.61 

35TH 

6.93 

18.00 

35TIJ 

7 . 09 

17.73 

40TH 

6.98 

18.14 

40TH 

7.14 

17.84 

45TH 

7.02 

18.27 

45TH 

7.19 

17.95 

50TH 

7.07 

IS. 40 

50TH 

7.25 

18.06 

5  STH 

7 . 11 

18.53 

55TH 

7.30 

18.18 

30TH 

7.16 

18.65 

60TH 

7.34 

18.29 

t>5TK 

7.20 

18.78 

6  STH 

7.39 

10.41 

70TH 

7.25 

10.91 

7GTI1 

7.45 

18  •  54 

75TH 

7.30 

19.05 

7  STH 

7.50 

16.68 

eOTH 

7.35 

19.20 

80TH 

7.56 

18.64 

8  STH 

7.42 

29.37 

&5TH 

7.62 

19  n  04 

90TH 

7.50 

19  -  57 

90TH 

7*71 

19,34 

95TH 

7.61 

19.87 

9  STH 

7.32 

19.53 

97TH 

7.69 

20.07 

97TH 

7.90 

19.67 

98TH 

7 . 7  £ 

20.21 

98TH 

7 . 96 

19.89 

99TK 

7.83 

20.44 

99TH 

0.05 

FEMALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

4.17 

MEAN  VALUE 

1.64 

4.17 

MEAN  VALUE 

1.64 

.02 

SE(MEAN) 

.01 

.02 

SE(MEAN) 

.01 

.95  STD  DEVIATION 

.37 

1.04 

STD  DEVIATION 

.41 

.01 

SE ( STD  DEV) 

-  .01 

.02 

SE ( STD  DEV) 

.01 

7.80 

MAXIMUM 

3.07 

7.30 

MAXIMUM 

2.87 

1.50 

MINIMUM 

.59 

1.20 

MINIMUM 

.47 

SYMMETRY 

- VETA  I  = 

i 

.25 

SYMMETRY 

- — -VETA  I  = 

.11 

KURTOSIS 

- VETA  11= 

3.14 

KURTOSIS 

--VETA  11  = 

2.94 

COEF.  OF 

VARIATION  = 

22.8% 

COEF.  OF 

VARIATION  = 

24.8% 

NUMBER  OF  SUBJECTS  = 

2206 

NUMBER 

OF  SUBJECTS  = 

1747 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS  ' 

INCHES 

CENTIMETERS  INCHES 

2.10 

1ST 

.83 

1.75 

1ST 

.69 

2.32 

2ND 

.91 

2.07 

2ND 

.81 

2.46 

3RD 

.97 

2.26 

3RD 

.89 

2.66 

5TH 

1.05 

2.51 

5TH 

.99 

2.97 

10TH 

1.17 

2.87 

10TH 

1.13 

3.19 

15TH 

1.25 

3.11 

15TH 

1.22 

3.36 

20TH 

1.32 

3.30 

20TH 

1.30 

3.51 

25TH 

1.38 

3.46 

25TH 

1.36 

3.65 

30TH 

1.44 

3.61 

30TH 

1.42 

3.77 

35TH 

1.49 

:  3.75 

35TH 

1.47 

3.89 

40TH 

1.53 

3.88 

40TH 

1.53 

4.01 

45TH 

1.58 

4.01 

45TH 

1.58 

4.13 

50TH 

1.63 

4.14 

50TH 

1.63 

4.25 

55TH 

1.67 

4.27 

55TH 

1.68 

4.37 

60TH 

1.72 

4.40 

60TH 

1.73 

4.50 

65TH 

1.77 

4.54 

65TH 

1.79 

4.63 

70TH 

1.82 

4.69 

70TH 

1.85 

4.78 

75TH 

1.88 

4.85 

75TH 

1.91 

4.95 

80TH 

1.95 

5.04 

80TH 

1.98 

5.15 

85TH 

2.03 

5.26 

85TH 

2.07 

5.40 

90TH 

2.13 

5.53 

90TH 

2.18 

5.79 

95TH 

2.28 

5.94 

95TH 

2.34 

6.05 

97TH 

2.38 

6.19 

97TH 

2.44 

6.25 

98TH 

2.46 

6.38 

98TH 

2.51 

6.57 

99TH 

2.59 

6.65 

99TH 

2.62 
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(H14 )  ECTOORBITALE-BACK  OF  HEAD 


FEMALE 


CENTIMETERS  INCHES 


15.35  MEAN  VALUE  6.04 

.01  SE(MEAN)  .01 

.61  STD  DEVIATION  .24 
.01  SE ( STD  DEV)  .00 

17.20  MAXIMUM  6.77 

13.20  MINIMUM  5.20 


SYMMETRY - VETA  I  =  -.06 

F.URTOSIS - VETA  II  =  3.00 

COEF.  OF  VARIATION  =  4.0% 

NUMBER  OF  SUBJECTS  =  2208 


THE  PERCENTILES 


CENTIMETERS 

INCHES 

13.92 

1ST 

5.48 

14.  OS 

2ND 

5.55 

14.20 

3RD 

5.59 

14.35 

5TH 

5.65 

14. 57 

10TH 

5.74 

14,72 

15TH 

5.79 

14.84 

20TH 

5.34 

14.94 

25TU 

5.88 

15.03 

3  GTH 

5.92 

15.11 

35TH 

5.95 

15.19 

40TH 

5.98 

15.27 

45'J'H 

6.01 

15.35 

50TH 

6.04 

15.43 

55TH 

6.07 

15.50 

60TH 

6.10 

15.59 

65TH 

6.14 

1 5.87 

70TH 

6.17 

15.70 

75TH 

6.21 

15.87 

8CTH 

6.25 

15.99 

85TH 

6.29 

16.14 

sot  a 

6.35 

16.36 

95TH 

6.44 

16.50 

97TH 

6.49 

16.60 

98TH 

6.53 

16.75 

99TH 

6.59 

MALE 


CENTIMETERS  INCHES 


16.01  MEAN  VALUE  6.30 

.01  SE ( MEAN )  .01 

.63  STD  DEVIATION  .25 
.01  SE ( STD  DEV)  .00 

18.50  MAXIMUM  7.28 

14.00  MINIMUM  5.51 


SYMMETRY— -VETA  I  =  .00 

KURTOSIS - VETA  II  =  3.15 

COEF.  OF  VARIATION  =  3.9% 

NUMBER  OF  SUBJECTS  =  1774 


THE  PERCENTILES 


CENTIMETERS  INCHES 


14 « 54 

1ST 

5.72 

14.70 

2ND 

5.79 

14.81 

3RD 

5.83 

14.96 

5TH 

5.89 

15.19 

10TH 

5.98 

15.35 

15TH 

6.05 

15,48 

20TH 

6.10 

15.59 

25TH 

6.14 

15.69 

30TH 

6.18 

15.70 

35TH 

6.21 

15.36 

40TH 

6.24 

15.94 

45TH 

6.28 

16.02 

50TH 

6.31 

16.10 

55TH 

6.34 

16 . 18 

60TH 

6.37 

16.26 

65TH 

6.40 

16.34 

70TH 

6.43 

16,43 

75TH 

6.47 

16.53 

80TH 

6.51 

16.65 

85TH 

6.56 

16.80 

90TH 

6.61 

17.03 

95TH 

6.70 

17,18 

97TH 

6.76 

17.30 

98TH 

6.81 

17,49 

99TH 

6.89 

(H15)  ECTOORBITALE-TOP  OF  HEAD 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

11.15 

MEAN  VALUE 

4.39 

11.82 

MEAN  VALUE 

4.65 

.01 

SE (MEAN) 

.00 

.01 

SE (MEAN) 

.01 

.57 

STD  DEVIATION 

.22 

.57 

STD  DEVIATION 

.23 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

13.50 

MAXIMUM 

5.31 

14.00 

MAXIMUM 

5.51 

9.30 

MINIMUM 

3.66 

9.80 

MINIMUM 

3.86 

SYMMETRY- 
KURTOSIS- 
COEF.  OF 
NUMBER  OF 

— VETA  I  « 
— VETA  II  - 
VARIATION  = 

'  SUBJECTS  = 

.03 

3.24 

5.1% 

2208 

SYMMETRY- 
KURTOSIS- 
COEF.  OF 
NUMBER  OF 

— VETA  I  = 
— VETA  II  = 
VARIATION  = 
SUBJECTS  = 

.02 

3.25 

4.9% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

9.77 

1ST 

3.85 

10.44 

1ST 

4.11 

9.95 

2ND 

3.92 

10.63 

2ND 

4.18 

10.06 

3RD 

3.96 

10.74 

3RD 

4.23 

10.21 

5TH 

4.02 

10.89 

5TH 

4.29 

10.43 

1 0TH 

4.11 

11.10 

10TH 

4.37 

10.58 

15TH 

4.16 

11.24 

15TH 

4.42 

10.69 

20TH 

4.21 

11.35 

20TH 

4.47 

10.78 

25TH 

4.24 

11.44 

25TH 

4.50 

10.87 

30TH 

4.28 

11.52 

30TH 

4.54 

10.94 

35TH 

4.31 

11.60 

35TH 

4.57 

11.02 

40TH 

4.34 

11.67 

40TH 

4.60 

11.08 

45TH 

4.36 

11.74 

45TH 

4.62 

11.15 

50TH 

.4.39 

11.81 

50TH 

4.65 

11.22 

55TH 

4.42 

11.88 

55TH 

4.68 

11.29 

60TH 

4.45 

11.96 

60TH 

4.71 

11.36 

65TH 

4.47 

12.03 

65TH 

4.74 

11.44 

70TH 

4.50 

12.11 

70TH 

4.77 

11.52 

75TH 

4.54 

12.20 

75TH 

4.80 

11.62 

80TH 

4.57 

12.30 

80TH 

4.84 

11.73 

85TH 

.62 

12,41 

85TH 

4.89 

11.87 

90TH 

4.67 

12.56 

9QTH 

4.94 

12.09 

95TH 

4.76 

12.77 

95TH 

5.03 

12.24 

97TH 

4.82 

12.91 

97TH 

5.08 

12.36 

98TH 

4.86 

13.01 

98TH 

5.12 

12,55 

99TH 

4.94 

13.16 

99TH 

5.18 
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(H16)  FRONTOTEMPORALE-BACK  OF  HEAD 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

16.61 

MEAN  VALUE 

6.54 

17.45 

MEAN  VALUE 

6.87 

.01 

SE (MEAN) 

.01 

.02 

SE (MEAN) 

.01 

.62 

STD  DEVIATION 

.24 

.64 

STD  DEVIATION 

.25 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

18.70 

MAXIMUM 

7.36 

19.60 

MAXIMUM 

7.72 

14.20 

MINIMUM 

5.59 

15.40 

MINIMUM 

6.06 

SYMMETRY- 

— VETA  I  = 

-.06 

SYMMETRY- 

— VETA  I  = 

-.05 

KURTOSIS- 

— VETA  II  = 

3.13 

KURTOSIS- 

— VETA  II  = 

2.98 

COEF.  OF 

VARIATION  = 

3.7% 

COEF.  OF 

VARIATION  = 

3.7% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

j_riv-nrjw) 

xixaivxr,jrc.c» 

INCHES 

15.17 

1ST 

5.97 

15.95 

1ST 

6.28 

15.35 

2ND 

6.04 

16.10 

2ND 

6.34 

15.4$ 

3RD 

6.08 

16.21 

3RD 

6.38 

15.60 

5TH 

6 . 14 

16.36 

5TH 

6.44 

15.83 

10TH 

6.23 

16.60 

10TH 

6.54 

15.98 

15TH 

6.29 

16.77 

15TH 

6.60 

16.10 

20TH 

6.34 

16.90 

20TH 

6.65 

16.20 

25TH 

6.38 

17.02 

25TH 

6.70 

16.29 

30TH 

6.41 

17.12 

30TH 

6.74 

16.38 

35TH 

6.45 

17.21 

35TH 

6.78 

16.46 

40TH 

6.48 

17.30 

40TH 

6.81 

16.54 

45TH 

6.51 

17.38 

45TH 

6.84 

16.61 

50TH 

6.54 

17.46 

50TH 

6.88 

16.69 

55TH 

6.57 

17.55 

55TH 

6.91 

16.77 

60TH 

6.60 

17.63 

60TH 

6.94 

16.85 

65TH 

6.63 

17.71 

65TH 

6.97 

16.94 

70TH 

6.67 

17.79 

70TH 

7.01 

17.03 

75TH 

6.71 

17.89 

75TH 

7.04 

17.14 

80TH 

6.75 

17.99 

80TH 

7.08 

17.26 

85TH 

6.80 

18.10 

85TH 

7.13 

17.41 

90TH 

6.86 

18.25 

.  80TH 

7.19 

17.64 

S5TH 

6.94 

18.43 

7.27 

17.78 

97TH 

7.00 

18.63 

97TH 

7.33 

17.88 

98TH 

7.04 

18.74 

98TH 

7.38 

18.04 

99TH 

7.10 

18.94 

99TH 

7  *  46 
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(H17)  FRONTOTEMPORALE-TQP  OF  HEAD 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

8.40 

MEAN  VALUE 

3.31 

9.04 

MEAN  VALUE 

3.56 

.01 

SE (MEAN) 

.01 

.02 

SE (MEAN) 

.01 

.64 

STD  DEVIATION 

.25 

.69 

STD  DEVIATION 

.27 

.01 

SE (STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

10.80 

MAXIMUM 

4.25 

11.50 

MAXIMUM 

4.53 

6.20 

MINIMUM 

2.44 

6.80 

MINIMUM 

2.68 

SYMMETRY- 

— VETA  I  = 

-.04 

SYMMETRY- 

— VETA  I  = 

-.05 

KURTOSIS- 

— VETA  11  - 

3.28 

KURTOSIS- 

— VETA  II  = 

3.05 

COEF.  OF 

VARIATION  = 

7.7% 

COEF.  OF 

VARIATION  - 

7.7% 

NUMBER  OF 

SUBJECTS  =■• 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

6.84 

1ST 

2.69 

7.35 

1ST 

2.89 

7,03 

2ND 

2.77 

7.57 

2ND 

2.98 

7.15 

3RD 

2.82 

7.71 

3RD 

3.03 

7.32 

5TH 

2.88 

7.89 

5TH 

3  *  11 

7.57 

10TH 

2.98 

8.15 

10TH 

3.21 

7.74 

15TH 

3.05 

8.33 

15TH 

3.28 

7.87 

20TH 

3.10 

8.46 

20TH 

3.33 

7.98 

25TH 

3.14 

8.58 

25TH 

3.38 

8.08 

30TH 

3.18 

8.68 

30TH 

3.42 

8.17 

35TH 

3.22 

8.78 

35TH 

3.46 

8.25 

4CTH 

3.25 

8.87 

40TH 

3.49 

8.33 

45TH 

3.28 

8.96 

45TH 

3.53 

8.41 

50TH 

3.31 

9.04 

50TH 

3.56 

8.49 

55TH 

3.34 

9.13 

55TH 

3.59 

8.57 

60TH 

3.37 

9.21 

60TH 

3.63 

8.65 

65TH 

3.40 

9.30 

65TH 

3.66 

8.73 

70TH 

3.44 

9.40 

70TH 

3,70 

8.82 

75TH 

3.47 

9.50 

75TH 

3.74 

8.92 

80TH 

3.51 

9.62 

80TH 

3.79 

9.04 

85TH 

3.56 

9.75 

85TH 

3.84 

9.20 

90TH 

3.62 

9.92 

90TH 

3.91 

9.44 

95TH 

3.72 

10.18 

95TH 

4.01 

9.60 

97TH 

3.78 

10.34 

97TH 

4.07 

9.73 

98TH 

3.83 

10.46 

98TH 

4.12 

9.95 

99TH 

3.92 

10.65 

99TH 

4.19 
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(H18)  GLABELLA-BACK  OF  HEAD 


FEMALE 


CENTIMETERS  INCHES 


19.10 

MEAN  VALUE 

7.52 

.01 

SE (MEAN ) 

.01 

.66 

STD  DEVIATION 

.26 

.01 

SE ( STD  DEV) 

.00 

21.10 

MAXIMUM 

8.31 

16.20 

MINIMUM 

6.38 

SYMMETRY- 

— VETA  I  = 

-.11 

KURTOSIS- 

— VETA  II  = 

3.22 

COEF.  OF 

VARIATION  « 

3.5% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

17.53 

1ST 

6.90 

17.71 

2ND 

6.97 

17.83 

3RD 

7.02 

17.99 

5TH 

7.08 

18.24 

10TH 

7.18 

18. 41 

15TH 

7.25 

18.55 

20TH 

7.30 

18.66 

25TH 

7.35 

18.76 

30TH 

7.39 

18.86 

35TH 

7.42 

18.94 

40TH 

7.46 

19.03 

45TH 

7.49 

19.11 

50TH 

7.52 

19.19 

55TH 

7.56 

19.27 

60TH 

7.59 

19.36 

65TH 

7.62 

19.45 

70TH 

7.66 

19.54 

75TH 

7.69 

19.65 

80TH 

7.74 

19.77 

85TH 

7.79 

19.93 

90TH 

7.85 

20.17 

95TH 

7.94 

20.34 

97TH 

8.01 

20.46 

98TH 

8.05 

20.66 

99TH 

8.14 

MALE 


CENTIMETERS  INCHES 


19.97 

MEAN  VALUE 

7.86 

.02 

SE (MEAN) 

.01 

.72 

STD  DEVIATION 

.28 

.01 

SE ( STD  DEV) 

.00 

22.30 

MAXIMUM 

8.78 

17  r  80 

MINIMUM 

7.01 

SYMMETRY- 

—VETA  I  = 

-.06 

KURTOSIS- 

— VETA  II  = 

3.11 

COEF.  OF 

VARIATION  = 

3.6% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

18.25 

1ST 

7.19 

18.45 

2ND 

7.26 

18.58 

3RD 

7.31 

18.76 

5TH 

7.39 

19.04 

10TH 

7.50 

19.23 

15TH 

7.57 

19.38 

20TH 

7.63 

19.51 

25TH 

7.68 

19.62 

30TH 

7.72 

19.72 

35TH 

7.76 

19.82 

40TH 

7.80 

19.91 

45TH 

7.84 

19.99 

50TH 

7.87 

20.08 

55TH 

7.91 

20.17 

60TH 

7.94 

20.25 

65TH 

7.97 

20.35 

70TK 

8.01 

20.44 

75TH 

8.05 

20.56 

80TH 

8.09 

20.68 

85TH 

8.14 

20.85 

90TH 

8.21 

21.11 

95TH 

8.31 

21.30 

97TH 

8.39 

21.45 

98TH 

8.44 

21.70 

99TH 

8.54 
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(H19 )  GLABELLA- TOP  OF  HEAD 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

8.83 

MEAN  VALUE 

3.48 

9.62 

MEAN  VALUE 

3.79 

.01 

SE(MEAN) 

.01 

.02 

SE ( MEAN ) 

.01 

.69 

STD  DEVIATION 

.27 

.73 

STD  DEVIATION 

.29 

.01 

SE ( STD  DEV) 

.00 

.01 

SB (STD  DEV) 

.00 

11.60 

MAXIMUM 

4.57 

12.30 

MAXIMUM 

4.84 

6.70 

MINIMUM 

2.64 

7.40 

MINIMUM 

2.91 

SYMMETRY- 

— VETA  I  - 

.20 

SYMMETRY- 

—VETA  I  = 

.02 

KURTOSIS- 

— VETA  II  = 

3.19 

KURTOSIS- 

— VETA  II  = 

3.07 

COEF.  OF 

VARIATION  = 

7.8% 

COEF.  OF 

VARIATION  = 

7.6% 

NUMBER  OF 

SUBJECTS  « 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THts 

PEKCBNTli.ES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

7.31 

1ST 

2.88 

7.92 

1ST 

3.12 

7.47 

2ND 

2.94 

8.13 

2ND 

3.20 

7.58 

3RD 

2.99 

8.26 

3RD 

3.25 

7.73 

5TH 

3.04 

8.43 

5TH 

3.32 

7.96 

10TH 

3.14 

8.69 

10TH 

3.42 

8.12 

15TH 

3.20 

8.87 

15TH 

3.49 

8.25 

20TH 

3.25 

9.01 

20TH 

3.55 

8.36 

25TK 

3.29 

9.13 

25TH 

3.60 

8.46 

30TK 

3.33 

9.24 

30TH 

3.64 

8.55 

35TH 

3.37 

9.34 

35TH 

3.68 

8.64 

40TH 

3.40 

9.44 

40TH 

3.72 

8.72 

45TH 

3.43 

9.53 

45TH 

3.75 

8.81 

50TH 

3.47 

9.62 

50TH 

3.79 

8.89 

55TH 

3.50 

9.72 

55TH 

3.82 

8.98 

60TH 

3.54 

9.81 

BOTH 

3.86 

9.07 

65TH 

3.57 

9.90 

65TH 

3.90 

9.17 

70TH 

3.61 

10.01 

70TH 

3.94 

9.28 

75TH 

3.65 

10.12 

75TH 

3.98 

9.40 

8CTH 

3.70 

10.24 

BOTH 

4.03 

9.54 

85TH 

3.75 

10.38 

85TH 

4.09 

9.72 

90TH 

3.83 

10.56 

90TH 

4.16 

10,01 

95TH 

3.94 

10.82 

95TH 

4.26 

10.20 

97TH 

4.02 

10.99 

97TH 

4.33 

10,35 

98TH 

4.07 

11.11 

98TH 

4.37 

10.59 

99TH 

4.17 

11.29 

99TH 

4.45 
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(H20)  GONION-BACK  OF  HEAD 


FEMALE 


MALE 


CENTIMETERS  INCHES 


10.64 

MEAN  VALUE 

4.19 

.02 

SE(MEAN) 

.01 

.70 

STD  DEVIATION 

.28 

.01 

SE ( STD  DEV) 

.00 

13.10 

MAXIMUM 

5.16 

8.30 

MINIMUM 

3.27 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.10 

3.10 

5.6% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

9.05 

1ST 

3.56 

9.21 

2ND 

3.63 

9.32 

3RD 

3.67 

9.48 

5TH 

3.73 

9.73 

10TH 

3.83 

9.91 

15TH 

3.90 

10.05 

20TH 

3.96 

10.17 

25TH 

4.00 

10.27 

30TH 

4.04 

10.37 

35TH 

4.08 

10.46 

40TH 

4.12 

10.55 

45TH 

4.15 

10.64 

50TH 

4.19 

10.73 

55TH 

4.22 

10.82 

60TH 

4.26 

10.91 

65TH 

4.29 

11.00 

70TH 

4.33 

1.1.10 

75TH 

4.37 

11.22 

80TH 

4.42 

11.36 

85TH 

4.47 

11.53 

90TH 

4.54 

11.81 

95TH 

4.65 

12.00 

97TH 

4.72 

12.14 

98TH 

4.78 

12.40 

99TH 

4.88 

CENTIMETERS  INCHES 


11.76 

MEAN  VALUE 

4.63 

.02 

SE (MEAN) 

.01 

.77 

STD  DEVIATION 

.30 

.01 

SE ( STD  DEV) 

.01 

14.50 

MAXIMUM 

5.71 

8.80 

MINIMUM 

3.46 

SYMMETRY-— VETA  I  = 
KURTOSIS— VETA  II  = 
COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

-.02 

3,17 

6.6% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

9.94 

1ST 

3.91 

10.15 

2ND 

4.00 

10.28 

3RD 

4.05 

10.47 

5TH 

4.12 

10.76 

10TH 

4.24 

10 .96 

15TH 

4.32 

11.12 

20TH 

4.38 

11.25 

25TH 

4.43 

11.37 

30TH 

4.48 

11.47 

35TH 

4.52 

11.58 

40TH 

4.56 

11.67 

45TH 

4.60 

11.77 

50TH 

4.63 

11.87 

55TH 

4.67 

11,96 

60TH 

4.71 

12.06 

65TH 

4.75 

12.16 

70TH 

4.79 

12.27 

75TH 

4  o  83 

12.40 

80TH 

4.88 

12.54 

85TH 

4,94 

12.73 

90TH 

5.01 

13.01 

95TH 

5.12 

13.21 

97TH 

5.20 

13.35 

98TH 

5.26 

13.60 

99TH 

5.35 
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(H21)  GON I ON-TOP  OF  HEAD 

f  V  i 

FEMALE 

MALE 

> 

4 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

_rj 

18.19 

MEAN  VALUE 

7.16 

19.79 

MEAN  VALUE 

7.79 

•V 

.01 

SE (MEAN) 

.01 

.02 

SE (MEAN) 

.01 

.  , 

.67 

STD  DEVIATION  .26 

.77 

STD  DEVIATION 

.30 

7?- 

■  ' 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.01 

21.30 

MAXIMUM 

8.39 

22.50 

MAXIMUM 

8.86 

,v 

> 

16.20 

MINIMUM 

6.38 

17.20 

MINIMUM 

6.77 

SYMMETRY - VETA  I 

=  .20 

SYMMETRY - VETA  I  = 

.05 

•  ’/ 

KURTOSIS - VETA  II 

-  3.28 

KURTOSIS - VETA  II  = 

3.15 

COEF.  OF  VARIATION 

=  3.7% 

COEF.  OF  VARIATION  = 

3.9% 

.  ••• 

NUMBER 

OF  SUBJECTS 

=  7208 

NUMBER 

OF  SUBJECTS  = 

1774 

► 

THE  PERCENTILES 

THE  PERCENTILES 

1  -*•. 

‘ 

t-arrLXjnErEK£> 

UJeiWTXWfciTKKb 

■ 

16.70 

1ST 

6.57 

17.97 

1ST 

7.08 

16.86 

2ND 

6.64 

18.21 

2ND 

7.17 

\ 

r  k 

4  \ 

16.97 

3RD 

6.68 

18.35 

3RD 

7.22 

• 

* 

17.12 

5TH 

6.74 

18.54 

5TH 

7.30 

17.35 

10TK 

6.83 

18.82 

10TH 

7.41 

i  • 

17.51 

15TH 

6.89 

19.01 

15TH 

7.48 

■  ."•/ 

17.63 

20TH 

6.94 

19.15 

20TH 

7.54 

j.  :• 

■*# 

17.74 

25TH 

6.98 

19.28 

25TH 

7.59 

17.84 

30TH 

7.02 

19.39 

30TH 

7.63 

'vj 

17.93 

35TH 

7.06 

19.49 

35TH 

7.67 

18.01 

40TH 

7.09 

19.59 

40TH 

7.71 

18.10 

45TH 

7.12 

19.69 

45TH 

7.75 

18.18 

50TH 

7.16 

19.78 

50TH 

7.79 

•N  ■ 

18.26 

55TH 

7.-9 

19.88 

55TU 

7.83 

. 

18.34 

60TH 

7.22 

19.97 

60TH 

7.86 

18.43 

65TH 

7.26 

20.07 

65TH 

7.90 

r 

18.52 

70TH 

7.29 

20.18 

70TH 

7.94 

■  V.'v 

18.62 

75TH 

7.33 

20.30 

75TH 

7.99 

V 

18.73 

80TH 

7.38 

20.43 

80TH 

8.04 

*  ; 

18.87 

85TH 

7.43 

20.58 

85TH 

8.10 

19.04 

90TH 

7.50 

20.78 

90TH 

8.18 

■ 

19.31 

95TH 

7.60 

21.09 

95TH 

8.30 

: \ 

19.49 

97TH 

7.67 

21.29 

97TH 

8.38 

■ » 

19,63 

98TH 

7.73 

21.44 

9  8TH 

8.44 

> 

■>v 

19.86 

99TH 

7.82 

21.68 

99TH 

8.54 

•v 

:  .‘V 

V* 

•v; 
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(H22)  INFRAORBITALE-BACK  OF  HFAD 


FEMALE 


CENTIMETERS  INCHES 


17.61 

MEAN  VALUE 

6,93 

.01 

SE (MEAN) 

.01 

.69 

STD  DEVIATION 

.27 

.01 

SE ( STD  DEV) 

.00 

19.60 

MAXIMUM 

7.72 

15.00 

MINIMUM 

5.91 

SYMMETRY - VETA  I  =  -.03 

KURTOSIS - VETA  II  =  3.14 

COEF.  OF  VARIATION  =  3.9% 

NUMBER  OF  SUBJECTS  =  2208 

THE 

PERCENTILES 

CENTIMETERS 

TMPUPO 

15.99 

1ST 

6.29 

16.20 

2ND 

6.38 

16.33 

3RD 

6.43 

16.50 

5TH 

6.49 

16.75 

10TH 

6.59 

16.91 

1STH 

6,66 

17.04 

20TH 

6.71 

17.16 

25TH 

6.75 

17.26 

30TH 

6.79 

17.35 

35TH 

6  o  83 

17.44 

40TH 

6.86 

17.52 

45TH 

6.90 

17.61 

50TH 

6.93 

17.69 

55TH 

6.97 

17.78 

GOTH 

7.00 

17.87 

65TK 

7.04 

17.97 

70TH 

7.07 

18.07 

75TH 

7.11 

18.19 

80TH 

7.16 

18.32 

8STH 

7.21 

18.50 

90TH 

7.28 

18.76 

95TH 

7.39 

18.93 

97TH 

7.45 

19.05 

98TH 

7.50 

19.24 

99TH 

7.57 

MALE 


CENTIMETERS 

INCHES 

18.08 

MEAN  VALUE 

7.12 

.02 

SE (MEAN ) 

.01 

.70 

STD  DEVIATION 

.27 

.01 

SE ( STD  DEV) 

.00 

20.70 

MAXIMUM 

8.15 

15.90 

MINIMUM 

6.26 

SYMMETRY- 

— VETA  I  - 

.00 

KURTOSIS- 

—VETA  11  - 

3.09 

COEF.  OF 

VARIATION  = 

3.8% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

TMr^UPC 

16.49 

1ST 

6.49 

16.64 

2ND 

6.55 

16.75 

3RD 

6.60 

16.91 

5TH 

6.66 

17.17 

10TH 

6.76 

17.36 

15TH 

6.83 

17.50 

20TH 

6.89 

17.62 

25TH 

6.94 

17.73 

30TH 

6.98 

17.83 

35TH 

7.02 

17.93 

40TH 

7.06 

18.02 

45TH 

7.09 

18.11 

50TH 

7.13 

18.19 

55TH 

7.16 

18.28 

60TH 

7.20 

18.37 

65TH 

7.23 

18.46 

70TH 

7.27 

18.56 

75TH 

7.31 

18.67 

80TH 

7,35 

18.79 

85TH 

7.40 

18.95 

90TH 

7.46 

19.20 

95TH 

7.56 

19.36 

97TH 

7.62 

19.50 

98TH 

7.68 

19.72 

99TH 

7.76 
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(H23 )  IWFRAORBITALE-TOP  OF  HEAD 


FEMALE 


CENTIMETERS  INCHES 


12.41 

MEAN  VALUE 

4.89 

.01 

SE (MEAN) 

.00 

.58 

STD  DEVIATION 

.23 

.01 

SE ( STD  DEV) 

.00 

15.00 

MAXIMUM 

5.91 

10.60 

MINIMUM 

4.17 

SYMMETRY- 

--VETA  I  = 

.09 

KURTOSIS- 

--VET A  II  = 

3.31 

COEF.  OF 

VARIATION  = 

4.7% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

11.02 

1ST 

4.34 

11.20 

2ND 

4.41 

11.31 

3RD 

4.45 

11.46 

5TH 

4.51 

11.68 

10TH 

4.60 

11.82 

15TH 

4.65 

11.93 

20TH 

4.70 

12.03 

25TH 

4.74 

12.11 

30TH 

4.77 

12.19 

35TH 

4.80 

12.26 

40TH 

4.83 

12.33 

45TH 

4.86 

12.41 

50TH 

4.88 

12.48 

55TH 

4.91 

12.55 

60TH 

4.94 

12.62 

65TII 

4.97 

12.70 

7QTH 

5.00 

12.79 

75TH 

5.03 

12.88 

80TH 

5.07 

13.00 

85TH 

5.12 

13.15 

90TH 

5.18 

13.38 

95TH 

5.27 

13.54 

97TH 

5.33 

13.66 

98TH 

5.38 

13.86 

99TH 

5.46 

MALE 


CENTIMETERS  INCHES 


13.08 

MEAN  VALUE 

5.15 

.01 

SE(MEAN) 

.01 

.58 

STD  DEVIATION 

.23 

.01 

SE ( STD  DEV) 

.00 

15.10 

MAXIMUM 

5.94 

11.10 

MINIMUM 

4.37 

SYMMETRY - VETA  I  » 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.04 

3.19 

4.4% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

11.70 

1ST 

4.61 

11.88 

2ND 

4.68 

11.99 

3RD 

4.72 

12.13 

5TH 

4.78 

12.35 

10TH 

4.86 

12.49 

J.5TH 

4.92 

12.60 

20TH 

4.96 

12.70 

25TH 

5.00 

12.78 

30TH 

5.03 

12.86 

35TH 

5.06 

12.93 

40TH 

5.09 

13.00 

45TH 

5.12 

13.07 

50TH 

5.15 

13.14 

55TH 

5.17 

13.21 

60TH 

5.20 

13.29 

65TH 

5.23 

13.37 

70TH 

5.26 

13.45 

75TH 

5.30 

13.55 

80TH 

5.34 

13.67 

85TH 

5.38 

13.82 

90TH 

5.44 

14.04 

95TH 

5.53 

14.20 

97TH 

5.59 

14.31 

98TH 

5.63 

14.49 

99TH 

5.71 
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(H24)  LIP  LENGTH 


FEMALE 


CENTIMETERS  INCHES 


5.50 

MEAN  VALUE 

2.16 

.01 

SE (MEAN) 

.00 

.42 

STD  DEVIATION 

.17 

.01 

SE ( STD  DEV) 

.00 

6.90 

MAXIMUM 

2.72 

4.10 

MINIMUM 

1.61 

SYMMETRY- 

— VETA  I  = 

.14 

KURTOSIS- 

— VETA  II  = 

2.93 

COEF.  OF 

VARIATION  = 

7.7% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

4.57 

1ST 

1.80 

4.67 

2ND 

1.84 

4.73 

3RD 

1.86 

4.82 

5TH 

1.90 

4.96 

10TH 

1.95 

5.05 

I5TH 

1.99 

5.13 

20TH 

2.02 

5.20 

25TH 

2.05 

5.26 

30TH 

2.07 

5.32 

35TH 

2.10 

5.38 

40TH 

2.12 

5.43 

45TH 

2.14 

5.49 

50TH 

2.16 

5.54  , 

55TH 

2.18 

5.59 

60TH 

2.20 

5.65 

65TH 

2.23 

5.71 

70TH 

2.25 

5.78 

75TH 

2.27 

5.85 

80TH 

2.30 

5.94 

85TH 

2.34 

6.05 

90TH 

2.38 

6.21 

95TH 

2.44 

6.31 

97TH 

2.48 

6.39 

98TH 

2.52 

6.51 

99TH 

2.56 

MALE 

CENTIMETERS 

INCHES 

5.61 

MEAN  VALUE 

2.21 

.01 

SE (MEAN) 

.00 

.43 

STD  DEVIATION 

.17 

.01 

SE ( STD  DEV) 

.00 

7.10 

MAXIMUM 

2.80 

4.40 

MINIMUM 

1.73 

SYMMETRY- 

—VETA  I  = 

.13 

KURTOSIS- 

— VETA  II  = 

2.86 

COEF.  OF 

VARIATION  = 

7.6% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

4.65 

1ST 

1.83 

4.76 

2ND 

1.87 

4.83 

3RD 

1.90 

4.92 

5TH 

1.94 

5.06 

10TH 

1.99 

5.16 

15TH 

2.03 

5.24 

20TH 

2.06 

5.31 

25TH 

2.09 

5.37 

30TH 

2.12 

5.43 

35TH 

2.14 

5.49 

40TH 

2.16 

5.55 

45TH 

2.18 

5.60 

50TH 

2.20 

5.66 

55TH 

2.23 

5.71 

60TH 

2.25 

5.77 

65TH 

2.27 

5.83 

70TH 

2.30 

5.90 

75TH 

2.32 

5.98 

BOTH 

2.35 

6.06 

85TH 

2.39 

6.17 

90TH 

2.43 

6.33 

95TH 

2.49 

6.44 

97TH 

2.53 

6.51 

98TH 

2.56 

6.62 

99TH 

2.61 
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(H25)  MAXIMUM  FRONTAL  BREADTH 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

11.13 

MEAN  VALUE 

4.38 

11.33 

MEAN  VALUE 

4.46 

,0.1 

SE ( MEAN ) 

.00 

.01 

SE(MEAN) 

.00 

.54 

STD  DEVIATION 

.21 

.52 

STD  DEVIATION 

.20 

.01 

SE(STD  DEV) 

.00 

.01 

SE (STD  DEV) 

.00 

3.3 . 40 

MAXIMUM 

5.28 

13.40 

MAXIMUM 

5.28 

9.20 

MINIMUM 

3.62 

9.50 

MINIMUM 

3.74 

SYMMETRY VET  A  I  = 

.10 

SYMMETRY - VETA  I  = 

.28 

KURTC3I 

S - VETA  II  = 

3 , 11 

KURTOSIS - VETA  II  = 

3.36 

COEF.  OF  VARIATION  =■■ 

4.8% 

COEF.  OF  VARIATION  = 

4.6% 

NUMBER 

OF  SUBJECTS  = 

2208 

NUMBER 

OF  SUBJECTS  = 

1774 

THE  PERCENTILES 

THE  PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

9.88 

1ST 

3.89 

.4.0 . 20 

1ST 

4.02 

10,04 

2ND 

3.95 

10.33 

2ND 

4.07 

10.13 

3RD 

3.99 

10.41 

3RD 

4.10 

10.26 

5TH 

4.04 

10.52 

5TH 

4.14 

10.45 

10TH 

4.11 

10  o  69 

10TH 

4.21 

10.58 

15TH 

4.16 

10.80 

15TH 

4.25 

10.68 

20TH 

4.20 

10.90 

20TH 

4.29 

10.77 

25TH 

4.24 

10.98 

25TH 

4.32 

10.85 

30TH 

4.27 

11.05 

30TH 

4.35 

10.92 

35TH 

4.30 

11.12 

35TH 

4.38 

10.99 

40TH 

4.33 

11.18 

40TH 

4.40 

11.05 

45TH 

4.35 

11.24 

45TH 

4.43 

11.12 

50TH 

4.38 

11.30 

50TH 

4.45 

11.19 

55TH 

4.40 

11.37 

55TH 

4.48 

11.26 

60TH 

4 . 43 

11.43 

60TH 

4.50 

11.33 

65TH 

4.46 

11.50 

65TH 

4.53 

11.40 

70TH 

4.49 

11.57 

70TH 

4.56 

11.48 

75TH 

4.52 

11.65 

75TH 

4.59 

11.58 

80TH 

4.56 

11.74 

80TH 

4.62 

1.1.69 

85TH 

4.60 

11.85 

85TH 

4.67 

11.83 

90TH 

4.66 

11.99 

90TH 

4.72 

12.04 

95TH 

4.74 

12.22 

95TH 

4.81 

12.17 

97TI1 

4.79 

12.39 

97TH 

4,88 

12.28 

98TH 

4.83 

12.51 

98TH 

4.93 

12.44 

99TH 

4.90 

12.72 

99TH 

5.01 

I 
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(H26)  MENTON-BACK  OF  HEAD 


FEMALE 


CENTIMETERS  INCHES 


17.33 

MEAN  VALUE 

6.82 

.02 

SE (MEAN) 

.01 

.98 

STD  DEVIATION 

.38 

.01 

SE ( STD  DEV) 

.01 

21.00 

MAXIMUM 

8.27 

14.10 

MINIMUM 

5.55 

SYMMETRY- 

— VETA  I  = 

.05 

KURTOSIS- 

— VETA  II  = 

2.95 

COEF.  OF 

VARIATION  * 

5.6% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

15.17 

1ST 

5.97 

15.39 

2ND 

6.06 

15.54 

3RD 

6.12 

15.75 

5TH 

6.20 

16.08 

10TH 

6.33 

16.31 

15TH 

6.42 

16 . 50 

20TH 

6.50 

16.66 

25TH 

6.56 

16.81 

30TH 

6.62 

16.95 

35TH 

6.67 

17.08 

40TH 

6.72 

17.21 

45TH 

5.77 

17.33 

50TH 

6.82 

17.46 

55TH 

6.87 

17.58 

60TH 

6.92 

17.71 

65TH 

6.97 

17.85 

70TH 

7.03 

18.00 

75TH 

7.09 

18.16 

80TH 

7.15 

18.35 

85TH 

7.23 

18.59 

90TH 

7.32 

18.94 

95TH 

7.46 

19.17 

97TH 

7.55 

19.33 

98TH 

7.61 

19.58 

99TH 

7.71 

MALE 


CENTIMETERS  INCHES 


18.24 

MEAN  VALUE 

7.18 

.02 

SE (MEAN) 

.01 

1.05 

STD  DEVIATION 

.41 

.02 

SE ( STD  DEV) 

.01 

21.30 

MAXIMUM 

8.39 

14.30 

MINIMUM 

5.63 

SYMMETRY- 

— VETA  I  = 

-.09 

KURTOSIS- 

— VETA  II  = 

3.17 

COEF.  OF 

VARIATION  = 

5.7% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

15.70 

1ST 

6.18 

16.05 

2ND 

6.32 

16.26 

3RD 

6.40 

16.53 

5TH 

6.51 

16.93 

10TH 

6.67 

17.19 

15TH 

6.77 

17.39 

20TH 

6.84 

17.56 

25TH 

6.91 

17.71 

30TH 

6.97 

17.85 

35TH 

7.03 

17.98 

40TH 

7.08 

18.11 

45TH 

7.13 

18.24 

50TH 

7.18 

18.36 

55TH 

7.23 

18.49 

60TH 

7.28 

18.63 

65TH 

7.33 

18.77 

70TH 

7.39 

18.93 

75TH 

7.45 

15.11 

80TH 

7.52 

19.31 

85TH 

7.60 

19.57 

90TH 

7.71 

19.96 

95TH 

7.86 

20.22 

97TH 

7.96 

20.40 

98TH 

8.03 

20.68 

99TH 

8.14 
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(H27)  MENTON-CRINION  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

17.65 

MEAN  VALUE 

6.95 

19.08 

KEAN  VALUE 

7.51 

.02 

EE (MEAN) 

.01 

.03 

SE(MEAN) 

.01 

.96 

STD  DEVIATION 

.38 

1.05 

STD  DEVIATION 

.41 

.01 

SE(STD  DEV) 

.01 

.02 

SE ( STD  DEV) 

.01 

20.80 

MAXIMUM 

8.19 

22.30 

MAXIMUM 

8.78 

14.40 

MINIMUM 

5.67 

15.60 

MINIMUM 

6.14 

SYMMETRY - VETA  I 

KURTOSIS - VETA  II 

COEF.  OF  VARIATION 
NUMBER  OF  SUBJECTS 

=  .02 
=  2.86 
*  5.4% 

=  2206 

SYMMETRY - VETA  I  = 

KURTOSIS— VETA  II  = 
COEF.  OF  VARIATION  - 
NUMBER  OF  SUBJECTS  = 

.06 

3.02 

5.5% 

1747 

THE 

PERCENTILES 

THE 

PEPCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

15.50 

1ST 

6.10 

16. GO 

1ST 

6.54 

15.72 

2ND 

6.19 

16 . 94 

2ND 

6.67 

15.87 

3RD 

6.25 

17.14 

3RD 

6.75 

16.07 

5TH 

6.33 

17.40 

5TH 

6.85 

16.41 

10TH 

6.46 

17.77 

10TH 

7.00 

16.64 

15TH 

6.55 

18.01 

15TH 

7.09 

16.83 

20TH 

6.62 

18.20 

20TH 

7.17 

16.99 

25TH 

6.65 

18.37 

25TH 

7.23 

17.13 

30TH 

6.75 

18.52 

30TH 

7.29 

17.27 

35TH 

6.80 

18.66 

35TH 

7.34 

17.40 

40TH 

o.85 

18.79 

40TH 

7.40 

17.52 

45TH 

6.90 

18.92 

45TH 

7.45 

17.65 

50TH 

6.95 

19.05 

50TH 

7.50 

17.77 

55TH 

7.00 

19.18 

55TH 

7.55 

17.90 

60TH 

7.05 

19.31 

60TH 

7.60 

18.02 

65TH 

7.10 

19.46 

65TH 

7.66 

18.16 

70TH 

7.15 

19.61 

70TH 

7.72 

18.31 

75TH 

7.21 

19.77 

75TH 

7.78 

18.47 

80TH 

7.27 

19.96 

80TH 

7.86 

18.65 

85TH 

7.34 

20.18 

85TH 

7.94 

18.89 

90TH 

7.44 

20.46 

90TH 

8 « 05 

19.23 

95TH 

7.57 

20.87 

95TH 

8.22 

19.44 

97TH 

7.66 

21.13 

97TH 

8.32 

1.9.60 

9  8TH 

7.72 

21.31 

98TH 

8.39 

19.85 

99TH 

7.01 

21.59 

99TH 

8.50 
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(H28)  MENTON-SELLION  LENGTH 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

11.37 

ME  AM  VALUE 

4.47 

12.11 

MEAN  VALUE 

4.77 

.01 

SE(MEAN) 

.01 

.02 

SE  (MEAN) 

.01 

.60 

STD  DEVIATION 

.24 

.64 

STD  DEVIATION 

.25 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

13.40 

MAXIMUM 

5.28 

14.70 

MAXIMUM 

5.79 

9.40 

MINIMUM 

3.70 

9.90 

MINIMUM 

3.90 

SYMMETRY— VETA  I  = 
KURTGSXS — -VETA  II  = 
COEF.  OF  VARIATION  * 
NUMBER  OF  SUBJECTS  = 

.20 

3.04 

5.3% 

2208 

SYMMETRY- 
KURTOSIS- 
COEF .  OF 
NUMBER  OI 

- VETA  I  = 

• — VETA  II  = 
VARIATION  = 
1  SUBJECTS  = 

.16 

3.12 

5.3% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

10.06 

1ST 

3.96 

10.75 

1ST 

4.23 

10.20 

2ND 

4.01 

10.88 

2ND 

4.28 

10.29 

3RD 

4.05 

10.97 

3RD 

4.32 

10.41 

5TH 

4.10 

11.10 

5TH 

4.37 

10.61 

10TH 

4.18 

11.31 

10TH 

4.45 

10.75 

15TH 

4.23 

11.46 

15TH 

4.51 

10.86 

20TH 

4.28 

11.58 

20TH 

4.56 

10.95 

25TH 

4.31 

11.68 

25TH 

4.60 

11.04 

30TH 

4.35 

11.77 

30TH 

4.63 

11.12 

35TH 

4.38 

11.86 

35TH 

4.67 

11.20 

40TH 

4.41 

11.94 

40TH 

4.70 

11.27 

45TH 

4.44 

12.02 

45TH 

4.73 

11.35 

50TH 

4.47 

12.10 

50TH 

4.76 

11.42 

55TH 

4.50 

12.18 

55TH 

4.80 

11.50 

60TH 

4.53 

12.26 

60TH 

4.83 

11.58 

65TH 

4.56 

12.35 

65TH 

4.86 

11.66 

70TH 

4.59 

12.43 

70TH 

4.90 

11.75 

75TH 

4.63 

12.53 

75TH 

4.93 

11.86 

80TH 

4.67 

12.64 

80TH 

4.98 

11.98 

85TH 

4.72 

12.77 

85TH 

5.03 

12.14 

90TH 

4.78 

12.93 

90TH 

5.09 

12.39 

95TH 

4.88 

13.18 

95TH 

5.19 

12.56 

97TH 

4.94 

13.35 

97TH 

5.26 

12.68 

98TH 

4.99 

13.49 

98TH 

5.31 

12.89 

99TH 

5.08 

13.70 

99TH 

5.40 
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( H2  9 )  MENTON -SUBN AS ALE  LENGTH 


FEMALE 


CENTIMETERS  INCHES 


6.88 

MEAN  VALUE 

2.71 

.01 

SE (MEAN) 

.00 

.54 

STD  DEVIATION 

.21 

.01 

SE ( STD  DEV) 

.00 

8.80 

MAXIMUM 

3.46 

4.80 

MINIMUM 

1.89 

SYMMETRY- 

— VETA  I  = 

.20 

KURTOSIS- 

— VETA  II  = 

3.31 

COEF.  OF 

VARIATION  - 

7.8% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

5.69 

1ST 

2.24 

5.82 

2ND 

2.29 

5.91 

3RD 

2.33 

6.03 

5TH 

2.37 

6.22 

10TH 

2.45 

6.34 

15TH 

2.50 

6.44 

20TH 

2.54 

6.53 

25TH 

2.57 

6.60 

30TH 

2.60 

6.67 

35TH 

2.63 

6.74 

40TH 

2.65 

6.80 

45TH 

2.68 

6.87 

50TH 

2.70 

6.93 

55TH 

2.73 

7.00 

60TH 

2.76 

7.07 

65TH 

2.78 

7.14 

70TH 

2.81 

7.22 

75TK 

2.84 

7.31 

BOTH 

2.88 

7.42 

85TH 

2.92 

7.56 

90TH 

2.98 

7.79 

95TH 

3.07 

7.94 

97TH 

3.13 

8.07 

98TH 

3.18 

8.27 

99TH 

3.26 

MALE 


CENTIMETERS  INCHES 


7.35 

MEAN  VALUE 

2.89 

.01 

SE(MEAN) 

.01 

.56 

STD  DEVIATION 

.22 

.01 

SE ( STD  DEV) 

.00 

9.70 

MAXIMUM 

3.82 

5.60 

MINIMUM 

2.20 

SYMMETRY- 

—VETA  I  = 

.20 

KURTOSIS- 

— VETA  II  = 

3.08 

COEF.  OF 

VARIATION  « 

7.6% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

6.13 

1ST 

2.41 

6.27 

2ND 

2.47 

6.35 

3RD 

2.50 

6.47 

5TH 

2.55 

6.65 

10TH 

2.62 

6.77 

15TH 

2.67 

6.88 

20TH 

2.71 

6.96 

25TH 

2.74 

7.04 

30TH 

2.77 

7.12 

35TH 

2.80 

7.19 

40TH 

2.83 

7.26 

45TH 

2.86 

7.33 

50TH 

2.89 

7.41 

55TH 

2.92 

7.48 

60TH 

2.94 

7.56 

65TH 

2.97 

7.64 

70TH 

3.01 

7.73 

75TH 

3.04 

7.83 

80TH 

3.08 

7.94 

85TH 

3.13 

8.09 

90TH 

3.18 

8.31 

95TH 

3.27 

8.44 

97TH 

3.32 

8.55 

98TH 

3.36 

8.70 

99TH 

3.43 
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( H30 )  MENTON-TOP  OF  HEAD 


FEMALE 


CENTIMETERS  INCHES 


21.76  MEAN  VALUE  8.57 

.02  SE ( MEAN )  .01 

.85  STD  DEVIATION  .33 
.01  SE( STD  DEV)  .01 
24.50  MAXIMUM  9.65 

18.70  MINIMUM  7.36 


SYMMETRY - VETA  I  =  .03 

KURTOSIS - VETA  II  =  3.03 

COEF.  OF  VARIATION  =  3.9% 

NUMBER  OF  SUBJECTS  =  2208 


THE  PERCENTILES 


CENTIMETERS 

INCHES 

19,78 

1ST 

7.79 

20.01 

2ND 

7.88 

20.16 

3RD 

7.94 

20.36 

5TH 

8.02 

20.67 

10TH 

8.14 

20.88 

15TH 

8.22 

21.05 

20TH 

8.29 

21.19 

25TH 

8.34 

21.32 

30TH 

8.39 

21.43 

35TH 

8.44 

21.54 

40TH 

8.48 

21.65 

45TH 

8.52 

21.76 

50TH 

8.57 

21.86 

55TH 

8.61 

21.97 

60TH 

8.65 

22.08 

65TH 

8.69 

22.19 

70TH 

8.74 

22.32 

75TH 

8.79 

22.46 

80TH 

8.84 

22.62 

85TH 

8.91 

22.83 

90TH 

8.99 

23.15 

95TH 

9.12 

23.37 

97TH 

9.20 

23.53 

98TH 

9.27 

23.80 

99TH 

9.37 

MALE 

CENTIMETERS 

INCHES 

23.20 

MEAN  VALUE 

9.13 

.02 

SE (MEAN) 

.01 

.88 

STD  DEVIATION 

.35 

.01 

SE ( STD  DEV) 

.01 

26,60 

MAXIMUM 

10.47 

20.60 

MINIMUM 

8.11 

SYMMETRY- 

— VETA  I  = 

.16 

KURTOSIS- 

—VETA  II  = 

3.11 

CGEF .  OF 

VARIATION  = 

3,8% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

21.18 

1ST 

8.34 

21.41 

2ND 

8.43 

21.56 

3RD 

8.49 

21.76 

5TH 

8.57 

22.08 

10TH 

8.69 

22.29 

15TH 

8.78 

22.46 

20TH 

8.84 

22.60 

25TH 

8.90 

22.73 

30TH 

8.95 

22.85 

35TH 

9.00 

22.96 

40TH 

9.04 

23.07 

45TH 

9.08 

23.18 

50TH 

9.13 

23.29 

55TH 

9,17 

23.40 

60TH 

9.21 

23.51 

65TH 

9.26 

23.63 

70TH 

9.30 

23.77 

75TH 

9.36 

23.92 

80TH 

9.42 

24.10 

85TH 

9.49 

24.33 

90TH 

9,58 

24,69 

9  5TH 

9.72 

24.94 

97TH 

9.82 

25.13 

98TH 

9.90 

25.46 

99TH 

10.02 
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(H31)  MINIMUM  FRONTAL  BREADTH 


FEMALE 


CENTIMETERS  INCHES 


10.33 

MEAN  VALUE 

4.07 

.01 

SE (MEAN) 

.00 

.48 

STD  DEVIATION 

.19 

.01 

SE ( STD  DEV) 

.00 

12.10 

MAXIMUM 

4.76 

8.60 

MINIMUM 

3.39 

SYMMETRY- 

— VET  A  I  = 

.00 

KURTOSIS- 

— VETA  II  = 

3.14 

COEF.  OF 

VARIATION  = 

4-6% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

9.17 

1ST 

3.61 

9.32 

2ND 

3.67 

9.42 

3RD 

3.71 

9.54 

5TH 

3.76 

9.72 

10TH 

3.83 

9.84 

15TH 

3.87 

9.93 

20TH 

3.91 

10.01 

25TH 

3.94 

10.08 

30TH 

3.97 

10.14 

35TH 

3.99 

1C. 21 

40TH 

4.02 

10.27 

45TH 

4.04 

10.32 

50TH 

4.06 

10.38 

55TH 

4.09 

10.44 

60TH 

4.11 

10.51 

65TH 

4.14 

10.57 

70TH 

4.16 

10.65 

75TH 

4.19 

10.73 

80TH 

4.22 

10.82 

85TH 

4.26 

10.94 

90TH 

4.31 

11.12 

95TH 

4.33 

11.24 

97TH 

4.42 

11.32 

98TH 

4.46 

11.45 

99TH 

4.51 

MALE 


CENTIMETERS  INCHES 


10.51 

MEAN  VALUE 

4.14 

.01 

SE (MEAN) 

.00 

.52 

STD  DEVIATION 

.20 

.01 

SE ( STD  DEV) 

.00 

12.70 

MAXIMUM 

5.00 

8.20 

MINIMUM 

3.23 

SYMMETRY- 

— VETA  I  = 

.20 

KURTOSliS- 

— VETA  II  = 

3.44 

COEF.  OF 

VARIATION  = 

4.9% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

9.38 

1ST 

3.69 

9.50 

2ND 

3.74 

9.58 

3RD 

3.77 

9.69 

5TH 

3.81 

9.86 

10TH 

3.88 

9.98 

15TH 

3.93 

10.07 

20TH 

3.97 

10.16 

25TH 

4.00 

10.23 

30TH 

4.03 

10.30 

35TH 

4.05 

10.36 

40TH 

4.08 

10.43 

45TH 

4.11 

10.49 

50TH 

4.13 

10.55 

55TH 

4.15 

10.62 

60TH 

4.18 

10.69 

65TH 

4.21 

10.76 

70TH 

4.24 

10.84 

75TH 

4.27 

10.92 

80TH 

4.30 

11.03 

85TH 

4.34 

11.17 

90TH 

4.40 

11.38 

95TH 

4.48 

11.53 

97TH 

4.54 

11.65 

98TH 

4.59 

11.84 

99TH 

4.65 

294 


(  H32  )  NOSE  BREADTH 


FEMALE  MALE 


CENTIMETERS 

INCHFS 

CENTIMETERS 

INCHES 

3.45 

MEAN  VALUE 

1.36 

3.65 

MEAN  VALUE 

1.44 

.01 

SE ( MEAN ) 

.00 

.01 

SE (KEAN) 

.00 

.47 

STD  DEVIATION 

.  19 

.46 

STD  DEVIATION 

.18 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

5.00 

MAXIMUM 

1.97 

5.20 

MAXIMUM 

2.05 

2.30 

MINIMUM 

.91 

2.60 

MINIMUM 

1.02 

SYMMETRY - VET  A  I  - 

KURTOSIS - VETA  II 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.32 

2.32 

13.7% 

2208 

SYMMETRY - VETA  I  * 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.69 

2.99 

12.6% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

2.59 

1ST 

1.02 

2.85 

1ST 

1.12 

2.67 

2ND 

1.05 

2.94 

2ND 

1.16 

2.70 

3RD 

1.06 

2.99 

3RD 

1.18 

2.77 

5TH 

1.09 

3.05 

5TH 

1.20 

2.87 

10TH 

1.13 

3.13 

10TH 

1.23 

2.94 

15TH 

1.16 

3.19 

15TH 

1.26 

3.01 

20TH 

1.18 

3.25 

20TH 

1.28 

3.07 

25TH 

1.21 

3.30 

25TH 

1.30 

3.13 

30TH 

1.23 

3.35 

30TH 

1,32 

3.19 

35TH 

1.25 

3.40 

35TH 

1.34 

3.24 

40TH 

1.28 

3.46 

40TH 

1.36 

3.31 

45TH 

1.30 

3.51 

45TH 

1,38 

3.39 

5CTH 

1.33 

3.57 

50TH 

1.41 

3.47 

557H 

1.37 

3.63 

55TH 

1.43 

3.56 

60TH 

1.40 

3.70 

60TH 

1.46 

3.64 

65TH 

1.43 

3,77 

65TH 

1.48 

3.73 

70TH 

1,47 

3.85 

70TH 

1.52 

3.81 

75TH 

1.50 

3.94 

75TH 

1.55 

3.90 

80TH 

1,53 

4.04 

80TH 

1.59 

4. CO 

85TH 

1.58 

4,16 

85TH 

1.64 

4.12 

90TH 

1.62 

4.32 

90TH 

1.7G 

4.28 

95TH 

1.68 

4.54 

95TH 

1.79 

4.36 

97TH 

1.72 

4.67 

97TH 

1.84 

4.42 

98TH 

1.74 

4.75 

93TH 

1.67 

4.51 

99TH 

1.78 

4. 86 

99TH 

1.91 
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(H33)  NOSE  PROTRUSION 


FEMALE 


CENTIMETERS  INCHES 


1.82 

MEAN  VALUE 

.72 

.00 

SE (MEAN) 

.00 

.23 

STD  DEVIATION 

.09 

.00 

SE ( STD  DEV) 

.00 

2.50 

MAXIMUM 

.98 

X.10 

MINIMUM 

.43 

SYMMETRY- 

— VETA  I  * 

.08 

KUR.OSIS- 

— VETA  II  = 

2.76 

COEF.  OF 

VARIATION  = 

12.5% 

NUMBER  OF 

SUBJECTS  * 

2209 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

1.33 

1ST 

.52 

1.37 

2ND 

.54 

1.41 

3RD 

.55 

1.45 

5TH 

.57 

1.53 

10TH 

.60 

1.58 

15TH 

.62 

1.62 

20TH 

.64 

1.66 

25TH 

.65 

1.69 

30TH 

.67 

1.73 

35TH 

.68 

1.76 

40TH 

.69 

1.79 

45TH 

.70 

1.82 

50TH 

.71 

1.84 

35TH 

.73 

1.87 

60TH 

.74 

1,91 

65TH 

.75 

1.94 

70TH 

.76 

1.97 

75TH 

.78 

2.01 

80TH 

.79 

2.06 

85TH 

,81 

2.12 

90TH 

.83 

2.20 

95TH 

.87 

2.26 

97TH 

.89 

2.30 

98TH 

.90 

2.36 

99TH 

.93 

MALE 


CENTIMETERS  INCHES 


1.88 

MEAN  VALUE 

.74 

.01 

SE ( MEAN ) 

.00 

.25 

STD  DEVIATION 

.10 

.00 

SE (STD  DEV) 

.00 

2.90 

MAXIMUM 

1.14 

1.10 

MINIMUM 

.43 

SYMMETRY- 

—VETA  I  = 

.02 

KURTOSIS- 

— VETA  II  = 

2.89 

COEF .  OF 

VARIATION  = 

13.1% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

1.34 

1ST 

.53 

1.38 

2ND 

.54 

1.42 

3RD 

.56 

1.47 

5TH 

.58 

1.55 

10TH 

.61 

1.62 

15TH 

.64 

1.67 

20TH 

.66 

1.71 

25TH 

.67 

1.75 

30TH 

.69 

1.78 

35TH 

.70 

1.82 

40TH 

.72 

1.85 

45TH 

.73 

1.88 

50TH 

.74 

1.91 

55TH 

.75 

1.95 

60TH 

,77 

1.98 

65TH 

,78 

2.01 

70TH 

.79 

2.05 

75TH 

.81 

2.09 

80TH 

.82 

2,13 

85TH 

.84 

2.19 

90TH 

.86 

2.27 

95TH 

.90 

2.33 

97TH 

.92 

2.37 

98TH 

.93 

2.44 

99TH 

.96 
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( H34 )  PRONASALE-BACK  OF  HEAD 


FEMALE 


CENTIMETERS  INCHES 


20.97 

MEAN  VALUE 

8.26 

.02 

SE (MEAN) 

.01 

.75 

STD  DEVIATION 

.29 

.01 

SE ( STD  DEV) 

.00 

23.50 

MAXIMUM 

9.25 

17.80 

MINIMUM 

7.01 

MALE 


CENTIMETERS  INCHES 


21.92 

MEAN  VALUE 

8.63 

.02 

SE (MEAN ) 

.01 

.80 

STD  DEVIATION 

.32 

.01 

SE ( STD  DEV) 

.01 

24.70 

MAXIMUM 

9.72 

18.80 

MINIMUM 

7.40 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  11  » 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

-.09 

3.32 

3.6% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

19.17 

1ST 

7.55 

19.41 

2ND 

7.64 

19.55 

3RD 

7.70 

19.74 

5TH 

7.77 

20.03 

10TH 

7.88 

20.21 

15TH 

7.96 

20.36 

20TH 

8.02 

20.49 

25TH 

8.07 

20.60 

30TH 

8.11 

20.70 

35TH 

8.15 

20.80 

40TH 

8.19 

20.89 

45TH 

8.22 

20.98 

50TH 

8.26 

21.07 

55TH 

8.30 

21.16 

60TH 

8.33 

21.26 

65TH 

8.37 

21.36 

70TH 

3.41 

21.47 

75TH 

8.45 

21.60 

80TH 

8,50 

21.74 

85TH 

8.56 

21.93 

90TH 

8.63 

22.20 

95TH 

8.74 

22,39 

97TH 

8.81 

22.53 

98TH 

8.87 

22.75 

99TH 

8.96 

SYMMETRY- 

—VETA  I  - 

-.08 

KURTOSIS- 

— VETA  II  = 

3.39 

COEF.  OF 

VARIATION  = 

3.7% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

19.97 

1ST 

7.86 

20.19 

2ND 

7.95 

20.33 

3RD 

8.01 

20.54 

5TH 

8.09 

20.87 

10TH 

8.22 

21.10 

15TH 

8.31 

21.27 

20TH 

8.37 

21.42 

25TH 

8.43 

21.54 

30TH 

8.48 

21.66 

35TH 

8.53 

21.76 

40TH 

8.57 

21.86 

45TH 

8.61 

21.96 

50TH 

8.65 

22.05 

55TH 

8.68 

22.15 

60TH 

8.72 

22.24 

65TH 

8.76 

22.34 

70TH 

8.80 

22.45 

75TH 

8.84 

22.56 

80TH 

8.88 

22.70 

85TH 

8.94 

22.89 

90TH 

9.01 

23.19 

95TH 

9.13 

23.41 

97TH 

9.22 

23.60 

98TH 

9.29 

23.93 

99TH 

9.42 
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(H35)  PRONAS ALE-TOP  OF  HEAD 


FEMALE 


CENTIMETERS 

INCHES 

14.16 

MEAN  VALUE 

5.58 

.02 

SE (MEAN) 

.01 

.79 

STD  DEVIATION 

,31 

.01 

SE ( STD  DEV) 

.00 

16.80 

MAXIMUM 

6.61 

11.30 

MINIMUM 

4.45 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.00 

3.11 

5.6% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

12.30 

1ST 

4.84 

12.51 

2ND 

4.93 

12.65 

3RD 

4.98 

12.84 

5TH 

5.06 

13.14 

10TH 

5.17 

13.34 

15TH 

5.25 

13.50 

20TH 

5.31 

13.63 

25TH 

5.37 

13.75 

30TH 

5.42 

13.87 

35TH 

5.46 

13.97 

40TH 

5.50 

14.07 

45TH 

5.54 

14.17 

50TH 

5.58 

14.27 

55TH 

5.62 

14.37 

60TH 

5.66 

14.47 

65TH 

5,70 

14.58 

70TH 

5.74 

14.69 

75TH 

5.78 

14.82 

80TH 

5.84 

14.97 

85TH 

5.89 

15.17 

90TH 

5.97 

15.47 

95TH 

6.09 

15.67 

97TH 

6.17 

15.83 

98TH 

6.23 

16.09 

99TH 

6.34 

MALE 


CENTIMETERS 

INCHES 

15.19 

MEAN  VALUE 

5.98 

.02 

SE (MEAN) 

.01 

.84 

STD  DEVIATION 

.33 

.01 

SE ( STD  DEV) 

.01 

18.30 

MAXIMUM 

7.20 

12.10 

MINIMUM 

4.76 

SYMMETRY- 

—VETA  I  = 

.04 

KURTOSIS- 

—VETA  II  = 

3.01 

COEF.  OF 

VARIATION  = 

5.5% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

13.33 

1ST 

5.25 

13.50 

2ND 

5.32 

13.63 

3RD 

5.37 

13.81 

5TH 

5.44 

14.11 

10TH 

5.55 

14.31 

15TH 

5,63 

14.48 

20TH 

5.70 

14.62 

25TH 

5.76 

14.75 

30TH 

5.81 

14.87 

35TH 

5.85 

14.98 

40TH 

5.90 

15.09 

45TH 

5.94 

15.20 

50TH 

5.98 

15,30 

55TH 

6.02 

15,41 

60TH 

6.07 

15.52 

65TH 

6.11 

15.63 

70TH 

6.15 

15.76 

75TH 

6.20 

15.89 

80TH 

6.26 

16.06 

85TH 

6.32 

16.26 

90TH 

6.40 

16.58 

95TH 

6.53 

16.80 

97TH 

6.62 

16.97 

98TH 

6.68 

17.26 

99TH 

6.79 
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(H36)  SELLION-BACK  OF  HEAD 


FEMALE 


CENTIMETERS  INCHES 


18.90 

MEAN  VALUE 

7.44 

.01 

SE (MEAN) 

.01 

.66 

STD  DEVIATION 

.26 

.01 

SE ( STD  DEV) 

.00 

21  „  00 

MAXIMUM 

8.27 

15.80 

MINIMUM 

6.22 

SYMMETRY - VET  A  I  = 

KURTQSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

-.10 

3.28 

3.5% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

17.35 

1ST 

6.83 

17.53 

2ND 

6.90 

17.64 

3RD 

6.95 

17.80 

5TH 

7.01 

18.05 

10TH 

7.11 

18.21 

15TH 

7.17 

18.35 

20TH 

7.22 

18.46 

25TH 

7.27 

18.56 

30TH 

7.31 

18.65 

35TH 

7.34 

18.74 

40TH 

7.38 

18.82 

45TH 

7.41 

18.90 

50TH 

7.44 

18.99 

55TH 

7.47 

19.07 

60TH 

7.51 

19.15 

65TH 

7.54 

19.24 

70TH 

7.58 

19.34 

75TH 

7.61 

19.45 

BOTH 

7.66 

19.57 

85TH 

7.70 

19.73 

90TH 

7.77 

19.97 

95TH 

7.86 

20.13 

97TH 

7.92 

20.25 

98TH 

7.97 

20.45 

99TH 

8.05 

MALE 


CENTIMETERS  INCHES 


19.70 

MEAN  VALUE 

7.76 

.02 

SE  ( MEAN ) 

.01 

.71 

STD  DEVIATION 

.28 

.01 

SE ( STD  DEV) 

.00 

22.10 

MAXIMUM 

8.70 

17.40 

MINIMUM 

6.85 

SYMMETRY- 

—VETA  I  = 

-.05 

KURTOSIS- 

— VETA  II  =■ 

3.17 

COEF.  OF 

VARIATION  =* 

3.6% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

17.97 

1ST 

7.08 

18.19 

2ND 

7.16 

18.32 

3RD 

7.21 

18.51 

5TH 

7.29 

18.79 

10TH 

7.40 

18.98 

15TH 

7.47 

19.12 

20TH 

7.53 

19.25 

25TH 

7.58 

19.35 

30TH 

7.62 

19.45 

35TH 

7.66 

19.55 

40TH 

7.69 

19.63 

45TH 

7.73 

19.72 

50TH 

7.76 

19.81 

55TH 

7.80 

19.89 

60TH 

7.83 

19.98 

65TH 

7.87 

20.07 

70TH 

7.90 

20.17 

75TH 

7.94 

20.29 

80TH 

7.99 

20.42 

65TH 

8.04 

20.59 

90TH 

8.11 

20.85 

95TH 

8.21 

21.04 

97TH 

8.28 

21,18 

98TH 

8.34 

21.42 

99TH 

8.43 
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(H37 )  SELLION-TOP  OF  HEAD 


FEMAjuE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

10.53 

MEAN  VALUE 

4.15 

11.20 

MEAN  VALUE 

4.41 

.01 

SE(MEAN) 

.01 

.02 

SE (MEAN) 

.01 

.66 

STD  DEVIATION 

.26 

.69 

STD  DEVIATION 

.27 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

13.30 

MAXIMUM 

5.24 

13.70 

MAXIMUM 

5.39 

8.10 

MINIMUM 

3.19 

9  -  00 

MINIMUM 

3.54 

SYMMETRY - VETA  I  = 

KURTOS IS VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.19 

3.30 

6.3% 

2208 

SYMMETRY - VETA  I  = 

KURTOS  IS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.14 

3.09 

6.2% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

9.04 

1ST 

3.56 

9.66 

1ST 

3.80 

9.21 

2ND 

3.63 

9.84 

2ND 

3.87 

9.32 

3RD 

3.67 

9.95 

3RD 

3.92 

9.47 

5TH 

3.73 

10.10 

5TH 

3.98 

9.70 

10TH 

3.82 

10.  ’4 

10TH 

4.07 

9.86 

15TH 

3.88 

10.50 

15TH 

4.13 

9.98 

20TH 

3.93 

10.63 

20TH 

4.18 

10.09 

25TH 

3.97 

10.74 

25TH 

4.23 

10.18 

30TH 

4.01 

10.84 

30TH 

4.27 

10.27 

35TH 

4.04 

10.93 

35TH 

4.30 

10.35 

40TH 

4.08 

11.02 

40TH 

4,34 

10.43 

45TH 

4.11 

11.10 

45TH 

4.37 

10.51 

50TH 

4.14 

11.19 

50TH 

4.40 

10.59 

55TH 

4.17 

11.27 

55TH 

4.44 

10.68 

60TH 

4.20 

11.36 

60TH 

4.47 

10.76 

65TH 

4.24 

11.45 

65TH 

4.51 

10.85 

70TH 

4.27 

11.55 

70TH 

4.55 

10.95 

75TH 

4.31 

11.65 

75TH 

4.59 

11.07 

80TH 

4.36 

11.77 

80TH 

4.63 

11.20 

85TH 

4.41 

11.91 

85TH 

4.69 

11.38 

90TH 

4.48 

12.09 

90TH 

4.76 

11.65 

95TH 

4.59 

12.37 

95TH 

4.87 

11.84 

97TH 

4.66 

12.56 

97TH 

4.95 

11.  f  8 

98TH 

4.72 

12.71 

98TH 

5.00 

12.22 

99TH 

4.81 

12.94 

99TH 

5.10 
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(H38)  STOMI ON-BACK  OF  HEAD 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

19.31 

MEAN  VALUE 

7.60 

19.94 

MEAN  VALUE 

7.85 

.02 

SE (MEAN) 

.01 

.02 

SE(MEAN) 

.01 

.99 

STD  DEVIATION 

.39 

.96 

STD  DEVIATION 

.38 

.01 

SE ( STD  DEV) 

.01 

.02 

SE ( STD  DEV) 

.01 

22.30 

MAXIMUM 

8.78 

23.30 

MAXIMUM 

9.17 

16.20 

MINIMUM 

6.38 

16.40 

MINIMUM 

6.46 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.09 

2.72 

5.2% 

2208 

SYMMETRY - VETA  I  = 

KURTOSIS - VETA  II  = 

COEF.  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

.08 

3.10 

4.8% 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

17.14 

1ST 

6.75 

17.77 

1ST 

7 . 110 

17.39 

2ND 

6.85 

18.02 

2ND 

7.09 

17,54 

3RD 

6.91 

18.18 

3RD 

7.16 

17.74 

5TI1 

6.99 

18.39 

5TH 

7.24 

18.06 

10TH 

7.11 

18.72 

10TH 

7.37 

18.27 

15TH 

7.19 

18.95 

15TH 

7.46 

18.45 

20TH 

7.26 

19.13 

20TH 

7.53 

18.60 

25TH 

7.32 

19.29 

25TH 

7.59 

18.75 

30TII 

7.38 

19.43 

30TH 

7.65 

18.88 

35TH 

7.43 

19.56 

35TH 

7.70 

19.01 

40TH 

7.49 

19.69 

40TH 

7.75 

19.14 

45TH 

7.54 

19.81 

45TH 

7.80 

19.28 

50TH 

7.59 

19.93 

50TH 

7.85 

19.41 

55TH 

7,64 

20.05 

55TH 

7.8$ 

19.54 

60TH 

7.69 

20.17 

60Ti£ 

7.94 

19.69 

65TH 

7.75 

20.30 

65TH 

7.99 

19.84 

70TH 

7.81 

20.44 

70TH 

8.05 

20.00 

75TH 

7.88 

20.58 

75TH 

8.10 

20.19 

80TH 

7.95 

20.75 

80TH 

8.17 

20.40 

85TH 

8.03 

20.94 

85TH 

8.24 

20.66 

90TH 

8.14 

21.19 

90TH 

8.34 

21.03 

95TH 

8.28 

21.55 

95TH 

8.48 

21.24 

97TH 

8.36 

21.79 

97TH 

8.58 

21.38 

98TH 

8.42 

21.96 

9  BTH 

8.65 

21.56 

99TH 

8.49 

22.23 

99TH 

8.75 
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{H39 )  STOMION-TOP  OF  HEAD 


FEMALE 


CENTIMETERS  INCHES 


17.51 

MEAN  VALUE 

6.89 

.02 

SE (MEAN) 

.01 

.77 

STD  DEVIATION 

.30 

.01 

SE ( STD  DEV) 

.00 

20.00 

MAXIMUM 

7.87 

14.70 

MINIMUM 

5.79 

MALE 

CENTIMETERS  INCHES 

18.63  MEAN  VALUE  7.33 
.02  SE(MEAN)  .01 

.78  STD  DEVIATION  .31 
.01  SE(STD  DEV)  .01 
21.20  MAXIMUM  8.35 

16.10  MINIMUM  6.34 


SYMMETRY- 

— VETA  I  = 

.03 

SYMMETRY- 

— VETA  I  = 

.15 

KURTOSIS- 

— VETA  II  = 

3.10 

KURTOSIS- 

— VETA  II  - 

2.99 

COEF.  OF 

VARIATION  * 

4.4% 

COEF.  OF 

VARIATION  = 

4.2% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMLER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

T»ir*Tn?n 

XIlLlihiJ 

15.66 

1ST 

6.17 

16.94 

1ST 

6.67 

15.91 

2ND 

6.27 

17.12 

2ND 

6.74 

16.07 

3RD 

6.32 

17.23 

3RD 

6.78 

16.26 

5TH 

6.40 

17.39 

5TH 

6.85 

16.55 

10TH 

6.51 

17.65 

10TH 

6.95 

16.73 

15TH 

6.59 

17.83 

15TH 

7.02 

16.88 

20TH 

6.64 

17.97 

20TH 

7.07 

17.00 

25TH 

6.69 

18.09 

25TH 

7.12 

17.11 

30TH 

6.74 

18.21 

30TH 

7.17 

17.21 

35TH 

6.78 

18.31 

35TH 

7.21 

17.31 

40TH 

6.81 

18.41 

40TH 

7.25 

17.40 

45TH 

6.85 

18.51 

45TH 

7.29 

17.50 

50TH 

6.89 

18.61 

50TH 

7.33 

17.59 

55TH 

6.93 

18.70 

55TH 

7.36 

17.69 

60TH 

6.96 

18.80 

GOTH 

7.40 

17.79 

65TH 

7.00 

18.91 

65TH 

7.44 

17.90 

70TH 

7.05 

19.02 

70TH 

7.49 

18.02 

75TH 

7.09 

19.14 

75TH 

7.53 

18.15 

80TH 

7.15 

19.27 

80TH 

7.59 

18.30 

85TH 

7.21 

19.43 

85TH 

7 . 65 

18.50 

90TH 

7.29 

19.63 

90TH 

7.73 

18.80 

95TH 

7.40 

19.94 

95TH 

7.85 

19.00 

97TH 

7.48 

20.15 

97TH 

7.93 

19.14 

98TH 

7.54 

20.30 

98TH 

7.99 

19.37 

99TH 

7.62 

20.55 

99TH 

8.09 
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(H4G)  S  UBNAS AL K  - BACK  OF  HEAD 


FEMALE  MALE 


CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

19.57 

MEAN  VAXiUE 

7.70 

20.35 

MEAN  VALUE 

8.01 

.02 

SE (MEAN ) 

.01 

.02 

SE (MEAN) 

.01 

.80 

STD  DEVIATION 

.31 

.83 

STD  DEVIATION 

.33 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.01 

22.00 

MAXIMUM 

8.66 

23.10 

MAXIMUM 

9.09 

16.40 

MINIMUM 

6.46 

17.40 

MINIMUM 

6.85 

SYMMETRY- 

— VET  A  I  = 

-.04 

SYMMETRY- 

— VETA  I  « 

-.09 

KURTOSIS- 

--•VET A  II  = 

3.17 

KURTOSIS- 

— VETA  II  = 

3.31 

COEF.  OF 

VARIATION  * 

4.1% 

COEF.  OF 

VARIATION  - 

4.1% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

INCHES 

17.70 

1ST 

6.97 

18.35 

1ST 

7.22 

17.93 

2ND 

7.06 

18.58 

2ND 

7.31 

18.08 

3RD 

7 , 12 

18.73 

3RD 

7.38 

18.27 

5TH 

7.19 

18.95 

5TH 

7.46 

18.56 

10TH 

7.31 

19,28 

10TH 

7.59 

18.75 

15TH 

7.38 

19.51 

15TH 

7.68 

18,90 

20TH 

7.44 

19.68 

20TH 

7.75 

19.03 

25TH 

7.49 

19.83 

25TH 

7.81 

19.15 

30TH 

7.54 

19.95 

30TH 

7.86 

19.26 

3STH 

7.58 

20.07 

35TH 

7.90 

19.36 

40TH 

7.62 

20.18 

40TH 

7.94 

19.46 

45TH 

7.66 

20.28 

45TH 

7.99 

19.56 

50TH 

7.70 

20.38 

50TH 

8.03 

19.66 

55TH 

7.74 

20.48 

55TH 

8.06 

19.77 

60TH 

7.78 

20.58 

60TH 

8.10 

19.87 

65TH 

7.82 

20.68 

65TH 

8.14 

19.98 

70TH 

7.87 

20.79 

70TH 

8.18 

20.10 

75TH 

7.92 

20.90 

75TH 

8.23 

20.24 

80TH 

7.97 

21.03 

BOTH 

8.28 

20.40 

85TH 

8.03 

21.17 

85TH 

8.34 

20.60 

90TH 

8.11 

21.36 

90TH 

8.41 

20.90 

95TH 

8.23 

21.66 

95TH 

8.53 

21.09 

97TH 

8.30 

21.87 

97TH 

8.61 

21,23 

98TH 

8.36 

22.04 

98TH 

8.68 

21.44 

99TH 

8.44 

22.32 

99TH 

8.79 

303 


(H41)  SUBNASALE-SELLION  LENGTH 


FEMALE 


MALE 


CENTIMETERS  INCHES 


CENTIMETERS 


INCHES 


4.82 

MEAN  VALUE 

1.90 

5 « 05 

MEAN  VALUE 

1.99 

.01 

SE (MEAN) 

.00 

.01 

SE (MEAN) 

.00 

.36 

STD  DEVIATION 

.14 

.37 

STD  DEVIATION 

.15 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

6.50 

MAXIMUM 

2.56 

6.20 

MAXIMUM 

2.44 

3.40 

MINIMUM 

1.34 

3.70 

MINIMUM 

1.46 

SYMMETRY- 

— VETA  I  = 

.19 

SYMMETRY- 

— VETA  I  =* 

.00 

KURTOSIS- 

— VETA  II  = 

3.24 

KURTOSIS- 

— VETA  II  = 

2.90 

COEF.  OF 

VARIATION  = 

7.6% 

COEF.  OF 

VARIATION  - 

7.4% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

CENTIMETERS 

3.99 

1ST 

1.57 

4.17 

1ST 

1.64 

4.09 

2ND 

1.61 

4.28 

2ND 

1.69 

4.16 

3RD 

1.64 

4.35 

3RD 

1.71 

4.24 

5TH 

1.67 

4.44 

5TH 

1.75 

4.36 

10TH 

1.72 

4.57 

10TH 

1.80 

4.44 

15TH 

1.75 

4.66 

15TH 

1.84 

4.51 

20TH 

1.78 

4.73 

20TH 

1.86 

4.57 

25TH 

1.80 

4.80 

25TH 

1.89 

4.62 

30TH 

1.82 

4.85 

30TH 

1.91 

4.67 

35TH 

1.84 

4.90 

35TH 

1.93 

4.71 

401’H 

1.86 

4.95 

40TH 

1.95 

4.76 

45TH 

1.87 

5.00 

45TH 

1.97 

4.80 

50TH 

1.89 

5.05 

50TH 

1.99 

4.85 

55TH 

1.91 

5.10 

55TH 

2.01 

4.89 

60TH 

1.93 

5.14 

60TH 

2.03 

4.94 

65TH 

1.95 

5.19 

65TH 

2.05 

5.00 

70TH 

1.97 

5.25 

70TH 

2.07 

5.05 

75TH 

1.99 

5.30 

75TH 

+>  A  A 

5.12 

80TH 

2.02 

5.37 

80TH 

2.11 

5.20 

85TH 

2.05 

5.44 

85TH 

2.14 

5.30 

90TH 

2.09 

5.54 

90TH 

2.18 

5.45 

95TH 

2.15 

5.68 

95TH 

2.23 

5.55 

97TH 

2.19 

5.77 

97TH 

2.27 

5.63 

98TH 

2.22 

5.83 

98TH 

2.30 

5.75 

99TH 

2.26 

5.93 

99TH 

2.34 
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(H42 )  SUBNAS ALE-TOP  OF  HEAD 


FEMALE 


CENTIMETERS  INCHES 


15.28 

MEAN  VALUE 

6.02 

.02 

SE (MEAN) 

.01 

.74 

STD  DEVIATION 

.29 

.01 

SE ( STD  DEV) 

.00 

17.90 

MAXIMUM 

7.05 

12.80 

MINIMUM 

5.04 

SYMMETRY- 

— VETA  I  = 

-.06 

KURTOSIS- 

— VETA  II  = 

3.14 

COEF.  OF 

VARIATION  = 

4.9% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE  PERCENTILES 


rr\T(tiTUtimi?ni? 
jl  iiw  j.  una 

Tvmrrnn 

13.50 

1ST 

5.31 

13.71 

2ND 

5.40 

13.85 

3RD 

5.45 

14.04 

5TH 

5.53 

14.32 

10TH 

5.64 

14.51 

15TH 

5.71 

14.66 

20TH 

5.77 

14.79 

25TH 

5.82 

14,90 

30TH 

5.87 

15.00 

35TH 

5.91 

15.10 

40TH 

5.95 

15.20 

45TH 

5.98 

15.29 

50TH 

6.02 

15. 3Q 

55TH 

6.05 

15.47 

60TH 

6.09 

15.57 

65TH 

6.13 

15.67 

70TH 

6.17 

15.78 

75TH 

6.21 

15.90 

80TH 

6 .26 

16.04 

85TH 

6.31 

16.22 

90TH 

6.39 

16.49 

95TH 

6.49 

16.68 

97TH 

6.57 

16.82 

98TH 

6.62 

17 , 05 

99TH 

6.71 

MALE 


CENTIMETERS  INCHES 


16.19 

MEAN  VALUE 

6.37 

.02 

SE (MEAN) 

.01 

.77 

STD  DEVIATION 

.30 

.01 

SE ( STD  DEV) 

.01 

18.90 

MAXIMUM 

7.44 

13.70 

MINIMUM 

5.39 

SYMMETRY- 

— VETA  I  = 

.05 

KURTOSIS- 

— VETA  II  = 

3.01 

COEF.  OF 

VARIATION  = 

4.8% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

i.  xrxu  xuiw 

rwnticio 

14.45 

1ST 

5.69 

14.64 

2ND 

5.76 

14.77 

3RD 

5.81 

14.94 

5TH 

5.88 

15.21 

.lOTH 

5.99 

15.40 

15TH 

6.06 

15.54 

20TH 

6.12 

15.67 

25TH 

6.17 

15.78 

30TH 

6.21 

15.89 

35TH 

6 . 25 

15.99 

40TH 

6.29 

16.08 

45TH 

6.33 

16.18 

50TH 

6.37 

16.28 

55TH 

6.41 

16.38 

60TH 

6.45 

16.48 

65TH 

6.49 

16.58 

70TH 

6.53 

i  a 

4.V  •  #  V 

n  c  mT  t 

uii  i 

6.57 

16.83 

80TH 

6.63 

16,98 

85TH 

6.69 

17.18 

90TH 

6.76 

17.47 

95TH 

6.88 

17.66 

97TH 

6.95 

17.80 

98TH 

7.01 

18.02 

99TH 

7.10 
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(H43 )  TRAGI ON-BACK  OF  HEAD 


FEMALE 


CENTIMETERS  INCHES 


9.74  MEAN  VALUE  3.83 

•01  SE(MEAN)  .00 

.55  STD  DEVIATION  .22 
.01  SE(STD  DEV)  .00 
11.70  MAXIMUM  4.61 

8.00  MINIMUM  3.15 


SYMMETRY - VETA  I  =  ,07 

KURTOSIS - VETA  II  =  3.11 

COEF.  OF  VARIATION  =•-  5.6% 

NUMBER  OF  SUBJECTS  =  2208 


MALE 


CENTIMETERS 

INCHES 

9.89 

MEAN  VALUE 

3.90 

.01 

SE ( MEAN ) 

.01 

.58 

STD  DEVIATION 

.23 

.01 

SE ( STD  DEV) 

.00 

12.00 

MAXIMUM 

4.72 

8.00 

MINIMUM 

3.15 

SYMMETRY - VETA  I  -  .04 

KURTOSIS - VETA  II  =  3.09 

COEF.  OF  VARIATION  -  5.9% 

NUMBER  OF  SUBJECTS  =  1774 


THE  PERCENTILES 


THE  PERCENTILES 


CENTIMETERS 


8.48 

8.62 

8.72 

8.84 

9.04 

9.17 

9.28 

9.37 

9.45 

9.53 

9.60 

9.67 

9.74 

9.81 

9.83 

9.95 

10.02 

10.11 

10.20 

10.31 

10.44 

10.64 

10.77 

10.86 

11.01 


1ST 

2ND 

3RD 

5TH 

10TH 

15TH 

20TH 

25TH 

30TH 

35TH 

40TH 

45TH 

50TH 

55TH 

60TH 

65TH 

70TII 

75TH 

80TH 

85TH 

90TH 

95TH 

97TH 

98TH 

99TH 


INCHES 

3.34 

3.40 

3.43 

3.48 

3.56 

3.61 

3.65 

3.69 

3.72 

3.75 

3.78 

3.81 

3.83 

3.86 

3.89 

3.92 

3.95 

3.98 

4.02 

4.06 

4.11 

4.19 

4.24 

4.28 

4.34 


CENTIMETERS 


8.54 

8.70 

8.80 

8.94 

9.15 

9.29 

9.40 

9.50 

9.59 

9.67 

9.75 

9.82 

9.89 

9.97 

10.04 

10.12 

10.20 

10.28 

10.38 

10.50 

10.64 

10.85 

10.99 

11.10 

11.26 


1ST 

2ND 

3RD 

5TH 

10TH 

15TH 

20TH 

25TH 

30TH 

35TH 

40TH 

45TH 

50TH 

55TH 

60TH 

65TH 

70TH 

75TH 

80TH 

85TH 

90TH 

95TH 

97TH 

98TH 

99TH 


INCHES 

3.36 

3.43 

3.46 

3.52 

3.60 

3.66 

3.70 

3.74 

3.78 

3.81 

3.84 

3.87 

3.89 

3.92 

3.95 

3.98 

4.01 

4.05 

4.09 

4.13 

4.19 

4.27 

4.33 

4.37 

4.43 
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( H44 )  TRAGION-TOP  OF  HEAD 


FEMALE 

CENTIMETERS 

INCHES 

MALE 

CENTIMETERS 

INCHES 

12.35 

MEAN  VALUE 

4.86 

13.10 

MEAN  VALUE 

5.16 

.01 

SE (MEAN) 

.00 

.01 

SE (MEAN) 

.01 

.55 

STD  DEVIATION 

.22 

.57 

STD  DEVIATION 

.22 

.01 

SE ( STD  DEV) 

.00 

.01 

SE ( STD  DEV) 

.00 

14.50 

MAXIMUM 

5.71 

15.10 

MAXIMUM 

5.94 

10.60 

MINIMUM 

4.17 

11.20 

MINIMUM 

4.41 

SYMMETRY- 

— VETA  I  = 

.05 

SYMMETRY- 

— VETA  I  = 

.03 

KURTOSIS- 

— VETA  II  = 

3.38 

KURTOSIS- 

—VETA  II  ® 

3.19 

COEF.  OF 

VARIATION  = 

4.5% 

COEF.  OF 

VARIATION  = 

4.3% 

NUMBER  OF 

SUBJECTS  = 

2208 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

INCHES 

THE 

PERCENTILES 

JlnCmjsS 

uri«Tj-.roJYJLl 

iRS 

10.99 

1ST 

4.33 

11.75 

1ST 

4.63 

11.17 

2ND 

4.40 

11.93 

2ND 

4.70 

11.27 

3RD 

4.44 

12.04 

3RD 

4.74 

11.42 

5TH 

4.50 

12.18 

5TH 

4.79 

11.65 

10TH 

4.53 

12.39 

10TH 

4.88 

11.79 

15TH 

4.64 

12.52 

15TH 

4.93 

11.90 

20TH 

4.69 

12.63 

20TH 

4.97 

12.00 

25TH 

4.72 

12.72 

2  5TH 

5.01 

12.08 

30TH 

4.76 

12.81 

30TH 

5.04 

12.16 

35TH 

4.79 

12.88 

35TH 

5.07 

12.23 

40TH 

4.81 

12.95 

40TH 

5.10 

12.30 

45TH 

4.84 

13.02 

45TH 

5.13 

12.36 

50TH 

4.87 

13.09 

50TH 

5.15 

12.43 

55TH 

4.89 

13.16 

55TH 

5.18 

12.49 

60TH 

4.92 

13.23 

60TH 

5.21 

12.56 

65TH 

4.94 

13.31 

65TH 

5.24 

12.63 

70TH 

4.97 

13,38 

70TH 

5.27 

12.71 

75TH 

5.00 

13.47 

75TH 

5.30 

12.79 

80TH 

5.04 

13.56 

BOTH 

5.34 

12.90 

85TH 

5.08 

13.68 

85TH 

5,38 

13.03 

90TH 

5.13 

13.82 

90TH 

5.44 

13.25 

95TH 

5.22 

14.04 

95TH 

5.53 

13.40 

97TK 

5.28 

14.18 

97TH 

5.58 

13.53 

98TH 

5.33 

14.29 

98TH 

5.62 

13.74 

99TH 

5.41 

14.46 

99TH 

5.69 
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(H45)  ZYGION-BACK  OF  HEAD 


FEMALE 


CENTIMETERS  INCHES 


12.85 

MEAN  VALUE 

5.06 

.02 

SE(MEAN) 

.01 

.76 

STD  DEVIATION 

.30 

.01 

SE (STD  DEV) 

.00 

16.00 

MAXIMUM 

6.30 

10.40 

MINIMUM 

4.09 

SYMMETRY- 
KURTOStS- 
COEF.  OF 
NUMBER  OF 

— VETA  I 
—VETA  II 
VARIATION 
SUBJECTS 

— 

.17 

3.21 

5.9% 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

11.16 

1ST 

4.39 

11.34 

2ND 

4.46 

11.46 

3RD 

4.51 

11.62 

5TH 

4.58 

11.88 

10TH 

4.68 

12.06 

15TH 

4.75 

12.20 

20TH 

4.80 

12.33 

25TH 

4.85 

12.44 

30TH 

4.9U 

12.54 

35TH 

4.94 

12.64 

40TH 

4.98 

12.74 

45TH 

5.01 

12.83 

50TH 

5.05 

12.93 

55TH 

5.09 

13.03 

60TH 

5.13 

13.13 

65TH 

5.17 

13.23 

70TH 

5.21 

13.35 

75TH 

5.26 

13.48 

80TH 

5.31 

13.63 

85TH 

5.37 

13.82 

90TH 

5.44 

14.11 

95TH 

5.56 

14.30 

97TH 

5.63 

14.45 

98TH 

5.69 

14.68 

99TH 

5.78 

MALE 


CENTIMETERS  INCHES 


13.26 

MEAN  VALUE 

5.22 

.01 

SE(MEAN) 

.01 

.63 

STD  DEVIATION 

.25 

.01 

SE ( STD  DEV) 

.00 

15.70 

MAXIMUM 

6.18 

11.00 

MINIMUM 

4.33 

SYMMETRY- 

— VETA  I  = 

.07 

KURTOSIS- 

— VETA  II  = 

3.25 

COEF.  OF 

VARIATION  = 

4.7% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

11.80 

1ST 

4.65 

11.98 

2ND 

4.72 

12.09 

3RD 

4.76 

12.24 

5TH 

4.82 

12.47 

10TH 

4.91 

12.62 

15TH 

4.97 

12.74 

20TH 

5.02 

12.85 

25TH 

5.06 

12.94 

30TH 

5.09 

13.02 

35TH 

5.13 

13.10 

40TH 

5.16 

13.18 

45TH 

5.19 

13.26 

50TH 

5.22 

13.33 

55TH 

5.25 

13.41 

60TH 

5.28 

13.49 

65TH 

5.31 

13.57 

70TH 

5.34 

13.67 

75TH 

5.38 

13.77 

80TH 

5.42 

13.89 

85TH 

5.47 

14.05 

90TH 

5.53 

14.29 

95TH 

5.63 

14.46 

97TH 

5.69 

14.59 

98TH 

5.74 

14.81 

99TH 

5.83 
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(H46 )  ZYGION-TOP  OF  HEAD 


FEMALE 


CENTIMETERS  INCHES 


12.63 

MEAN  VALUE 

4.97 

.01 

SE (MEAN) 

.00 

.53 

STD  DEVIATION 

.21 

.01 

SE ( STD  DEV) 

.00 

14.90 

MAXIMUM 

5.87 

10.90 

MINIMUM 

4.29 

SYMMETRY- 

— VETA  I  = 

.18 

KURTOSIS- 

— VETA  II  = 

3.40 

COEF.  OF 

VARIATION  = 

4.2% 

NUMBER  OF 

SUBJECTS  = 

2208 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

11.40 

1ST 

4.49 

11.57 

2ND 

4.55 

11.66 

3RD 

4.59 

11.79 

5TH 

4.64 

11.98 

10TH 

4.72 

12.11 

15TH 

4.77 

12.20 

20TH 

4.80 

12.29 

25TH 

4.84 

12.36 

30TH 

4.87 

12.43 

35TH 

4.89 

12.49 

40TH 

4.92 

12.56 

45TH 

4.94 

12.62 

50TH 

4.97 

12.68 

55TH 

4.99 

12.75 

60TH 

5.02 

12.82 

65TK 

5.05 

12.89 

70TH 

5.07 

12.97 

75TH 

5.11 

13.06 

80TH 

5.14 

13.17 

85TH 

5.18 

13.31 

90TH 

5.24 

13.52 

95TH 

5.32 

13.67 

97TH 

5.38 

13.78 

98TH 

5.42 

13.95 

99TH 

5.49 

MALE 


CENTIMETERS  INCHES 


13.12 

MEAN  VALUE 

5.17 

.01 

SE ( MEAN ) 

.01 

.57 

STD  DEVIATION 

.23 

.01 

SE ( STD  DEV) 

.00 

15.10 

MAXIMUM 

5.94 

11.20 

MINIMUM 

4.41 

SYMMETRY- 

—VETA  I  = 

.11 

KURTOSIS- 

— VETA  II  = 

3.25 

COEF.  OF 

VARIATION  = 

4.4% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE  PERCENTILES 


CENTIMETERS 

INCHES 

11.80 

1ST 

4.65 

11.97 

2ND 

4.71 

12.07 

3RD 

4.75 

12.21 

5TH 

4.81 

12.41 

10TH 

4.89 

12.55 

15TH 

4.94 

12.65 

20TH 

4.98 

12.74 

25TH 

5.02 

12.83 

30TH 

5.05 

12.90 

35TH 

5.08 

12.97 

40TH 

5.11 

13.04 

45TH 

5.14 

13.11 

50TH 

5.16 

13.18 

55TH 

5,19 

13.25 

60TH 

5,22 

13.33 

65TH 

5.25 

13.41 

70TH 

5.28 

13.49 

75TH 

5.31 

13.59 

80TH 

5.35 

13.71 

85TH 

5.40 

13.86 

90TH 

5.46 

14.09 

95TH 

5.55 

14.25 

97TH 

5.61 

14.37 

98TH 

5.66 

14.57 

99TH 

5.74 
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(H47 )  Z Y GO FRONT ALE- BACK  OF  HEAD 


FEMALE 


CENTIMETERS 

INCHES 

16.22 

MEAN  VALUE 

6.38 

.01 

SE (MEAN) 

.01 

.64 

STD  DEVIATION 

.25 

.01 

SE(STD  DEV) 

.00 

18.40 

MAXIMUM 

7.24 

13.50 

MINIMUM 

5.31 

SYMMETRY- 

— VETA  I  = 

-.10 

KURTOSIS- 

— VETA  II  - 

3.12 

COEF.  OF 

VARIATION  = 

3.9% 

NUMBER  OF 

SUBJECTS  = 

2206 

THE 

PERCENTILES 

CENTIMETERS 

inches 

14.71 

1ST 

5.79 

14.90 

2ND 

5.86 

15.01 

3RD 

5.91 

15.16 

5TH 

5.97 

15.40 

10TH 

6.06 

15.55 

15TH 

6.12 

15.68 

20TH 

6.17 

15.79 

25TH 

6.22 

15.88 

30TH 

6.25 

15.97 

35TH 

6.29 

16.06 

40TH 

6.32 

16.14 

45TH 

6.35 

16.22 

50TH 

6.39 

16.30 

55TH 

6.42 

16.39 

60TH 

6.45 

16.47 

65TH 

6.48 

16.56 

70TH 

6.52 

16.66 

75TH 

6.56 

16.77 

80TH 

6.60 

16.89 

85TH 

6.65 

17.05 

90TH 

6.71 

17.27 

95TH 

6.80 

17.40 

97TH 

6.85 

17.50 

98TH 

6.89 

17.64 

99TH 

6.94 

MALE 


CENTIMETERS  INCHES 


17.12 

MEAN  VALUE 

6.74 

.02 

SE (MEAN) 

.01 

.64 

STD  DEVIATION 

.25 

.01 

SE ( STD  DEV) 

.00 

19.40 

MAXIMUM 

7.64 

14.80 

MINIMUM 

5.83 

SYMMETRY- 

— VETA  I  = 

.00 

KURTOSIS- 

— VETA  II  « 

3.14 

COEF.  OF 

VARIATION  = 

3.7% 

NUMBER  OF 

SUBJECTS  = 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

15.64 

1ST 

6 . 16 

15.80 

2ND 

6.22 

15.90 

3RD 

6.26 

16.05 

5TH 

6.32 

16.29 

10TH 

6.41 

16.46 

15TH 

6.48 

16.59 

20TH 

6.53 

16.70 

25TH 

6.58 

16.80 

30TH 

6.62 

16.89 

35TH 

6.65 

16.98 

40TH 

6.68 

17.06 

45TH 

6.72 

17.14 

50TH 

6.75 

17.22 

55TH 

6.78 

17.30 

60TH 

6.81 

17.38 

65TH 

6.84 

17.46 

70TH 

6.87 

17.55 

75TH 

6.91 

17.65 

80TH 

6.95 

17.76 

85TH 

6.99 

17.91 

90TH 

7.05 

18.14 

95TH 

7.14 

18.29 

97TH 

7.20 

18.41 

98TH 

7.25 

18.62 

99TH 

7.33 
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(H48 )  ZYGOFRONTALE-TOP  OF  HEAD 


FEMALE 


CENTIMETERS  INCHES 


9.83  MEAN  VALUE  3.8? 

.01  SE(MEAN)  .01 

.61  STD  DEVIATION  .24 
.01  SE ( STD  DEV)  .00 
12.40  MAXIMUM  4.88 

7.70  MINIMUM  3.03 


SYMMETRY - VETA  I  -  .02 

KURTOSIS - VETA  II  =  3.24 

COEF.  OF  VARIATION  =  6.2% 

NUMBER  OF  SUBJECTS  =  2208 


THE  PERCENTILES 


CENTIMETERS  INCHES 


8.35 

1ST 

3,29 

8.55 

2ND 

3.36 

8.67 

3RD 

3.41 

8.83 

5TH 

3.48 

9.07 

10TH 

3.57 

9.22 

15TH 

3.63 

9.34 

20TH 

3.68 

9.44 

25TH 

3.72 

9.53 

30TH 

3.75 

9.61 

35TH 

3.78 

9.69 

40TH 

3.81 

9.76 

45TH 

3,84 

9.84 

50TH 

3.87 

9.91 

55TH 

3.90 

9.99 

60TH 

3.93 

10.06 

65TH 

3.96 

10.14 

70TH 

3.99 

10.23 

75TH 

4.03 

10.34 

80TH 

4.07 

10.46 

85TH 

4.12 

10.61 

90TH 

4.18 

10.85 

95TH 

4.27 

11.01 

97TH 

4.33 

11.13 

98TH 

4.38 

11.33 

99TH 

4.46 

MALE 

CENTIMETERS  INCHES 

10,63  MEAN  VALUE  4.19 
.01  SE(MEAN)  .01 

.62  STD  DEVIATION  .24 
.01  SE ( STD  DEV)  .00 
12.90  MAXIMUM  5.08 

8.50  MINIMUM  3.35 


SYMMETRY — “VETA  I  = 

KURTOSIS - VETA  II  = 

COEF,  OF  VARIATION  = 
NUMBER  OF  SUBJECTS  = 

“.02 

3.15 

5.8% 

1774 

THE 

PERCENTILES 

CENTIMETERS 

INCHES 

9.15 

1ST 

3.60 

9.35 

2ND 

3.68 

9.47 

3RD 

3.73 

9,62 

5TH 

3.79 

9.85 

10TH 

3.88 

10.01 

15TH 

3.94 

10.12 

20TH 

3.99 

10.23 

25TH 

4.03 

10.32 

30TH 

4.06 

10.40 

35TH 

4.10 

10.48 

40TH 

4.13 

10.56 

45TH 

4.16 

10.64 

50TH 

4.19 

10.71 

55TK 

4.22 

10.79 

60TH 

4.25 

10.87 

65TH 

4.28 

10.96 

70TK 

4.31 

11.05 

75TH 

4.35 

11.15 

80TH 

4.39 

11.27 

85TH 

4.44 

11.43 

90TH 

4.50 

11.66 

95TH 

4.59 

11.80 

97TH 

4,65 

11.91 

98TH 

4.69 

12.08 

99TH 

4.76 
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APPENDIX 


A  GLOSSARY  OF  ANATOMICAL  AND  ANTHROPOMETRIC  TERMS 

anatomical  position  —  a  standard  position  of  the  body  to  which  all  anatomical  directions  (e.g., 
superior,  medial,  anterior)  are  referenced  (see  Figure  A-l). 

anterior  -  pertaining  to  the  front  of  the  body;  as  opposed  to  posterior. 

axillary  —  pertaining  to  the  armpit  (axilla). 

bi  -  a  prefix  denoting  connection  with  or  relation  to  each  of  two  symmetrically  paired  parts, 
biceps  (brachii)  -  the  large  muscle  on  the  anterior  surface  of  the  upper  arm. 
canthus  --  a  corner  or  angle  formed  by  the  meeting  of  the  eyelids. 


Figure  A-l.  The  body  in  the  anatomical  position. 
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coronal  plane  —  any  vertical  plane  at  right  angles  to  the  midsagittal  plans  (see  Figure  A-l). 

deltoid  muscle  —  the  muscle  that  forms  the  flesh  of  the  lateral  side  of  the  upper  third  of  the  upper 
arm. 

distal  —  the  end  of  a  bone  or  body  segment  farthest  from  the  head;  as  opposed  to  proximal  (see 
Figure  A-l). 

dorsal  —  pertaining  to  the  back  of  the  body  or  one  of  its  parts  (on  the  hand,  its  top  surface  as 
opposed  to  its  palmar  surface). 

epicondyle  -  the  bony  eminence  at  the  distal  end  of  the  humerus,  radius,  and  femur. 

extend  —  to  move  adjacent  segments  so  that  the  angle  between  them  is  increased,  as  when  the 
leg  is  straightened;  as  opposed  to  flex. 

femoral  epicondyle  —  the  bony  projections  on  either  side  of  the  distal  end  of  the  femur, 
femur  -  the  thigh  bone. 

flex  —  to  move  a  joinr.  in  such  a  direction  as  to  bring  together  the  two  parts  which  it  connects,  as 
when  the  elbow  is  bent;  as  opposed  to  extend. 

fossa  —  a  depression,  usually  somewhat  longitudinal  in  shape,  in  the  surface  of  a  part,  as  in  a  bone. 

Frankfort  plane  -  the  standard  horizontal  plane  or  orientation  of  the  head.  The  plane  is 
established  by  a  line  passing  through  the  right  tragion  (approximate  earhole)  and  the  lowest  point 
of  the  right  orbit  (eye  socket). 

frontal  bone  ~  the  bene  that  underlies  the  forehead, 
hyperexiend  —  to  overextend  a  limb  or  other  part  of  the  body. 

iliac  —  pertaining  to  an  ilium,  which  is  one  of  the  three  fused  bones  that  form  one  side  of  the 
pelvis. 

iliac  crest  —  the  superior  rim  of  a  pelvic  bone. 

ilium  —  the  largest  and  superior  bone  of  the  three  fused  bones  that  form  one  side  of  the  pelvis. 

inferior  -  below,  in  relation  to  another  structure;  lower  (see  Figure  A-l). 

lateral  —  lying  near  or  toward  the  sides  of  the  body;  as  opposed  to  medial  (see  Figure  A-l). 

latissimus  dorsi  —  the  large  muscle  covering  the  lower  half  of  the  back  above  the  waist  and 
converging  on  the  upper  arm  in  such  a  way  that  its  flesh  forms  the  posterior  border  of  the  axilla 
(armpit). 
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malleoli  --  rounded  bony  projection  on  either  side  ot‘  the  ankle.  The  lateral  malleolus,  on  the 
outside  of  the  ankle,  is  at  the  distal  end  of  the  fibula  (one  of  the  two  bones  of  the  calf);  the 
medial  malleolus,  on  the  inside  of  the  ankle,  is  at  the  distal  end  of  the  tibia  (shinbone). 

mandible  -  the  jawbone. 

mastoid  process  -  lowest  bony  projection  behind  and  below  the  car.  It  can  best  be  felt  immediately 
behind  the  earlobe. 

medial  -  lying  near  or  toward  the  midiine  of  the  body;  as  opposed  to  lateral  (sec  Figure  A-l). 

metacarpophalangeal  joint  -  a  joint  (knuckle)  formed  by  the  juncture  of  a  finger  bone  (phalanx) 
with  the  palm  bone  (metacarpal). 

metatarsophalangeal  joint  --  a  joint  formed  by  the  juncture  of  a  toe  bone  (phalanx)  with  the  foot 
bone  (metatarsal). 

midsagittal  plane  —  the  vertical  plane  which  divides  the  body  into  right  and  left  halves  (sec 
Figure  A-l). 

olecranon  -  the  proximal  end  of  the  ulna  (elbow). 

palmar  -  pertaining  to  the  palm  side  of  the  hand;  as  opposed  to  its  dorsal  surface, 
patella  --  the  kneecap, 
phalanx  —  a  finger  or  toe  bone. 

pisiform  —  a  wrist  bone  on  the  little  finger  side  of  the  hand  at  the  base  of  the  palm.  It  can  be 
felt  as  a  bony  protuberance  just  below  the  fleshy  pad  at  the  base  of  the  palm. 

plantar  —  pertaining  to  the  sole  of  the  foot. 

posterior  —  pertaining  to  the  back  of  the  body;  as  opposed  to  anterior  (see  Figure  A-l). 

proximal  -  the  end  of  a  bone  or  body  segment  nearest  the  head;  as  opposed  to  distal  (see 
Figure  A-l). 

radius  —  the  bone  of  the  forearm  on  the  thumb  side  of  the  arm. 

scye  --  a  tailoring  term  referring  to  the  armhole  of  a  garment. 

superior  —  above,  in  relation  to  another  structure;  higher  (see  Figure  A-l). 

supra  -  prefix  designating  above  or  on. 

temporal  crest  -  a  ridge  originating  on  the  zygomatic  process  of  the  frontal  bone  and  extending 
along  the  lateral  aspect  of  the  skull. 
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thoracic  ~  pertaining  to  the  thorax;  in  this  text,  pertaining  especially  to  the  vertebra  to  which  the 
ribs  are  attached. 

thorax  —  that  part  of  the  trunk  between  the  neck  and  the  abdomen  enclosed  by  the  rib  cage. 

trapezius  -  the  large  muscle  that  originates  on  the  neck  and  the  upper  half  of  the  back  and 
converges  on  the  shoulder  between  midshoulder  and  acromion. 

vertebra  —  a  bone  of  the  spine.  In  humans  there  are  seven  cervical  (neck),  12  thoracic  (chest),  five 
lumbar  (lower  back),  five  sacral  (fused),  and  four  caudal  (tail)  vertebrae. 

zygomatic  arch  —  the  bony  arch  below  and  to  the  side  of  the  orbit  of  the  skull  extending 
horizontally  along  the  side  of  the  head  from  the  cheekbone  (the  zygomatic  bone)  nearly  to  the 
external  ear. 

zygomatic  bone  -  a  bone  of  the  face  underlying  the  upper  part  of  the  cheek. 
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INDEX 


Page 

ABDOMINAL  EXTENSION  DEPTH,  SITTING  24,  47 

ABDOMINAL  LINK  185,  195 

Abdominal  point,  anterior  landmark  5 

ACROMIAL  HEIGHT  24,  48 

ACROMIAL  HEIGHT,  SITTING  24,  49 

Acromion  landmarks  5 

ACROMION-AXILLA  LENGTH  185,  196 

ACROMION -RADIALE  LENGTH  24,  50 

Acropodion  landmark  5 

Alare  landmarks  5 

ALARE-BACK  OF  HEAD  258,  264 

ALARE-TOP  OF  HEAD  258,  265 

ANKLE  CIRCUMFERENCE  24,  51 

Anterior  superior  iliac  spine  landmarks  5 

ARM  LENGTH  185,  197 

AXILLA  HEIGHT  24,  52 

AXILLA- WAIST  LENGTH  (NATURAL  INDENTATION)  185,  198 

AXILLA-WAIST  LENGTH  (OMPHALION)  185,  199 

AXILLARY  ARM  CIRCUMFERENCE  25,  53 

Axillary  fold,  posterior  landmarks  5 

BALL  OF  FOOT  CIRCUMFERENCE  25y  54 

BALL  OF  FOOT  LENGTH  25,  55 

BIACROMIAL  BREADTH  25,  56 

BICEPS  CIRCUMFERENCE,  FLEXED  25,  57 

Biceps  point  landmark  5 

BIDELTOID  BREADTH  25,  58 

BIGONIAL  BREADTH  258,  266 

B11NFRAORBITALE  BREADTH  258,  267 

BIMALLEOLAR  BREADTH  26,  59 
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Page 

BIOCULAR  BREADTH,  MAXIMUM  258,  268 

BISPINOUS  BREADTH  26,  60 

BITRAGION  BREADTH  258,  269 

BITRAGION  CHIN  ARC  26,  61 

BITRAGION  CORONAL  ARC  26,  62 

BITRAGION  CRINION  ARC  26,  63 

BITRAGION  FRONTAL  ARC  26,  64 

BITRAGION  SUBMANDIBULAR  ARC  26,  65 

EITRAGION  SUBNASALE  ARC  27,  66 

BIZYGOMATIC  BREADTH  27,  67,  258,  270 

Bustpoint  landmarks  6 

BUSTPOINT/THELION-BUSTPOINT/THELION  BREADTH  27,  68 

BUTTOCK  CIRCUMFERENCE  27,  69 

BUTTOCK  DEPTH  27,  70 

BUTTOCK  HEIGHT  27,  71 

Buiiock  point,  posterior  landmark  6 

Buttock  point  landmarks  6 

BUTTOCK-KNEE  LENGTH  27,  72 

BUTTOCK-POPLITEAL  LENGTH  28,  73 

Calf  landmark  6 

CALF  CIRCUMFERENCE  28,  74 

CALF  HEIGHT  28,  75 

CALF  LINK  185,  200 

Cervicale  landmark  6 

CERVICALE  HEIGHT  28,  76 

CERVICAI-E  HEIGHT,  SITTING  28,  77 

Cheiiion  landmarks  6 

CHEHJON-BACK  OF  HEAD  258,  271 

CHEHJON -TOP  OF  HEAD  259,  272 

CHEST  BREADTH  28,  78 
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CHEST  CIRCUMFERENCE  29,  79 

CHEST  CIRCUMFERENCE  AT  SCYE  29,  80 

CHEST  CIRCUMFERENCE  BELOW  BREAST  29,  81 

CHEST  DEPTH  29,  82 

CHEST  HEIGHT  29,  83 

CHEST  HEIGHT,  SITTING  186,  201 

CHEST- WAIST  DROP  (NATURAL  INDENTATION)  186,  202 

CHEST-WAIST  DROP  (OMPHAUON)  186,  203 

Chin  landmark  6 

CHIN-BACK  OF  HEAD  259,  273 

CHIN-TOP  OF  HEAD  259,  274 

CLAVICLE.  LINK  186,  204 

Clavicle  point  landmarks  6 

Crinion  landmark  6 

CRIMON-BACK  OF  HEAD  259,  275 

CRINION-TOP  OF  HEAD  259,  276 

CROTCH  HEIGHT  29,  84 

CROTCH  LENGTH  (NATURAL  INDENTATION)  30,  85 

CROTCH  LENGTH  (OMPHAUON)  30,  86 

CROTCH  LENGTH,  ANTERIOR  (NATURAL  INDENTATION)  186,  205 

CROTCH  LENGTH  ANTERIOR  (OMPHALION)  186,  206 

CROTCH  LENGTH,  POSTERIOR  (NATURAL  INDENTATION)  30,  87 

CROTCH  LENGTH,  POSTERIOR  (OMPHALION)  30,  88 

DACTYUON  HEIGHT  186,  207 

Dactylion  II  landmark  6 

Dactylion  IU  landmarks  6 

DACTYUON  REACH  FROM  WALL  187,  208 

DACTYUON  REACH  FROM  WALL,  EXTENDED  187,  209 

Deltoid  point  landmarks  6 

Dorsal  juncture  of  the  calf  and  thigh  landmark  7 
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Dorsal  juncture  of  the  foot  and  leg  landmark  7 

Ear,  bottom  landmark  7 

EAR  BREADTH  30,  89 

EAR  LENGTH  30,  90 

EAR  LENGTH  ABOVE  TRAGION  31,  91 

Ear  point  landmark  7 

EAR  PROTRUSION  31,  92 

Ear,  top  landmark  7 

Ectocanthus  landmark  7 

Ectoorbitale  landmark  7 

ECTOORBITALE-BACK  OF  HEAD  259,  277 

ECTOORBITALE-TOP  OF  HEAD  259,  278 

ELBOW  CIRCUMFERENCE  31,  93 

Elbow  crease  landmark  7 

ELBOW  REST  HEIGHT  31,  94 

ELBOW  REST  HEIGHT,  STANDING  187,  210 

ELBOW-CENTER  OF  GRIP  LENGTH  187,  21 1 

ELBOW-WRIST  LENGTH  187,  212 

EYE  HEIGHT  187,  213 

EYE  HEIGHT,  SITTING  31,  95 

EYE-TRAGION  LINK  188,  214 

Fifth  metatarsophalangeal  protrusion  landmark  7 

First  metatarsophalangeal  protrusion  landmark  7 

FOOT  BREADTH,  HORIZONTAL  31,  96 

FOOT  LENGTH  32,  97 

FOREARM  CIRCUMFERENCE,  FLEXED  32,  98 

FOREARM-FOREARM  BREADTH  32,  99 

FOREARM-HAND  LENGTH  32,  KX) 

Frontotemporale  landmarks  7 

FRONTOTEMPORALE-BACK  OF  HEAD  259,  279 
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Page 

FRONTQ1 EMPORALE-TOP  OF  HEAD  259,  280 

FUNCTIONAL  GRIP  REACH  188,  215 

FUNCTIONAL  GR’P  REACH,  EXTENDED  188,  216 

FUNCTIONAL  LEG  LENGTH  32,  101 

Glabella  landmark  7 

GLABELLA-BACK  OF  HEAD  260,  281 

GLABELLA-TOP  OF  HEAD  260,  282 

GLUTEAL  FURROW  HEIGHT  33,  102 

Gluteal  furrow  point  landmaik  8 

Gonion  landmarks  8 

GONION -BACK  OF  HEAD  260,  283 

GONION  TOP  OF  HEAD  260,  284 

HAND  BREADTH  33,  103 

HAND  CIRCUMFERENCE  33,  104 

HAND  LENGTH  33,  105 

HEAD  BREADTH  33,  106 

HEAD  CIRCUMFERENCE  33,  107 

HEAD  LENGTH  34,  108 

HEEL  ANKLE  CIRCUMFERENCE  34,  109 

HEEL  BREADTH  34,  110 

Heel  point  landmarks  8 

HIP  BREADTH  34,  111 

HIP  BREADTH,  SITTING  34,  112 

Iliocristale  landmark  8 

ILIOCRISTALE  HEIGH  T  34,  113 

INDEX  FINGER  REACH  188,  217 

INDEX  FINGER  REACH,  EXTENDED  1S3,  218 

Inferior  breast  point  landmark  8 
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Pape 

Infraorbitale  landmark  8 

INFRAORBITALE-BACK  OF  HEAD  2(50,  285 

INFRAORBITALE-TOP  OF  HEAD  260,  286 

Infrathyroid  landmark  8 

Inner  thigh  landmark  8 

INTERPUPILLARY  BREADTH  34,  114 

INTERSCYE  I  35,  115 

INTERSCYE  D  35,  116 

KNEE  CIRCUMFERENCE  35,  117 

KNEE  HEIGHT,  MIDPATELLA  35,  118 

KNEE  HEIGHT,  SITTING  35,  119 

Knee  point,  anterior  landmark  8 

LATERAL  FEMORAL  EPICQNDYLE  HEIGHT  35,  120 

Lateral  femoral  epicondyle  landmarks  8 

Lateral  malleolus  landmark  8 

LATERAL  MALLEOLUS  HEIGHT  36,  121 

LIP  LENGTH  260,  287 

LOWER  THIGH  CIRCUMFERENCE  36,  122 

MAXIMUM  FRONTAL  BREADTH  260,  288 

Medial  malleolus  landmark  9 

Menton  landmark  9 

MENTON-BACK  OF  HEAD  260,  289 

MENTON-CRINION  LENGTH  260,  290 

MENTON-SELLION  LENGTH  36,  123,  261,  291 

MENTON-SUBNASALE  LENGTH  261,  292 

MENTON-TOP  OF  HEAD  261,  293 

Metacarpale  II  landmark  9 

Metacarpale  V  landmark  9 
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Midpatella  landmark  9 

Midshoulder  landmark  9 

MIDSHOULDER  HEIGHT,  SPITING  36,  174 

Midspine  landmark  9 

MINIMUM  FRONTAL  BREADTH  261,  2i  . 

Neck:  anterior  landmarks  9 

NECK-BUSTPOINT/THELION  LENGTH  36,  125 

NECK-BUTTOCK  LENGTH  189,  220 

NECK  CIRCUMFERENCE  36,  126 

NECK  CIRCUMFERENCE,  BASE  37,  127 

NECK-GLUTEAL  FURROW  LENGTH  189,  221 

NECK  HEIGHT,  LATER  AL  37,  128 

NECK  LINK  188,  219 

NECK-SCYE  LENGTH  189,  222 

NOSE  BREADTH  261,  295 

NOSE  PROTRUSION  261,  296 

Olecranon  landmarks  9 

Otobasion  superior  landmark  9 

OVERHEAD  FINGERTIP  REACH  37,  129 

OVERHEAD  FINGERTIP  REACH,  EXTENDED  37,  130 

OVERHEAD  FINGERTIP  REACH,  SITTING  37,  131 

PELVIC  LINK  189,  223 

POPLITEAL  HEIGHT'  38,  132 

Posterior  superior  iliac  spine  landmark  10 

Promenton  landmark  10 

Pronasale  landmark  10 

PRONAS ALE-BACK  OF  HEAD  261,  297 

PRONASALE-TQP  OF  HEAD  261,  298 

Ptemion  landmark  10 
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Radiale  landmark 

10 

RADIALE-STYLXON  LENGTH 

38, 

133 

RISE  (NATURAL  INDENTATION) 

189, 

224 

RISE  (OMPHALION) 

189, 

225 

Scye  landmarks 

10 

SCYE  CIRCUMFERENCE 

38, 

134 

SCYE  DEPTH 

38, 

135 

Sellion  landmark 

10 

SELLION-BACK  OF  HEAD 

261, 

299 

SELLION-TOP  OF  HEAD 

261, 

300 

SHOULDER  CIRCUMFERENCE 

38, 

136 

SHOULDER  LENGTH 

39, 

138 

SHOULDER  SLOPE 

189, 

226 

SHOULDER-ELBOW  LENGTH 

38, 

137 

SHOULDER-WAIST  LENGTH  (NATURAL  INDENTATION) 

190, 

227 

SHOULDER-WAIST  LENGTH  (OMPHALION) 

190, 

228 

SITTING  HEIGHT 

39, 

139 

SLEEVE  INSEAM 

190, 

229 

SLEEVE  LENGTH:  SPINE-ELBOW 

39, 

140 

SLEEVE  LENGTH:  SPINE-SCYE 

39, 

141 

SLEEVE  LENGTH:  SPINE-WRIST 

39, 

142 

SLEEVE  OUTSEAM 

40, 

143 

SPAN 

40, 

144 

STATURE 

40, 

145 

Stomion  landmark 

11 

STOMION-BACK  OF  HEAD 

262, 

301 

STOMION-TOP  OF  HEAD 

262, 

302 

STRAP  LENGTH 

40, 

146 

Stylion  landmark 

11 

Submandibular  landmark 

11 
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Subnasale  landmark 

11 

SUBNAS ALE-BACK  OF  LEAD 

262, 

303 

SUBNASALE-SELLION  LENGTH 

262, 

304 

SUBNASALE-TOP  OF  HEAD 

262, 

305 

Suprapatella  landmark 

11 

Suprastemale  landmark 

11 

SUPRASTERNALE  HEIGHT 

40, 

147 

SUPRASTERNALE  HEIGHT,  SITTING 

190, 

230 

Tenth  rib  landmark 

11 

TENTH  RIB  HEIGHT 

40, 

148 

Thelion  landmarks 

11 

THIGH  CIRCUMFERENCE 

41, 

149 

THIGH  CLEARANCE 

41, 

150 

THIGH  LINK 

190, 

231 

Thigh  point,  top  landmark 

11 

THORAX  LINK 

190, 

232 

THUMB  BREAD1H 

41, 

151 

Thumbtip  landmark 

11 

THUMBTIP  REACH 

41, 

152 

THUMBTIP  REACH,  EXTENDED 

191, 

233 

Top  of  head  landmark 

11 

TRAGION  HEIGHT 

191, 

234 

TRAGION  HEIGHT,  SITTING 

191, 

235 

Tragion  landmarks 

11 

TRAGION-BACK  OF  HEAD 

262, 

306 

TRAGION-TOP  OF  HEAD 

262, 

307 

Trapezius  point  landmarks 

12 

Trochanter  landmark 

12 

TROCHANTERIC  HEIGHT 

41, 

153 

Trochan tenon  landmark 

12 
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VERTICAL  GRIP  REACH  191,  236 

VERTICAL  GRIP  REACH  DOWN  191,  237 

VERTICAL  GRIP  REACH,  EXTENDED  191,  238 

VERTICAL  GRIP  REACH,  SITTING  192,  239 

VERTICAL  INDEX  FINGERTIP  REACH  192,  240 

VERTICAL  INDEX  FINGERTIP  REACH  DOWN  192,  241 

VERTICAL  INDEX  FINGERTIP  REACH,  EXTENDED  192,  242 

VERTICAL  INDEX  FINGERTIP  REACH,  SITTING  192,  243 

VERTICAL  THUMBTIP  REACH  DOWN  192,  244 

VERTICAL  THUMBTIP  REACH,  SITTING  193,  245 

VERTICAL  TRUNK  CIRCUMFERENCE  (ASCC)  42,  154 

VERTICAL  TRUNK  CIRCUMFERENCE  (USA)  42,  155 

VERTICAL  WRIST  HEIGHT  193,  246 

VERTICAL  WRIST  HEIGHT,  EXTENDED  193,  247 

VERTICAL  WRIST  HEIGHT,  SITTING  193,  248 

Waist  (natural  indentation):  anterior  and  posterior  landmarks  12 

WAIST  (NATURAL  INDENTATION)-WAIST  (OMPHALION)  LENGTH  44,  169 
Waist  (omphalion):  anterior  and  posterior  landmarks  12 

WAIST  BACK  LENGTH  (NATURAL  INDENTATION)  42,  156 

WAIST  BACK  LENGTH  (OMPHALION)  42,  157 

WAIST  BACK,  VERTICAL  (NATURAL  INDENTATION)  193,  249 

WAIST  BACK  VERTICAL  (OMPHALION)  193,  250 

WAIST  BREADTH  42,  158 

WAIST  CIRCUMFERENCE  (NATURAL  INDENTATION)  43,  159 

WAIST  CIRCUMFERENCE  (OMPHALION)  43,  160 

WAIST  DEPTH  43,  161 

WAIST  FRONT  LENGTH  (NATURAL  INDENTATION)  43,  162 

WAIST  FRONT  LENGTH  (OMPHALION)  43,  163 

WAIST  HEIGHT  (NATURAL  INDENTATION)  43,  164 

WAIST  HEIGHT  (OMPHALION)  44,  165 
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WAIST  HEIGHT,  SITTING  (NATURAL  INDENTATION) 

WAIST  HEIGHT,  SITTING  (OMPHALION) 

WAIST-BUTTOCK  DROP  (NATURAL  INDENTATION) 
WAIST-BUTTOCK  DROP  (OMPHALION) 

WAIST-HIP  LENGTH 

WAIST-WAIST  (NATURAL  INDENTATION)  OVER  SHOULDER 
WAIST- WAIST  (OMPHALION)  OVER  SHOULDER 
WEIGHT 

WRIST  CIRCUMFERENCE 
Wrist,  dorsal  landmark 
WRIST  HEIGHT 
WRIST  HEIGHT,  SITTING 
WRIST-CENTER  OF  GRIP  LENGTH 
WRIST-INDEX  FINGER  LENGTH 
WRIST-THUMBTTP  LENGTH 
WRIST-WALL  LENGTH 
WRIST-WALL  LENGTH,  EXTENDED 


Zygion  landmarks 
ZYGION-BACK  OF  HEAD 
ZYGION-TOP  OF  HEAD 
Zygofrontale  landmarks 
ZYGOFRONTALE-BACK  OF  HEAD 
ZYGOFRONTALE-TOP  OF  HEAD 


Page 
44,  16 6 
44,  167 
194,  251 
194,  252 
44,  168 
194,  253 
194,  254 

44,  170 

45,  172 
12 

45,  173 
45,  174 
45,  171 

45,  175 

46,  176 
46,  177 
46,  178 

12 

262,  308 

262,  309 
12 

263,  310 
263,  311 
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